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5 at o2 ae ee ees Lawrence, Kan. 
. 1866 
» 28,901 
.. Jayhawks 


._ Crimson (Pantone 186) and Blue (Pantone 293) 
. Dr. Bernadette Gray-Little (Marywood College, 1966) 


. Dr. Sheahon Zenger (Kansas State, 1988) 


HISTORY 


Seasons of Basketball 
First Season 

All-Time Record. oe 

Conference Regular-Season Titles (last) 
Conference Postseason Tournament Titles (last)... 
NCAA Tournament Appearances (last) 

NCAA Final Four Appearances (last) 

NIT Appearances (last) 


Entering 119th 
. 1889-90 
2,186-836 
59 (2016) 
.14 (2016) 
45 (2016) 

14 (2012) 
2(1969) 
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Year Opened 

Capacity 

Consecutive Sellouts 

Record (undefeated seasons) 

Record Under Bill Self (undefeated seasons) 
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COACHING STAFF 


Head Coach ...... 
‘Alma Mater 
Record at KU 385-83 (13 Seasons) 
Overall Record . . . 592-188 (23 Seasons) 
Assistant Coaches and Staff 
Kurtis Townsend ...... - - Assistant Coach 
Norm Roberts. . . . » Assistant Coach 
Jerrance Howard... ... - - Assistant Coach 
Brennan Bechard . Director of Basketball Operations 
Fred Quartiebaum. . Director of Student- 
err Athlete Development 
Jeremy Case . Video Coordinator 
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2015-16 REVIEW 


2015-16 Overall Record. ......... 33-5 
Conference Record (finish) . . 15-3 (1st) 
Home Record . 17-0 (16-0 in AFH) 
Road Record . 7-3 


Neutral Site Record . 9-2 


Allen Fieldhouse 

+ 1955 

16,300 

243 games (Since 2001-02 season) 

744-109 (19) 

206-9 (6) 
rs 


SUPPORT STAFF 


Bill Cowgill . Associate Director of Sports Medicine 
Andrea Hudy . . . . . Assistant Athletics Director 
. Sport Performance 


Dr. Scott Ward. Senior Associate Director Academic 
reer erers & Career Couseling 


Joanie Stephens . Administrative Assistant to 
been eee ee ee the Head Coach 
Tami Hoffman . Administrative Assistant 
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Office Phone . - 785.864.7947 
Cell Phone . . « 785.551.0355, 
Email . . . Brian.Karst@ku.edu 


Office Manager (Credentials) . . .Erin Penning 


Office Phone . . 785.864.3417 

Email . . . epenning@ku.edu 
Website ........... KuAthletics.com 
Twitter... . . @KUHoops 
Instagram . . . @KUHoops 
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2015-16 HONOREES 


RETURNING 

DEVONTE’ GRAHAM 

NCAA Championship All-South Region Team. 
Big 12 Championship Most Outstanding Player 
Big 12 Championship All-Tournament Team 
AAl-Big 12 Honorable Mention 

Big 12 All-Defensive Team. 

Big 12 Player of the Week (2/15) 


LANDEN LUCAS 
All-Big 12 Honorable Mention 


FRANK MASON Ii 
All-Big 12 Second Team 

Big 12 All-Defensive Team 

Eddie Sutton Tustenugee Award Semifinalis (1 of 11) 
Oscar Robertson Trophy Watch List (1 of 33) 
Naismith Trophy Watch List (1 of 50) 

Maui Jim Maui Invitational co-MVP 

Bob Cousy Award Watch List 


‘SVIATOSLAV MYKHAILIUK 
Academic All-Big 12 First Team 
Julius Erving Award Watch List 


‘TYLER SELF 
NABC Honors Court 
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NON-RETURNING LETTERMEN 


YR. 
Fr. 

Sr. 

adi 
Sr. 
Sr. 
Jt 
Sr. 


eRERREER 


LOST 

CHEICK DIALLO 

Wayman Tisdale Award Watch List (1 of 14) 
Kareem Abdul Jabbar Award Watch List 
Preseason Big 12 Freshman of the Year 


PERRY ELLIS 
All-America » (Consensus Second Team, USA Today 
Second Team, Sports illustrated Second Team, 


Academic All-Big 12 First Team 

Naismith Trophy Midseason 35 

Wooden Award Late Season Top 20 

art Malone Power Forward ofthe Year Award Finalist (1 of 
10) 

Senior CLASS Award Candidate (Top 30) 

Wooden Award Midseason Top 25 

Lute Olson Award Mid-Season Watch (1 of 35) 

Oscar Robertson Trophy Watch List (1 of 33) 

Naismith Trophy Watch List (1 of 50) 

‘Maui Jim Maui Invitational All-Tournament Team 

Wooden Award Preseason Top 50 

Karl Malone Award Watch List 


EVAN MANNING 
\NABC Honors Court 
Academic All-Big 12 First Team 


WAYNE SELDEN JR. 

All-Big 12 Second Team 

Naismith Trophy Midseason 35 

Julius Erving Small Forward of the Year Award Finalist (1 of 
10) 

Oscar Robertson Trophy Midseason Watch List (1 of 20) 

Wooden Award Midseason Top 25 

Oscar Robertson Trophy Watch List (1 of 33) 

Naismith Trophy Watch List (1 of 50) 

o-Big 12 Player of the Week (11/30) 

Maui Jim Maui Invitational co-MVP 

‘Maui Jim Maui Invitational All-Tournament Team 

Julius Erving Award Watch List 


RETURNING NUMBERS 


‘Back 
- 48.7% 
- 50.5% 
- 55.2% 
+ 49.3% 
- 50.6% 
- 65.7% 
- 30.4% 
.- 61.2% 


489 (12.9) 


« 243 (6.8) 
« 175 (4.6) 


S25as5393 


G.. 


Sat out 2015-16 due to transfer rules 
‘Will sit out 2016-17 due to transfer rules. 
es 


2015-16 BIG 12 & NCAA STATS 


STAT (KU) BIG 12 
W-L Percentage (83.3, 33-5) 1 
Rating Percentage Index (RPI) 

Scoring (81.3) 

Scoring Margin (+13.7) 

Field Goal Pet. 495) 

Three-Point Pct. (418) 


Biagece 


Steals (6.7) 
‘Assist-to-Tumover Ratio (1.3) 
‘Made Three-Pointers (8.0) 
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| er... 2016-17 Roster 


NUMERICAL ROSTER 

NO. NAME HI WE. POS. YR-EXP. HOMETOWN / HIGH SCHOOL / PREVIOUS SCHOOL 
0 Frank Mason i 511 190 G Sr-3L Petersburg, Va. /Massanutten Miltary Academy 

2 Lageraid Vick 65 175 G —So-1L_—_-Memphis, Tenn. / Douglass HS 

4 Devnte’Gaham = 2185 k-2L—_Raeigh, N.C. / Brewster Academy INH] 

10 SviatosavMykaliuk «6-8 © 205 Gk-2L._—_Cherkasy, Unvaine / Cherkasy First City Gymnasia 

11 dosh Jackson 68 207 G FHS Detroit, Mich, /Proific Prep [Calf] 

12 Tucker Vang 62 180 G J-SQ Goddard, Kan. / Goddard HS 

14 Malik Newman 63 190 G So-TR Jackson, Miss. Callaway HS / Mississippi Stale 

15 Carton Bragg J. 610 240 F  So-1L Cleveland, Ohio / Vila Angela-St. Joseph HS 

20 Tyler Set 62 170 G Sr-3L_—_Lawrence, Kan, / Lawrence Free State HS 

21 Cay Young 65 25) G  Je-1L_—_Lansing, Kan. Lansing HS / Kansas City Kansas OC 
22 Dwight Coleby 69 240 F J-RS Nassau, Bahamas / Piney Woods HS / Ole Miss 

33° Landen Lucas 610 240 F Sr-3L_—_Partland, Ore, /Westiew HS 

35 Udoka Anubuike 7-0 280 C F-HS Delta, Nigeria / Potter's House Christian Academy [Fla] 
44° Mitch Lightfoot 68 210 F FHS Gilbert Ariz / Gibert Christian HS 

‘955 Evan Maxwell 610 235 C  J-TR Clarks Summit, Pa. / Abington Height HS / Liberty 
will Sit out 2016-17 due to transfer 

ALPHABETICAL ROSTER 

NO. NAME HI © WE.POS. YR-EXP HOMETOWN / HIGH SCHOOL / PREVIOUS SCHOOL 
35 Udoka Azubuike 7-0 280 C  Fr-HS Delta, Nigeria / Potter's House Christian Academy (Fla.] 
15 Carlton Bragg Jr. 610 240 F So.-1L Cleveland, Ohio / Villa Angela-St. Joseph HS: 

22 Dwight Coleby 69 240 F —Je-RS Nassau, Bahamas / Piney Woods HS / Ole Miss 

4 Devonte' Graham 62 185 G  Jt-2L Raleigh, N.C./ Brewster Academy (N.H] 

11 Josh Jackson 68 207 G Fe-HS Detroit, Mich, /Proific Prep [Calf] 

4 (Mitch Lightfoot 68 210 F Fr-HS Gilbert, Ariz. / Gilbert Christian HS 

33° Landen Lucas 610 240 F Sc-3L_—_Prtand, Ore. Westview HS 

0 Frank Mason i 511 190 GS-3. Petersburg, Va./ Massanutten Military Academy 

855 Evan Maxwell 610 235 CG —J-TR Clarks Summit, Pa. /Abington Height HS / Liberty 

10 Svitoslav Mykhaliuk «6-8 205 G=t-2L_——_Cherkasy, Utraine / Cherkasy First City Gymnasia. 

14 Malik Newman 63 190 G —So-TR Jackson, Miss. Callaway HS / Mississippi State 

20 ‘Ter Self 62 170 G Se-3L_—_Lawrence, Kan. / Lawrence Free State HS 

12 Tucker Vang 62 180 G —Je-SQ Goddard, Kan. / Goddard HS 

2 Lagerald Vick 65 175 G — So-1L_—_ Memphis, Tenn. / Douglass HS 

21 ayYoung 65 205) G k-1L_—_Lansing, Kan. /Lansing HS / Kansas City Kansas CC 
‘wil st out 2016-17 due to NCAA transfer rules 

STAFF 

NAME POSITION YEARS ATKU ALMA MATER (YEAR) 
Bill Set Head Coach 13 Oklahoma State (1985) 
Kurtis Townsend Assistant Coach 12 Western Kentucky (1982) 
Norm Roberts Assistant Coach Five Queens College (1987) 
Jerrance Howard Assistant Coach Three linois (2004) 

Brennan Bechard Director of Baskethall Operations Seven Kansas (2009) 

Fred Quartcbaum Director of Student-Athlete Development Three Fordham (1989) 

Jeremy Case Video Coordinator One Kansas (2007) 


PRONUNCIATION GUIDE 
Udoka Azubuike. you-DOE-uh az-uh-BO0-kee 
Sviatostay Mykbaink svee-AT-ut-slahy mut-KE-uke 


Lageraid Vick Unerald 


2016-17 KU Radio/TV Roster 
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FRANK MASON Ilt LAGERALD VICK Ariens GRAHAM jen q—" JACKSON TUCKER VANG 
0 s/675-11/190 2 80.16 /6-5/175 4 1676-27185 O wveaiuiux F/G/6-8/207 YD Jn/G/6-2/180 
Petersburg, Va. Memptis, Tenn. Raleigh, N.C. Je/G/6-8 / 205 Detroit, Mich. Goddard, Kan. 
Cherkasy, Ukraine 
MALIK NEWMAN CARLTON BRAGG JR. TYLER SELF CLAY YOUNG DWIGHT COLEBY LANDEN LUCAS 
4 80.16/6-3/ 190 $0./F/6-10/240 QQ) s/G/6-2/170 = DY &/G/6-5/205 22 o:./F/6-9/ 240 3 S/F /6-10/ 240 
ee) Miss Cleveland, Ohio Lawrence, Kan, Lansing, Kan. 22 iF Bahamas Saleh Ore. 


350% AZUBUIKE MITCH LIGHTFOOT EVAN MAXWELL BILL SELF KURTIS TOWNSEND NORM ROBERTS 
35 rcr7-0/20 © AA esrresi20 © 5B /cv6-10/235 Head Coach Assistant Coach Assistant Coach 
Delta, Nigeria Gilbert, iz Clarks Summit, Pa, 14th Year at Kansas 13th Year at Kansas Sixth Year at Kansas 


JERRANCE HOWARD BRENNAN BECHARD FRED QUARTLEBAUM JEREMY CASE 

Assistant Coach Director of Operations Director of Student- Video Coordinator 

Fourth Year at Kansas Eighth Year at Kansas ‘Athlete Development Second Year at Kansas 
Fourth Year at Kansas 
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8 | 2016-17 Gameday 


From the Rock Chalk Chant, the students throwing confetti, the award-winning videos and the raucous pep band, Allen Fieldhouse is a cathedral when it 
comes to college basketball. The term “Bucket List” is referenced by many teams, fans and even reporters discussing the Fieldhouse and James Naismith 
Court - including Green Bay Packers’ starting quarterback Aaron Rodgers, who attended his first KU home game in 2014. Kansas is 744-109 all-time in 
Allen Fieldhouse, including a 206-9 record under Bill Self. KU has won more Big 12 regular-season titles, 12, than lost home games in the Bill Self era (9) 


Allen Fieldhouse 


ALLEN FIELDHOUSE WAS RANKED THE NO. 1 COLLEGE BASKETBALL VENUE BY 
ATHLON SPORTS IN JANUARY 2014. 
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KANSAS’ ALL-TIME RECORD UNDER UNDEFEATED a 
RECORD IN AFH BILL SELF SEASONS OVERALL, 


16-0 IN 2015-16 


16300 4000 243 § 


| 
ALLEN FIELDHOUSE NUMBER OF STUDENT CONSECUTIVE | 
CAPACITY SECTION SEATS SELLOUTS es 


12 21617 First-Class Facilities 


/ S 2.4 


i eN (s 


11,600... 5,000... 14,000... 


PRACTICE FACILITY CLUBHOUSE & LOCKER ROOM ACADEMIC SUPPORT BUILDING 


First-Class Facilities 


THE KANSAS BASKETBALL 
FACILITIES, COMPLETED 
IN OCTOBER 2009 AT $55 
MILLION, ARE SECOND TO 
NONE. THE FIRST-CLASS 
FACILITIES PROVIDE THE 
STUDENT-ATHLETE WITH 

AN ENVIRONMENT FOR 
SUCCESS. 
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en. adidas 


MILLIONS OF DOLLARS 
IN SPONSORSHIP & 
PRODUCT-ALLOWANCE 


No. 1 


YEAR THE ADIDAS NBA DRAFT PICK ANDREW 
PARTNERSHIP BEGAN WIGGINS SIGNED A 
$2 MILLION PER YEAR 
ADIDAS CONTRACT 


World University Games 


UNIVERSIADE 
GWANGJU 2015 
hott 


In the summer of 2015, Bill Self guided the USA National Team, made up mainly 
of University of Kansas student-athletes, to the gold medal at the World University 
Games (WUG) in Gwangju, South Korea, by posting an 8-0 record. The medal was 
USA's first in three World University Games and the first gold, 14th overall, for the 
Americans since 2005. Wayne Selden Jr. was named to the WUG first team, while 
Frank Mason Jr. was a second-team selection and Perry Ellis was honorable 
mention. 
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McCarthy Hall 


Marie S. McCarthy 
Hall 


University of Kansas alumni Kent and Missy 
McCarthy donated the lead gift for the financing of 
Phase One of the Marie S. McCarthy Hall project at 
KU in Feb, 2014, 


‘TIVELANSVE SVSNV SI SIHL 


The hall, which opened in October 2015, houses 
the men's basketball team and an equal number 
of distinguished non-student-athletes, was built on 
Naismith Drive, just south of Allen Fieldhouse. 


The hall is named for Kent's late mother, Marie S. 
McCarthy. Bor in 1929, Marie grew up on a farm 
in central Kansas during the dust bow! days of the 
1930s. She attended KU on a math scholarship — a 
rarity for women in that era. Kent is a 1988 graduate 
of the KU school of Business. 


The McCarthys have been generous donors to the 
University of Kansas and Kansas Athletics for many 
years. Their past support made possible the named 
facility for Jayhawk baseball - the McCarthy Family 
Clubhouse. 


= 2016-17 i ; ; 


Every Kansas men’s basketball game since the 1992-93 season has been televised. Besides the nationally-televised postseason contests, KU averages 
nearly 24 games per season on the ESPN family of networks (ESPN, ESPN2, ESPNU). The Jayhawks also make regular in-season appearances on CBS 
and Fox Sports Net in addition to their own Jayhawk Television Network. Though Kansas has appeared on CBS at least once for the last 23-consecutive 


seasons, the Jayhawks will play two times on the national channel in 2016-17. 
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Kansas Men's 
Basketball 
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JOEL EMBIID SIXERS 


2016-17 9007-08 Highlights 


. ae | 
BIG 12 TOURNAMENT CHAMPIONS r 
NATIONAL A , 


CHAMPIONS eg 


SCHOOL RECORD 
WITH 37 WINS IN 
2007-08 


FIRST TIME IN NCAA 
TOURNAMENT HISTORY 
ALL FOUR NO. 1 
SEEDS REACHED THE 

FINAL FOUR 
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KANSAS’ 13TH FINAL FOU! 


2011-12 Highlights Ei 
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BIG 12 REGULAR- 
SEASON CHAMPIONS / 
WITH A 16-2 RECORD, 
TWO GAMES AHEAD 
OF RUNNER-UP 


a KANSAS’ 14TH FINAL FOUR 
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THOMAS ROBINSON 
BECAME KU’S 28TH 
CONSENSUS ALL- 
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THIS IS KANSAS BASKETBALL 


23 | 2627 Sports Performance 


The University of Kansas strength and conditioning department is dedicated to helping our student-athletes’ athletic abilities as related to each sport. We 
are committed to creating a safe and positive training environment in which the athletes want to work hard and develop not only their physical attributes, 
but also their mental growth. 


é 42K 428 


STRENGTH & CONDITIONING SQUARE FEET IN THE STUDENT-ATHLETES 
FULL-TIME COACHES ON ANDERSON STRENGTH & (APPROXIMATELY) WORKED 
STAFF CONDITIONING CENTER WITH EVERY DAY 


Kansas is a signature school for the EliteForm 
training system, which integrates technology 
into workout sessions to enhance the training 
and sport performances. 


Other high-tech products used include the 
Sparta Software and Kistler force plates 
which measures each athlete individually to 
maximize his performance while training. 
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“<"", Sports Medicine 


The University of Kansas sports medicine staff and physicians are constantly on the cutting edge of injury prevention and rehabilitation. Using such state- 
of-the-art equipment as aquatic rehabilitation pools and monitored rehab systems, as well as a multitude of hands-on techniques, the sports medicine staff 
at Kansas is able to implement programs for its athletes which have resulted in significantly faster and safer return to competition. 


BILL COWGILL 

Bill Cowgill is in his 10th year as head 
athletic trainer for men’s basketball at the 
University of Kansas. Cowgill brings a high 
level of expertise to the job, after having 
served as a Division | athletic trainer for 15 
years at three different institutions including 
Miami (Fla.), Notre Dame and Arkansas. He 
is a certified member of the National Athletic 
Trainers Association 

DR. LARRY MAGEE 

Has worked since 1988 as a team physician 
at Kansas and currently holds the title of 
Head Team Physician, supervising the 
departments of Sports Medicine, Strength 
and Conditioning, Sports Nutrition and Sports 
Psychology. 

DR. JEFF RANDALL 

Graduated with honors with a BA in 
Chemistry in 1985 from the University of 
Kansas and first in his class from KU Med in 
1990. Randall completed his Residency at 
the University of Florida in Orthopaedic 
‘Surgery and Fellowship in Sports Medicine 
from the University of Oklahoma, also in 
Orthopaedic surgery. 

MATT GORBY 

Gorby is a senior student trainer from Olathe, 
Kansas. He has worked with KU football and 
volleyball and also has spent semester stints 
on the training staffs at Haskell University 
and St. James Academy. 
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THE SPORTS MEDICINE STAFF 
AT KANSAS IS ABLE TO 
IMPLEMENT PROGRAMS FOR 
ITS ATHLETES WHICH HAVE 


RESULTED IN SIGNIFICANTLY 
FASTER AND SAFER RETURN TO 
COMPETITION. 
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2. STRATEGIC AND INSTRUCTIONAL 
TUTORING PROGRAMS (STP) 


* — Tutoring is available to any student- 


1. ACADEMICS athlete, regardless of scholarship status 
The Student-Athlete Support Services staff focuses all collective resources in support of the OF sport. a 
academic, personal and interpersonal development of each individual it serves. As part of its Many of the tutors working within STP 
commitment to the academic success of its athletes, Kansas Athletics completed a new academic are instructors or teaching assistants at 
complex in the summer of 2009. The facility features individual study rooms, a computer lab and KU. Some are undergraduate students 
Offices for all Student-Athlete Support Services personnel. who have excelled in their respective 

subject areas. 


© Both programs offer individualized 
tutoring as well as small study groups. 
* — STP schedules nearly 2,000 tutoring 


sessions per week for more than 350 
student-athletes working with tutors 
yj each week each semester. 


© STP has more than 120 tutors who 


FOUR-YEAR APR SCORE, THE STUDENT-ATHLETES work with student-athletes who request 
HIGHEST SCORE ATTAINABLE, LOGGED GPAS BETWEEN tubing aséhatancs. 
EARNED BY KANSAS MEN’S 3.0 AND 3.99 IN SPRING 
BASKETBALL IN 2014. KU MEN'S 2016 
BASKETBALL HAS ATTAINED THE 
HIGHEST APR SCORE EACH OF THE 
LAST SEVEN YEARS 


15 34 3.04 


KANSAS MEN’S FOUR-YEAR MEN'S KANSAS ATHLETICS’ TEAMS 
BASKETBALL HAS 15 FIRST BASKETBALL PLAYERS COMBINED GRADE POINT AVERAGE 
TEAM ACADEMIC ALL- UNDER BILL SELF WHO DURING THE 2016 SPRING SEMESTER. 
AMERICANS IN PROGRAM HAVE EARNED THEIR ATOTAL OF 243 JAYHAWKS EARNED 
HISTORY DEGREE AT KU BETTER THAN A 3.0 DURING THE 


SEMESTER 


o 


FRESHMAN LEA\ ACADEMY 
To develop committed leaders who 
fepresent the University of Kansas and its 
intercollegiate athletic programs with pride, 
integrity and intense competitive spirit. 


EMERG R Ss 
Student-athletes, selected by their coaches, 
attend an overnight Jayhawk Leadership 
Retreat twice a year. They participate 

in activities, exercises and discussions 
designed to enhance leadership skills from a 
strengths-based perspective. 


A career development progression; 
beginning with a career interest inventory, 
resume review, career coaching, mock 
interviews, utilizing KU Career Connections 
and Kansas Athletics’ Career Fair. 


‘SAAC's mission is to enhance the total 
student-athlete experience, protect student- 
athlete welfare and promote a positive 
Student-athlete image. 


E 


UNITY SE! 
Developing leaders off the field by fostering 
an environment in which the student athletes 
understand and value the benefits of giving 
back to their community. 

JAYHAWKS A 
Kansas Athletics Career Development and 
K Club have teamed up to assist student- 
athletes who have exhausted athletic 
eligibility, but are finishing up academic 
responsibilities while transitioning into life 
after college. 


ER COLLEGE 
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2016-17 


BASEBALL 

Team: Five NCAA Tournament 
appearances, most recent in 2014; Four 
players drafted in 2016: Sam Gilbert, Ben 
Krauth, Michael Tinsley and Colby Wright. 


Ben Krauth: Unanimous All-Big 12 First 
Team, struck out 103 batters; Michael 
Tinsley: First catcher in KU history to 
ear All-Big 12 First Team honors, ABCA/ 
Rawlings All-Midwest Region Second 
Team, highest draft pick among catchers 
in program history, Johnny Bench Award 
Semifinalist, led Big 12 in hitting. 


MEN'S BASKETBALL 7 
Team: Won the Maui Invitational, its 12th- 

straight and NCAA-leading 59th overall 

conference regular-season title and the 
postseason Big 12 Championships; KU 

entered the 2016 NCAA Championship 

as a No. 1 seed; All five KU starters were 

named All-Big 12: Perry Ellis, Wayne Selden 8. 
Jr., Frank Mason Ill, Devonte’ Graham and 

Landen Lucas. 


Perry Ellis: Consensus All-America 
Second Team, 2016 Men's Basketball Big 
12 Scholar-Athlete of the Year; Bill Self: 
National Coach of the Year by four different 
organizations. 


WOMEN'S BASKETBALL 

Team: Made an appearance in the 2016 9. 
Big 12 Championship quarterfinal after 

defeating TCU in the first round; Two 

Jayhawks earned Academic All-Big 12 

honors. 


FOOTBALL 

Fish Smithson: Led the FBS in solo 
tackles with 7.9 per game, All-Big 12 
Second Team. 


‘MEN'S GOLF 

Team: The Jayhawks competed in the 

NCAA Regional in Tuscaloosa, Alabama, 

‘their first NCAA team appearance since 

2007; Five Jayhawks were named 10. 
Academic All-Big 12: David Auer, Chase 

Hanna, Daniel Hudson, Connor Peck and 

Ben Welle. 


Ben Welle: Won two tournament titles, the 
first Jayhawk to win multiple titles in the 
same season since Chris Gilbert in 2012- 
13; Big 12 Golfer of the Month (Sept. 2015). 


Athletic Department Success 


WOMEN’S GOLF 

Team: Finished in the top-10 in seven 
tournaments in 2015-16 including three in 
the top five; Senior Yupaporn Kawinpakorn 
and junior Pornvipa Sakdee competed at 
the NCAA Regionals as individuals. 


Yupaporn Kawinpakorn: Won a KU 
‘season-record five tournaments in 2015- 
16, broke her own season scoring average 
record at 71.8, first-ever Jayhawk named 
to the WGCA All-America Team as honorable 
mention selection, All-Big 12 First Team, 
‘Academic All-Big 12 First Team. 


ROWING 

Team: 21 Jayhawks on the 2016 Academic 
All-Big 12 Rowing Team; Third place at 

Big 12 Championship; Swept Sunflower 
‘Showdown for the first time in school 
history. 


SOCCER 

‘Team: Advanced to Big 12 Tournament 
title game for first time in program history; 
Posted 10 or more victories for 12th time in 
15 seasons. 


Liana Salazar: All-Big 12 First Team, First 
Team All-Region, Big 12 All-Tournament 
Team; Parker Roberts: Big 12 All- 
Freshman Team. 


‘SOFTBALL 

Team: Completed the 2016 campaign with 
31 wins, marking the sixth season under 
head coach Megan Smith to reach the 
30-win plateau; Defeated nationally-ranked 
Oklahoma for the first time in Norman since 
1996. 


Chaley Brickey: Fourth Jayhawk to be 
drafted, second Jayhawk to earn All-Big 12 
honors four times in her career, two-time 
NFCA All-Region selection and claimed 
four all-time KU records during her senior 
season. 


‘SWIMMING & DIVING 

Team: Tallied a program-best for points 
‘scored at the 2016 Big 12 Championship as 
‘the Jayhawks finished in the top two for the 
‘second time in three years. 


Chelsie Miller: Made her third NCAA 
Championship appearance and earned First 
Team All-America honors in the 400-yard 
individual medley, Big 12 Swimmer of the 
Year; Clark Campbell: Big 12 Coach of 
the Year. 


11. TENNIS 
‘Team: Retumed to the NCAA 
Championships in 2015-16 after a 17-year 
absence. 


Anastasiya Rychagova: Big 12 Freshman 
of the Year, ITA Central Region Freshman of 
the Year, All-Big 12 First Team, Big 12 All- 
Freshman Team; Smith Hinton: All-Big 12 
Second Team; Nina Khmelnitckaia: Big 12 
All-Freshman Team; Todd Chapman: ITA 
Central Region Coach of the Year. 


12. MEN'S TRACK & FIELD 
Team: 2016 Big 12 Outdoor Runner-Up 


Mitch Cooper: 2016 Big 12 Discus 
Champion, Second Team All-American; 
4X400M Relay: 2016 Big 12 Outdoor 
Champion, Honorable Mention All-America; 
Jake Albright: 2016 Big 12 Outdoor Pole 
Vault Champion. 


13. WOMEN’S TRACK & FIELD 
‘Team: 2013 NCAA Outdoor National 
Champion; Five-straight top-four finishes at 
Big 12 Outdoor Championship. 


Sharon Lokedi: First Team All-American 
(10,000m), First Team All-American 
(5,000m), Two-time Big 12 Champion 
(5,000m, 10,000m); Daina Levy: Two-time 
First Team All-American (weight throw, 
hammer throw), 2016 Big 12 Champion in 
the weight throw, hammer throw. 


14. VOLLEYBALL 
‘Team: First-ever NCAA Final Four 
appearance; Unprecedented 30-3 record 


included a five-set victory over top-ranked 
USC in NCAA Elite Eight. 


Ainise Havili: First-Team All-American; 
Kelsie Payne: First-Team All-American; 
Ray Bechard: Prepvolleyball.com National 
Coach of the Year, Big 12 Coach of the Year 
- third time in four seasons; Laura Kuhn: 
AVCA National Assistant Coach of the Year. 
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1. DHOU 4 Al TZ PAVILLION 7. Hl UND BAI iK 
‘Allen Fieldhouse is labeled by many as one of Indoor practice facility for many Jayhawk teams; Home of the Jayhawk baseball program; The 
the best places in America to watch a college 40,000-square-foot multi-purpose building; entire field is covered in tur, with a different color 
basketball game; Hosts approximately 35 home Renovated in August of 2011 and features a new and grade on the basepaths, at home plate and on 
basketball games (men and women combined) turf surface the warning track 
each year; Largest basketball arena in the state 
of Kansas and the second largest in the Big 12 5. _ ARROCHA BALLPARK AT ROCK CHALK PARK 8.  HOREJS! FAMILY ATHLETICS CENTER 
Conference Home of Kansas softball; 2015 was the first Home of Kansas volleyball since 1999; One of five 
season at the current location, Arrocha Ballpark volleyball-only facilities in the Big 12 Conference, 
2. ANDERSON FAMILY FOOTBALL COMP! was originally located south of Allen Fieldhouse, the HFAC also houses a locker room and separate 
Completed in July 2008, now the headquarters of but the name transferred to honor the $2 milion team room for pregame meetings and downtime 
Kansas football; Adjacent to Memorial Stadium, Gift by Chery! Womack in November 2002 between classes 
the two-level building includes offices, academic 
areas, a weight room, locker rooms, an audio- 6 _ ALVAMAR GOLF AND COUNTRY CLUB 9. KU SOCCER COMPLEX AT ROCK CHALK PARK 
visual room, meeting rooms, a cardio room, a Considered “home” to the University of Kansas Home of Kansas soccer; Opened in October 2014, 
hydro-therapy room, a nutrition area and a display men's and women's golf programs; With a this dedicated facility features a bem surrounding 
area; The stand-alone, 80,000 square-foot facility state-of-the-art practice facility and 36 of the the playing surface and seats over 2,300 fans; 
is the state-of-the-art centerpiece of a $33 million finest-kept gotf holes in Kansas, the teams are Hosted the 2014 NCAA Tournament First Round 
project, which also includes two practice fields able to challenge themselves on a daily basis; The 
‘and additional parking Knapheide Family Practice Facility consists of four 10. JAYHA NIS Ci 
ciimate-controled hitting bays with cutting-edge The $9 million, indoor-outdoor, state-of-the-art 
3. ANDERSON STRENGTH CENTER swing technology; Three smaller bays in addition facility is expected to open for competition this 
State-of-the-art weight room that helps KU to one larger bay, which is equipped with a V1 fall; tt will feature six indoor and six outdoor 
compete with other universities for top student- video swing analysis system and a Trackman courts, multiple locker rooms, meeting spaces, 
athletes; $8 milion, 42,000-square-foot complex radar launch monitoring system coaches’ offices, a team lounge, a training room 


and a multi-purpose room in which to watch film; 


The Jayhawk Tennis Center at Rock Chalk Park 
will have stadium seating available both indoor 
and outdoor for great fan viewing of every court; 
The outdoor courts wil have lights for evening 
matches and every court will have its own 
scoreboard 

VISTO FIE ]ORIAL STADIUM 
Recognized as the first stadium built on a college 
‘campus west of the Mississippi River, Memorial 
Stadium is the seventh-oldest collegiate stadium 
in the nation, as it opened in 1921; Located at the 
north base of Mt. Oread at 11th and Maine streets 
in Lawrence, it has a capacity of 50,071; in recent 
years, the stadium complex has been the focus of 
major renovations with more than $30 million in 
improvements completed 


rnapopes, meni tre 


see 


RIM ROCK FARM 
Located northwest of Lawrence; Has been the 
home of the Jayhawks since the 1974 season; 
Hosted the 2014 Big 12 Conference Cross Country 
Championships 


ROBINSON NATATORIUM 
Home of Kansas swimming and diving for more 
than 40 years; Current structure features a 
25-yard, six-lane competition pool with adjacent 
diving well, and a 25-meter, eight-lane practice 
pool 


ROWING BOATHOUSE 
Home of Kansas rowing since 2008; Sits near the 
Kansas River in Lawrence's Burcham Park; 14,000 
square foot facility was dedicated on February 

28, 2009 


ku APLEX AT ROCK CHALK PARK 
Home of Kansas track & field; 87th annual 

Kansas Relays were the first meet to be held at 
the new facility in April 2014; Recognized by the 
International Association of Athletics Federations 
(WAR) as the fifth Class | Certified track on United 
States soil and one of only 105 in the entire world; 
hosted its first NCAA West Preliminary in May 2016 
and will host the 2017 Big 12 Outdoor Track & 
Field Championships. 
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1. THE NICKNAME: JAYHAWK 
The University of Kansas is the home of the 
Jayhawk, a mythical bird with a fascinating 
history. Its origin is rooted in the historic struggles 
of Kansas settlers. The term “Jayhawk” was 
probably coined about 1848. Accounts of its 
use appeared from Illinois to Texas. The name 
combines two birds - the blue jay, a noisy, 
quarrelsome thing known to rob other nests, and 
the sparrow hawk, a stealthy hunter. 


2. THE ALMA MATER 
In 1891, professor George Barlow Penny searched 
for a school song for the Glee and Mandolin Club 
to sing on its tour through Kansas to Denver and 
back. No one responded with an original song in 
answer to his appeals. Just before departure, he 
thought of the Comell song “Far Above Cayuga’s 
Waters.” Hastily changing a few words, he gave it 
to the glee club men to sing on the trip. He did not 
expect the song to be used after their return, but 
Crimson and the Blue” still goes on. The music is 
not Cornell's but an old English folk tune, “Annie 
Lisle.” 


3. CAMPANILE HILL 
Campanile Hill forms the picturesque backdrop 
for Memorial Stadium. On a sunny fall Saturday, 
the “Hill” is transformed into a congregating 
place for watching Jayhawk football, sunning and 
barbequing. Potter Lake, just to the southwest of 
Memorial Stadium and at the bottom of Campanile 
Hill, adds to the beauty of the Kansas campus. 


4. THE KRING 
The K Ring symbolizes a uniquely shared 
experience between generations of varsity letter 
winners at the University of Kansas. As a Jayhawk 
you are expected to uphold tradition and retain the 
characteristics of a champion while continuing the 
create your own legacy. 


5. WAVING THE WHEAT 
Since the early days of KU sports, it has been 
a ritual of Jayhawk fans to “wave the wheat” 
following every Kansas scoring drive in football 
The tradition also extends to Allen Fieldhouse 
where fans “wave the wheat” when an opponent 
fouls out and at the conclusion of every Jayhawk 
victory. The ritual consists of fans waving their 
arms in the air, an activity which, when done by 
a large crowd, resembles a breezy Kansas wheat 
field 


6. THE ROCK CHALK CHANT 
The Rock Chalk Chant has been the battle cry 
of KU fans for more than 80 years, This strange, 
traditional chant, which is among the most famous 
of all college cheers, was started by E.H.S. Bailey, 
a professor of chemistry. On May 21, 1886, Bailey 
submitted the cheer to his club. 


“GIVE THE WORLD THE BEST YOU'VE GOT AND THE 
BEST WILL COME BACK TO YOU.” 


PHOG ALLEN 
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The University of Kansas is a premier research institution with a mission to educate leaders, build healthy co mmunities and make discoveries that 
change the world. The university has more than 40 nationally ranked academic programs and is home to major centers overseeing research in life 
span issues, the humanities, the environment, biodiversity, and polar ice sheets. KU also has nationally designated cancer and Alzheimer’s centers 
and the state’s only schools of medicine and pharmacy, which are vital to training healthcare providers for the state's under-served communities. In 
addition to making discoveries that change the world, KU research grows the Kansas economy. Last year, KU conducted $238.8 million in externally 
funded research, which is new money that flows into Kansas as a result of our research. There are more than 30 active startup companies based on 
KU technologies, and nearly a dozen out-of-state companies have relocated to Kansas to partner with KU researchers since 2010. 
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9. 


10. 


1. 


12. 


13. 


FORREST C. “PHOG” ) 
“Father of Basketball Coaching”; KU coach (1919-56, national 
‘championships 1921, 1922, 1952); Creator of NCAA basketball 
tournament; Coached by James Naismith at KU 


MARIO CHALMERS 
NBA player with the Memphis Grizzlies; Two-time World 
Champion 


will 
(1936-99) 

NBA superstar (1959-73) for the Philadelphia/San Francisco 
Warriors, Philadelphia 76ers, Los Angeles Lakers 


BOB DOLE 
Kansas senator (1966-96); U.S. Senate majority leader; 
Presidential and vice-presidential nominee 


NANCY LANDON KASSEBAUM 
First female U.S. senator (1979-97) elected in own right 


BILLY MILLS 
Only American athlete to win the Olympic gold medal in the 
10,000 meters (1964) 


BRIAN MCCLENDON 
Google Earth vice president for geo-products; Made Lawrence 
and KU the center of Google Earth 


MANDY PATINKIN 
‘Actor and singer (“The Princess Bride”; TV's “Chicago Hope,” 
“Criminal Minds,” Homeland”) 


PAUL PIERCE 
NBA player with the Los Angeles Clippers; World Champion 
with the Boston Celtics; 2008 NBA Finals MVP 


ROB RIGGLE 
Comedian, actor (“The Hangover,” “The Other Guys,” “Step 
Brothers,” TV's “Saturday Night Live” and “The Daily Show”) 


PAUL RUDD 
Actor ("Clueless,” “Knocked Up,” TV's “Friends”) 


KATHLEEN SEBELIUS 
US. Secretary of Health & Human Services 2009-14; Governor 
of Kansas 2003-09 


GALE SAYERS 
Football running back (Chicago Bears 1965-71); Member NFL 
Hall of Fame 


DARRELL STUCKEY 
NFL defensive back who is in his seventh season in the league 
all with the San Diego Chargers; Three-time team captain; 
Eamed his first Pro Bow! invitation in 2015 


JEN WIDERSTROM 
Former student-athlete on both the Kansas rowing and track 
& field teams who has turned her personal training career into 
stardom; Enters her second season on the reality TV show 
“The Biggest Loser” 


LYNETTE WOODARD 
Major college women’s basketball career scoring leader, 
Olympic gold medalist (1984); First female member of the 
Harlem Globetrotters 


Located 25 miles to the east of Lawrence is the Kansas City metro area. Home to the fourth- 
busiest live entertainment venue in the country (Sprint Center), and some of the fastest internet 
speeds in the world (Google Fiber), the city known as the “Paris of the Plains” is a modem 
metropolis in the midst of a downtown revitalization. 


a 
Citing the Nelson Atkins, Kemper, and Nerman 
art museums as proof, Kansas City was selected 
by Travel & Leisure magazine as the fourth-most 
cultured city in America in April 2015. 


Thanks to a $15 million investment in 
infrastructure, Kansas City is set to become the 
largest “Smart City” in North America. The “Smart 
City” network is expected to use a public Wi-Fi 
system that would also be available to residents 
and visitors for free. 


SPORTS 
The metro area is home to the Kansas City Chiefs, 
Sporting KC, FC Kansas City and the 2015 World 
Series Champion Kansas City Royals. 


Al T 
Opened in 2007, the $276 milion Sprint Center 
arena is located in Kansas City's Power & Light 
District, a nine block entertainment district with 
shopping, restaurants, a movie theatre and arts 
venues. 


CUISINE 
Famous for a dish called “Burnt Ends" many 
agree that Kansas City is home to the best 
barbeque in the world. KC original Joe's Kansas 
City was named the “manliest restaurant” in 
‘America by Men's Health magazine (November 
2012). 


SHOPPING 
The Country Club Plaza is Kansas City's outdoor, 
upscale shopping district. Over 180 shops and 
dozens of restaurants ranging from five-star 

to laidback reside amidst the Spanish-inspired 
architecture. 
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Named one of the “best lil’ college towns” in the country by Rolling Stone magazine and a “slam dunk college town” by National Geographic, 
Lawrence is home to a diverse and progressive population of over 90 thousand citizens who are proud to provide a home for The University of 
Kansas and the Jayhawks. 


ONE OF “THE THE 7TH BEST 
COUNTRY’S MOST CITY FOR 
BIKE-FRIENDLY COLLEGE GRADS 
TOWNS” 


THE LEAGUE OF AMERICAN INSTITUTE FOR 
AMERICAN CYCLISTS ECONOMIC RESEARCH 


ONE OF THE TOP 20 TOP 15 IN 

“COOLEST” TOWNS “THE 100 BEST 

IN AMERICA. SMALL ARTS TOWNS 
IN AMERICA” 


DISCOVERAMERICA.COM JOHN VILLANI, AUTHOR 


UNI fa SHOPPING & LOCALLY OWNED CITY PARKS 
DINING OPTIONS BOUTIQUES & GALLERIES 


DOWNTOWN 


Less than a mile from campus, downtown 
Lawrence provides a uniquely historic yet modern 
setting with world-class restaurants, dynamic arts 
and energetic nightie, 


Take a short walk on downtown's main 
thoroughfare, Massachusetts Street, and you'll be 
in the midst of what The New York Times called 
“the most vital music scene between Chicago and 
Denver.” 

lowa Street and 31st Street: Big box stores like 
Best Buy, Target, Walmart and others can all be 
found at this intersection in southwest Lawrence, 
Downtown: Trendy fashion, vintage bookstores 
and completely unique record stores. 


\ 
Steaks, seafood, Mexican, Greek, Italian, Spanish, 
Chinese, sushi, gourmet burgers, fish & chips, 
Thai, barbecue, vegetarian — you name it~ 
Lawrence has it! 

The outdoor aquatic center downtown, Clinton 
State Park to the west and South Park on the east 
side provide a wide variety of opportunities for 
outdoor activities. 
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Frank 
MASON 


) 


Guard * 5-11 * 190 * SR 
Petersburg, Va. 
Ma: 


sanutten Military Academy 


CAREER HONORS: 

2015-16: All-Big 12 Second Team ... Big 12 All-Defensive Team 
Eddie Sutton Tustenugee Award Semifinals (1 of 11) ... Oscar 
Robertson Trophy Watch List (1 of 33) .. Naismith Trophy Watch List 
(1 of 50) ... Maui Jim Maui invitational co-MVP .... Bob Cousy Award 
Watch List ... Preseason AI-Big 12 Honorable Mention. 2014-15: 
'NABC Division | All-District 8 Second Team... All-Big 12 Second Team 
(Big 12/AP)... Ortando Classic Al-Tournament Team. 


CAREER HIGHS: 
Points 21, 3x, last vs. Harvard (12-5-18) 
Rebounds 10, 2x, last at Texas Tech (1-9-16) 
Field Goals 8, 4x, last at TCU (1-28-15) 
Field Goal Attempts 20 vs. Oklahoma (14-16) 
‘3-Point Field Goals 4 at Temple (12-22-14) 
3-Point Aternpts 6, 2 ast at Texas Tech (1-9-16) 
Free Throws, 11, 2x, last vs. W. Virginia (3-3-15) 
Free Throw Attempts 12, 3x, lat vs. Oregon State (12-12-15) 
Assists 9, 3, last vs. Montana (12-19-15) 
Steals 4, 3, ast vs. Harvard (12-5-15) 
Blocked Shots 1, 7%, last vs. Montana (12-19-15) 
Minutes Played 53 vs. Oklahoma (1-4-16) 
MISCELLANEOUS CAREER 
Double-Doubie a 
20+ Points. 4 
10+ Points 68 
5+ Rebounds 31 
3+ Three-Pointers 9 
5+ Assists 36 
2+ Steals 30 
2+ Blocks - 
‘Led KU in points 16 
Led KU in rebounds: 7m 
‘Led KU in assists 57 
Led KU in steals: a 
PERSONAL 


‘Born Frank Leo Mason in Petersburg, Virginia... Son of Saron 
Harrison... Has a son, Amari... Has Seven brothers and sisters .. 
Major is beral arts and sciences. 


Frank Mason 


anis-16 (anw0n) 


‘Started all 38 games, earning All-Big 12 Seoond Team 
honore for the second-straight season. 

ined teammate Devonte’ Graham on the Big 12 All- 
Defensive Team. 

Ranked 12th in the Big 12 in scoring at 12.9 ppg and 
also ranked among the conference leaders in assists 
(fourth at 46), field goal percentage (14th at 43.4), free 
throw percentage (13th at 73.9), steals (14th at 1.3) 
‘and assist-to-turnover ratio (fourth at 2.4). 

Led Kansas in scoring five times, assists 24 times and 
steals 16 times. 

Had 31 games scoring 10-plus points, including a 
‘season-high 21 points against Harvard (12/5). 

Pulled down five or more rebounds in 19 games, 
including a career-high-tying 10 boards at Texas Tech 
(9). 

Posted his second career double-double with 17 points 
‘and 10 rebounds at Texas Tech (1/9), 

Named co-MVP ofthe Maui Jim Maui invitational, along 
with teammate Wayne Selden J, where he averaged 
13.3 points and 5.6 assists in leading Kansas to the 
title 

Named to the Bob Cousy Award Watch List. 
Preseason All-Big 12 Honorable Mention selection by 
the league coaches. 


bpigresesborcaorabbears 


Named the World University Games (WUG) Finals MVP 
‘where he scored 18 points with nine rebounds and six 
assists in USA's double-overtime win against Germany 
in the gold medal contest 

Named to the five-member WUG First Team along with 
teammate Wayne Selden Jr. 

Ranked second on Team USA in scoring with 14.5 
points per game, which was fifth in the WUG. 

Led the Games in assists with a 4.4 average and was 
third in steals with 2.5 per contest. 


2014-15 (SOPHOMORE) 


‘Started all 36 games, earning All-Big 12 Second Team 
accolades. 

KU's second-eading scorer at 12.6 ppg, which ranked 
ninth in the Big 12. 

‘Also ranked in the league in field goal percentage 
(eighth at 44.1) free throw percentage (ninth at 78.6), 
assists (fith at 3.9), steals (ninth at 1.4), assist-to- 
‘tumover ratio (fifth at 1.9) and minutes (third at 33.5). 
Led KU with 33 points in the NCAA Tournament. 

Led KU with 19 points in the overtime win against West 
Virginia (2/3), scoring all 19 after halftime. 

Had a streak of 21 games with 10-plus points, 
becoming only the fourth Jayhawk in the Bill Self era to 
accomplish the feat. 

Had 30 games of 10-plus points for the season, 
including three 20-point efforts: 20 at Temple (12/22), 
21 at lowa State (1/17) and 21 at Oklahoma (3/7). 
Led KU in assists 22 times and steals 16 times. Had a 
career-high nine assists against Lafayette (12/20) and 
career-best four steals versus UNLV (1/4). 


Named to the Orlando Classic All-Tournament Team 
after recording his first career double-double with 10 
points and 10 rebounds in the win versus Michigan 
State (11/30). 


am-14 resin 


Appeared in all 35 games in 2013-14 and started 
three. 

‘Led KU in assists nine times and in steals four times. 
Recorded four assists and tied a season high with four 
rebounds vs. Easter Kentucky (3/21) in the second 
round of the NCAA Tournament. 

Scored 10 points in the second half at West Virginia, 
(A). 

Made a season-high six shots (6-of-7) for 14 points vs, 
Texas (2/22). 

Dished out a season-best seven assists vs. Toledo 
(12/30). 

Started in back-to-back tough road games at Colorado 
and at No. 19 Florida, scoring 11 and nine points, 
respectively. 

Played tough down the stretch against Villanova 
(11/29) scoring 12 points off the bench. 

Scored a season-high 15 points, including 11-of-12 
free throws, vs. No. 4 Duke (11/12). 

Started KU's first game of the season against Louisiana 
‘at Monroe (11/8), 


‘HIGH SCHOOL 


Four-star player ranked No. 76 by Rivals.com and the 
‘No. 17 point guard in the 2013 class. 

‘Attended the Massanutten Military Academy (MMA) 
following his senior year 

Helped the Colonels finish 30-4 and advance to the 
‘National Prep Championship Elite Eight, where they lost 
in overtime to eighth-ranked Notre Dame Prep. 

Prior to MMA, Mason was a four-year standout at 
Petersburg High School (Virginia). 

‘Named the 2012 Metro Player ofthe Year and All-State 
First Team at the conclusion of his senior year. 

Led the state in scoring in 2011 at 27.4 points per 
‘game and again in 2012 at 27.1 points per contest. 
Scored 1,901 points during his four-year Petersburg 
career, second only to Naismith Basketball Hall of 
Famer Moses Malone in PHS history. 

‘Led the Crimson Wave to a combined 78-4 record from 
2009-12. 

Guided the Crimson Wave to two state championship 
‘appearances. 

‘Scored 50 points on 16-of-21 shooting during the 804 
All-Star Game at Benedictine College Preparatory in 
June 2012. 

The 50 points, which included six 3-pointers, set a new 
804 All-Star Game record and earned him co-MVP 
honors, 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS MIN AVG| FG FGA PCT | 3FG FGA PCT | FT FIA PCT | OFF DEF ToT AVG| PF FO | AST| TO | BLK| STL| PTS AVG 
2013-14 35 3567 162] 63 151 417| 18 55 327| 47 71 +662] 8 38 46 «(213/65 0 | 72 | 37 | 1 | 18/19 55 
2014-15 36 36 1207 335/150 340 .441| 42 98 429/110 140 .786| 22 119 141 39] 65 1 [142/74 | 4 | 50 | 452 126 
2015-16 38 38 1272 335/155 357 .434| 43 113 381/136 184 .739| 26 136 162 43| 84 1 |175| 73 | 3 | 50 | 489 129 
Total 10977-3046 27.9| 368 848 .434/ 103 266 .387| 203 395 .742| 56 293 349 32 | 214 2 | 389| 184) 8 | 118 [1132 104 


Frank Mason 


MASON’S GAME-BY-GAME STATISTICS 


2013-14 (FRESHMAN) 
OPPONENT “DATE MP FG-A PCT SPT-APCT FTA PCT PF A TO 8S ST TP 
uM (1849 18 02 900 07 O00 34 750 450003 
Oke OIE 2326 383 OF 000 11412 517 310025 
‘ona (11919 13-410 400 OF 1210798 
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Lagerald : 
VICK . 


Guard * 6-5 © 175 * SO : 
Memphis, Tenn 
Douglass HS 


CAREER HONORS 
2015-16: Academic All-Big 12 Rookie Team 


CAREER HIGHS: 
Points 27, 2x, last vs. WU (3-12-16) 
Rebounds 7, 3x, last vs. Villanova (3-26-16) 
Field Goals 8 at Oklahoma (2-13-16) 


Field Goal Attempts 
3-Point Field Goals 
3-Point Attempts 


14 at Oklahoma (3-7-15) 
6 at Oklahoma (2-13-16) 
vs. Vilanova (3-26-16) 


Free Throws 10 vs, West Virginia (3-12-16) 
Free Throw Attempts 10, 2x, last vs. WVU (3-12-16) 
Assists 8, 3x, last vs. Baylor (3-11-16) 
Steals 5 vs. Wichita State (3-22-15) 
Blocked Shots 1, 3x, last at Baylor (2-23-16) 
Minutes Played 46 vs. OMahoma (1-4-16) 
MISCELLANEOUS 
20+ Points 4 
10+ Points 3 
5+ Rebounds. 8 
2+ Three-Pointers 28 
5+ Assists 
2+ Steals 20 
2+ Blocks - 
Led KU ‘in points 5 
Led KU in rebounds: 1 
Led KU in assists 28 
PERSONAL 


Full name is Lagerald Montell Vick ... Mother is Lauressa 

“La La’ Vick ... Competed in football for two seasons at 

Douglass HS, playing both wide receiver and quarterback 
Undecided on major. 


Lagerald Vick 


2015-16 (FRESHMAN) 


Appeared in 19 games and averaged 4.8 minutes and 
2.1 points per contest 

Had four games of 10-plus minutes. 

Eight of 14 field goals for the season were 3-pointers. 
Shot 8-for-17 (47.1 percent) from 3-point range. 
Logged 10-plus minutes four times. 

Dished out multiple assists in four games. 

Played a season-high 15 minutes against Chaminade 
(11/23), scoring six points on 3-of-5 shooting. 

Prayed in two Big 12 Championship contests against 
Kansas State (2/10) and Baylor (3/11). 

Scored a season-high seven points against Austin 
Peay (3/17) in the NCAA Tournament, logging 10 
minutes, 


2015 WORLD UNIVERSITY GAMES 


‘Averaged 4.5 points and 2.3 rebounds in eight games 
played for USA in winning the gold medal at the 2015 
World University Games in Gwanju, Korea. 

Shot 51.6 percent from the field and 57.1. percent 
from 3-point range for the Games, 

Had eight points, including 2-for-3 from 3-point range, 
with six rebounds in the win against Brazil 

Scored 11 points on 5-of-8 shooting and pulled down 
seven rebounds in the victory versus Switzertand. 


HIGH SCHOOL 


Averaged 27.0 points, 11.0 rebounds, 5.0 assists and 
3.0 steals in 2014-15 at Douglass High School 

Led his division in scoring and made threes as a senior 
and ranked second in both categories his junior 
campaign. 

Averaged 24.0 points, 8.0 rebounds, 5.2 assists and 
3.0 steals his junior season at Douglass for head 
coach Ted Anderson. 

One of three finalists for the Class AA Mr. Basketball 
Award for the state of Tennessee his junior and senior 
seasons, 

Class AA all-state, by The Tennessean, in 2013-14 and 
2014-15. 

A three-year starter for the Red Devils who earned all- 
district recognition three times and all-metro honors 
twice while in high school. 

Played AAU basketball for Team Thad and coach 
Norton Hurd. 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_MIN AVG | FG FGA PCT | 3FG FGA pcT| FT FIA PCT | OFF DEF ToT AVG| PF FO | AST| TO | BLK| SML| PTS AVG 
2015-16 19 0 91 48/14 2 5eo| 8 i7 471] 3 6 Soo] 1 4 5 o3|/6 o|s|{/6|/1i1[3/39 21 
Total 19 0 = 48/14 25 560) 8 17 471] 3 6 SOO; 1 4 5 03/6 o/[8|/6/1/3 | 39 21 


Lagerald Vick 


SSS SS 
VICK’S GAME-BY-GAME STATISTICS 


‘2015-16 (FRESHMAN) 
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Tourrament 


OVERVIEW 


UP CLOSE WITH LAGERALD 


Nickname: Boomain 
Why you chose your jersey number: I'm the second child in my family 
‘Age when you started playing basketball: 5 
Hobbies other than basketball: Dancing and skating 
When | came to KU, | was pleasantly surprised by: The history and the fans 
Foolproof way to get me to smile is: I'm always smiling 
My heroes in life are: My mother 
Something that always freaks me out: Being dirty 
My favorite food is: Pancakes 
‘The best part about being a student-athlete is: Acknowledgment from others. 
and attention 
‘After basketball | plan on: Coaching and giving back to my community 
Favorite NBA player (past or present): Kyrie ving and Kawhi Leonard 
Favorite vacation spot: New York City and Las Vegas 
Favorite TV show: “Martin” 
Best friend on another team: Jeremiah Martin (Memphis) 
Favorite KU community service: Holiday shopping 
Inventor or leader: Both 
No one knows: 
Hove shoes 
{can dance 
Ican draw 
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2016-17 


4 Devonte’ 
GRAHAM 


Guard * 6-2 © 185 * JR 
Raleigh, N.C 
Brewster Academy [N.H.] 
CAREER HONORS 
2015-16: Big 12 Championship Most Outstanding Player ... Big 12 


‘Championship All-Tournament Team... Big 12 All-Defensive Team 
‘Al-Big 12 Honorable Mention... Big 12 Player ofthe Week (2/15), 


CAREER HIGHS: 
Points 27, 2x, last vs. WVU (3-12-16) 
Rebounds 7, 3x, last vs. Villanova (3-26-16) 
Field Goals 8 at Oklahoma (2-13-16) 


Field Goal Attempts 
3-Point Field Goals 
3-Point Attempts 


14 at Oklahoma (3-7-1) 
6 at Oklahoma (2-13-16) 
91vs. Vilanova (3-26-16) 


Free Throws 10 vs. West Virginia (3-12-16) 
Free Throw Attempts 10, 2x, last vs. WWU (3-12-16) 
Assists 8, 3x, last vs. Baylor (3-11-16) 
Steals 5 vs. Wichita State (3-22-15) 
Blocked Shots 1, 3x, last at Baylor (2-23-16) 
Minutes Played 46 vs. Oklahoma (1-4-16) 
MISCELLANEOUS 
20+ Points 4 
10+ Points 3 
5+ Rebounds 8 
2+ Three-Pointers 28 
5+ Assists 8 
2+ Steals 20 
2+ Blocks - 
Led KU in points 5 
Led KU in rebounds 1 
Led KU in assists. 28 
Led KU in steals 25 
PERSONAL 


Born Devonte" Terrell Graham in Raleigh, North Carolina 

Mother is Dewanna King ... Has 2 younger sister, 
Shamaria Massenburg ... His uncle, Derrick Graham, 
played in the Cincinnati Reds’ organization in the early 
1990s .... Originally signed his NL! with Appalachian State 


in Sept. 2012 ... Chose Kansas over North Carolina State 
and Virginia ... Likes to dance, bowl, fish and play video 
games ... Major is communication studies. 


Devonte’ Graham 


2015-16 (SOPHOMORE) 

© Made a huge impact starting 36 of 38 games. 

© Ranked in the Big 12 in scoring (19th at 11.3), assists 
(eighth at 3.7), steals (10th at 1.4), 3-point field goal 
Percentage (third at 44.1), 3-point field goals made 
(fith at 2.0) and assist-to-tumover rato (sith at 2.2) 

‘* Named the Most Outstanding Player of the Big 12 
Championship where he averaged 17.3 points, 6.3 
assists and 4.0 rebounds in leading KU to the tle 
(three wins). Graham shot 53.6 from the field, including 
50 percent from 3-point range and 81.3 percent from 
the free throw line in the championship. 

‘© Led Kansas in scoring three times, including a career- 
high-tying 27 points in the Big 12 Championship ttle 
(game versus West Virginia (3/12) 

‘© Big 12 Player of the Week (2/15) where he scored a 
career-high 27 points in Kansas’ 76-72 win at No. 3 
‘Oklahoma (2/13) 

© Led Kansas with 75 3-point field goals made and 
‘made multiple threes in 22 games. 

‘© Made four or more 3-pointers in four games, including 
6-for-9 at Oklahoma (2/13), 5-for-6 vs, West Virginia 
(3/12) and 5-for-9 vs. Villanova (3/26). 

* Led KU with 55 steals and had muttiple steals in 16 
games. 

* Second on the team with 3.8 assists per game and led 
KU in dimes 17 times. 

* Pulled down a career-high seven rebounds twice: vs. 
Okahoma (1/4) and vs, Villanova (3.26). 

‘© Posted a career-high eight assists three times during 
the 2015-16 season, including twice in the Big 12 
Championship: vs. Northem Colorado (11/13), vs. 
Kansas State (3/10) and vs. Baylor (3/10), 


2015 WORLD UNIVERSITY GAMES 
‘© Made the trip to Gwanju, Korea for the World University 
Games but did not compete due to an injury. 


2014-15 (FRESHMAN) 


‘Appeared in 29 games. 

‘Averaged 5.7 points and 2.1 assists per game. 

Posted a 1.8 assist-to-tumover rato, including 2.1 in 
Big 12 play. 

Led KU in assists 11 times, including a season-high six 
dimes versus Texas Tech (1/10) 

Scored in double figures on six occasions, including a 
season-high 20 against TCU (2/21), 

Led KU in steals seven times and had multiple thefts 
four times as a freshman. 

Recorded 33 assists and 12 turnovers against ranked 
opponents. 

Scored 17 points, including a career-best three 
3-pointers made in the NCAA Tournament against 
Wichita State (3/22). 

Also had a season-best five steals against Wichita 
State in the NCAA tourney. 


‘SCHOOL 

‘Averaged 17.2 points and 5.0 assists per game and 
led Brewster Academy to the national prep 
championship and New England championship in 
2013-14 

Prior to Brewster, led Broughton High School in 
Raleigh, North Carolina, to the 4A state championship 
game where he averaged 15.7 points and 5.4 assists 
and compiled a 26-6 record in 2012-13 under head 
coach Jeff Ferrel 

Scored 20 points in the North Carolina Coaches 
Association AllStar Game following his senior year. 
‘Also competed in the Carolinas Basketball All-Star 
Classic. 

‘Averaged 14.8 points, 4.3 assists and 2.2 steals per 
game as a junior at Broughton. 

Unranked in the recruiting services until Appalachian 
State released him in April 2014, then ended No. 36 by 
Rivals.com. 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_ MIN AVG| FG FGA PCT | 3FG FGA pcT| FT FIA PcT| OFF DEF Tor AVG| PF FO | aST| TO | BLK| SM| PTS AVG 
2014-15 29 0 517 178] 46 117 393] 17 40 425/55 76 724| 8 35 4315/44 0 | i | 33 | 0 | 25 [164 57 
2015-16 38 36 1238 326/144 313 460| 75 170 441| 67 90 744/13 114 127 33| 81 2 [140] 64 | 5 | 55 | 430 11.3 
Total —67_—«36._—«*1755 262/190 430 .442| 92 210 438/122 166 .735| 21 149 170 25/125 2 |201| 97 | 5 | 80 [54 89 


GRAHAM’S GAME-BY-GAME STATISTICS 


2014-15 (FRESHMAN) 
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OVERVIEW 


UP CLOSE WITH DEVONTE’ 


Nickname: Dtae, Baby Face Assassin 

Why you chose your jersey number: I've had it ever since | started playing 

‘Age when you started playing basketball: 4 

Hobbies other than basketball: Sleep, swimming, bowling, video games 

When | came to KU, ! was pleasantly surprised by: How big campus was 

Foolproof way to get me to smile is: Bring me candy 

My heroes in life are: My mother and grandmother 

Something that always freaks me out: Spiders 

My favorite food is: Macaroni & cheese 

My specialty in the kitchen is: Cereal, noodles, microwaveable stutf 

The best part about being a student-athlete is: The expressions on faces when 
they see me 

If could switch places with one person for a day, it would be: LeBron James 

After basketball | plan on: Coaching 

Favorite NBA player (past or present): Allen iverson, LeBron James 

Favorite vacation spot: Miami 

Favorite TV show: Anything ESPN 

Best friend on another team: Isaac Copeland (Georgetown) 

Favorite KU community service: Wilt Chamberlain Special Olympics Clinic 

Inventor or leader: Leader 

No one knows: | have tattoos 
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Sviatoslav 
MYKHAILIUK 


Guard © 6-8 © 205 * JR 
Cherkasy, Ukraine 
Cherkasy First City Gymnas 

CAREER HONORS 


2015-16: Academic Al-Big 12 First Team. 
Watch List 


Julius Erving Award 


2016-17 


Sviatoslav Mykhailiuk 


INTERNATIONAL COMPETITION 


2015-16 (SOPHOMORE) 


Logged 12.8 minutes in 35 games 

Earned Academic Al-Big 12 First Team honors. 
‘Averaged 5.8 points per game, which ranked sixth on 
the team. 

Shot 45.0 percent from 3-point range. 

Of his 67 field goals made, 55.2 percent were from 
3-point range (37) 

Had seven games of 10 or more points, including a 
career-high 23 points against Austin Peay (3/17) in the 
first round of the NCAA Tournament. 

Made multiple 3-pointers in six games, including 
6-for-11 vs. Chaminade (11/23), 3-for-4 at Kansas 
State and 4-for-5 vs. Austin Peay (3/17). 

Averaged 1.3 rebounds per contest and had five 
games with four boards. 

The youngest player on the KU roster for the second- 
straight season. 


2014-15 (FRESHMAN) 


Played 26 games with six starts and was the youngest 
player to startin the Bill Self era at 17 years old 

Had three games with 10 or more points. 

Was 4-for-7, 2-for-5 from 3-point range, in scoring 10 
points, with a season-high five rebounds versus Rider 
(11724) 

Scored 11 points and pulled down four rebounds in the 
championship game of the Orlando Classic against 
Michigan State (11/30), 

Was 3-for-4 from beyond the arc in scoring 11 points 
against Lafayette (12/20). 

Led Kansas in steals three times. 


Dees aes Was the youngest player in Big 12 hist 
Pains 23., stn Peay (2-17-10) foe Be youmooet en 12 fons 
Rebounds 5 ysfder (1-24-14) 

Field Goats 9 vs. Austin Peay @-17-16) 

Field Goal Atempis 13 vs, UCLA (11-24-18) 

Point Fld Goals 6 vs, Chana (11-23-15) 
3-oint Attempts 11 vs, Chaminade (11-23-18) 
Free Throws 5 vs. Bayer (1-216) 

Free Throw Attempts 6 vs. Baylor (1-2-16) 

Assets 4s, Kansas State @-3-16) 
Steals 3s Kansas State 23-16) 
Blocked Shots 1, 7x ast at TOU 26-16) 
Minutes Played 32s, Michigan Sate (11-30-14) 

MISCELLANEOUS: 
10+ Points 10 
54 Rebounds 1 
24. Three-Pointers " 
3+ Assists 4 
2+ Steals 1 
24. Blocks - 

Led KU in points 3 
Led KU in rebounds 1 
Led KU in assists 3 
Led KUin steals 8 
Led KUin blocked shots 0 


PERSONAL 

Bor Sviatosav Mykhaliuk in Cherkasy, Ukraine... Parents are Inna 
‘and lun .. Mother isa high schoo biology teacher ... Father is a 
‘cllege history professor... Went to high school at Cherkasy First 
City Gymnasia... Besides basketball, also played soccer and ping 
pong.in high school ... Can speak three languages fluently: 
Pussian, Ukranian and English .. At 17, was the youngest player 
in the Big 12 Conference in 2014-15 ... Undecided on a major. 


Has a lot of international experience representing his 
home country, Ukraine. 

Competed for Ukraine in the 2016 U20 European 
Championship in Finland, July 16-24. 

Led Ukraine and ranked ninth at the U20 European 
Championship with a 14.9 scoring average. 
Represented Ukraine at the 2014 FIBA Basketball 
World Cup in Spain. 

Played in four games in the FIBA Basketball World Cup 
including 11 minutes versus Team USA, scoring three 
points. 

‘Averaged 16.0 points and 4.1 rebounds in earning all- 
tournament honors at the U18 European 
Championships in Sofia, Bulgaria, in summer 201 4 
Competed for Ukraine at the 2013 U16 European 
Championship, being named to the all-tournament 
team after averaging 25.2 points and eight rebounds 
per game. 

Played in the Ukrainian Basketball SuperLeague from 
2012 to 2014 for the Cherkasy Mavpy. 

Played opposite KU teammates Kelly Qubre Jr. and Clif 
‘Alexander in the World Select Team's loss to Team USA 
at the 2014 Nike Hoops Summit 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_ MIN AVG| FG FGA PCT | 3FG FGA pcT| FT FIA Pct | OFF DEF Tor AVG| PF FO | AST| TO | BLK| SM| PTS AVG 
2014-15 26 6 201 112/26 85 306/15 52 288] 5 6833] Bs 12] 17 0 | 7 | is | 1 | 8 | 72 28 
2015-16 35 0 449 128| 67 149 450| 37_ 92 402| 17 25 680] 12 35 47 13/42 0 | 32| 26 | 5 | 12 [188 54 
Total —61_—«G_~—740 121) 93 234 397| 52 144 361| 22 31 .710| 20 58 78 13] 59 0 | 49 | 41 | 6 | 20 | 260 43 


Sviatoslav Mykhailiuk J 


MYKHAILIUK’S GAME-BY-GAME STATISTICS 
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OVERVIEW 


UP CLOSE WITH SVIATOSLAV 


Nickname: Svi 

Why you chose your jersey number: it as been my number since | started 
playing 

‘Age when you started playing basketball: 7 

Hobbies other than basketball: Ping pong, soccer, volleybal, video games 

When I came to KU, | was pleasantly surprised by: The culture 

Foolproof way to get me to smile is: To make a joke 

My heroes in life are: Michael Jordan 

‘Something that always freaks me out: Dentists 

My favorite food is: Hamburgers 

Favorite NBA Team: San Antonio Spurs 

Favorite NBA player (past or present): Kyrie iving 

Favorite vacation spot: Maui, Hawaii 

Favorite TV shows: “Flash,” “Arrow,” “Prison Break” 

Favorite KU community service: | ike them all 

No one knows: | speak three languages 


Carlton 
BRAGG JR. 


Forward * 6-10 * 240 SO 
Cleveland, Ohio 
Villa Angela-St. Joseph HS 


CAREER HIGHS: 
Points 12 vs. Kansas State 3-10-16) 
Rebounds 7 vs. Baylor (3-11-16) 
Field Goals 5 vs, Kansas State (3-10-16) 


Fold Goal Attempts 
3-Point Fld Goals 


8 vs, Baylor (3-11-16) 
2 vs. Kansas State (3-10-16) 


3-Point Atterpts 2.vs, Kansas State (3-10-16) 

Free Throws 4.¥s, Oklahoma State (2-15-16) 

Free Throw Attempts 4 vs. Oklahoma State (2-15-16) 
Assists '3.¥s. Oregon Stato (12-12-18) 

Steals 2, 2x, last vs. Oregon State (12-12-15) 
Blocked Shots 1, 6x, last vs. Kansas State (2-3-16) 


Minutes Played 18 vs, Holy Cross (12-9-15) 


MISCELLANEOUS 
10+ Points 
5+ Rebounds 
2+ Three-Pointers 
3+ Assists 
2+ Steals 2 
2+ Blocks 
Led KU in points - 
Led KU in rebounds 2 
Led KU in assists 
Led KU in steals 
Led KU ln Blocked Shots 


PERSONAL 
Full-name is Cartton Edward Bragg J. ... Parents are 
Monica Howard and Cartton Bragg .. Hasan older brother, 
Deonte King, and a younger sister, Alaja Howard... Played 
baseball (1B/P) through his freshman year in high school 
When he had a growth spurt... Enjoys fishing and playing 
the piano... Major is sport management. 


2016-17 


Carlton Brag Jr. 


2015-16 (FRESHMAN) 


AA regular who was the only KU newcomer to have 
played in all 38 games. 

Averaged 8.9 minutes, 3.8 points and 2.5 rebounds 
per contest 

Shot 56.1 percent from the field and showed range 
making 4-of-7 (67.1 percent) from 3-point range 

Had three games of 10-plus points, including a 
season-high 12 against Kansas State (2/10) in the 
Quarterfinals of the Big 12 Championship 

Followed up the Kansas State 12-point effort with 10 
points against Baylor (3/11) in the Big 12 semifinal 
Led Kansas in rebounding twice, which included a 
season-high seven boards versus Baylor (3/11) in the 
Big 12 Championship. 

Paced the team three times in steals and three times in 
blocked shots. 


2015 WORLD UNIVERSITY GAMES 


Averaged 3.8 points and 3.8 rebounds in eight games 
played for USA in winning the gold medal at the 2015 
World University Games in Gwanju, Korea. 

Started the third game against Chile where he pulled 
down seven rebounds. 

Scored nine points against Switzertand and had eight 
points in the gold medal double-overtime victory versus 
Germany. 

Broke his nose in the first practice in Korea and wore a 
mask for two games. 


Taal Villa Angela-St. Joseph (VASJ) High School to 
two state championships, 

Rated as the nation's 14th-best prospect by Rivals.com 
and 21st on the ESPN100 list. 

A five-star player who averaged 21.3 points, 8.0 
rebounds and 2.0 blocked shots per game during his 
senior season at VASJ. 

Named the 2015 Division il Associated Press Ohio 
Player of the Year. 

Scored 12 points and had a team-high five assists in 
the 2015 state championship game. 

‘Averaged 18.5 points and 5.7 rebounds his junior year 
at VASJ. 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_MIN AVG| FG FGA PCT | 3FG FGA pcT| FT FIA PCT | OFF DEF Tor AVG| PF FO | AST| TO | BLK| STL| PTS AVG 
2015-16 38 0 338 89/64 114 561] 4 7 571/12 18 667| 37 57 94 25/61 1 | 17| 2/7 | 14 [144 38 
Total 38 ~=0 338 89 | 64 114 S61] 4 7 S71] 12 18 .667| 37 57 94 25] 61 1 [17 | 2 | 7 | 14 [144 38 


Carlton Bragg Jr. Zi 


BRAGG’S GAME-BY-GAME STATISTICS 
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2015-16 (FRESHMAN) 
OPPONENT DATE 
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OVERVIEW 


UP CLOSE WITH CARLTON 


Nickname(s): C8, Big Carl, Fort Bragg, Hi C 
Why you chose your jersey number: Carmelo Anthony wore 15 in college 
Hobbies other than basketball: Piano, roller skating 
When | came to KU, | was pleasantly surprised by: The work ethic 
Foolproof way to get me to smile is: Just being yourself 
My hero in life is: My mother 
‘Something that always freaks me out is: Spiders 
My favorite food is: Pizza, scampi 
My specialty in the kitchen is: Noodles in a cup 
The best part about being a student-athlete is: Having acvess to the gym 24/7 
If could switch places one person for one day, it would be: Michael Jordan 
‘After basketball | plan on: Coaching basketball 
Favorite NBA Team: New York Knicks 
Favorite NBA player (past or present): Carmelo Anthony 
Favorite vacation spots: Italy, Venice 
Favorite TV show: “Walking Dead” 
No one knows: 
| can play the piano 
| fike to roller skate 
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Tyler 


2, 0) SELF 


Guard * 6-2 * 170 * SR 
Lawrence, Kan. 


Lawrence Free 


: Spring Athletic Diractor’s & Big 12 Commissioner's Honor 
Rolls (spring 2014), 2012-13: Athletic Director's and Big 12 


=r Tyler Self 


2015-16 (JUNIOR) 


Appeared in 14 games averaging 2.1 minutes per 
contest. 

Played in four league contests. 

Played in two postseason games: vs. Kansas State 
(@/10) in the Big 12 Championship and vs. Austin Peay 


2012-13 (FRESHMAN) 


Played in 11 games, including four conference 
contests. 

Dished out an assist vs. West Virginia (3/2). 

Tallied two points and one rebound against Texas 
(216) 


@/17) in the NCAA Tournament © Had a rebound and an assist vs. American (12/29), 
© Scored three points against Loyola (12/1). © Scored first career points against Colorado (12/8). 
‘© Had four assists on the season, including one against © Saw first action of career vs. Washington State (11/19) 
‘Austin Peay (3/17). 
‘© Graduated from KU with a bachelor's degree sport SUMMER 2012 (EUROPE) 
management ‘© Played in one game on KU's Europe trip to Switzerland 
and Paris in August 2012. 
2015 WORLD UNIVERSITY GAMES ‘© Logged four minutes and made his only shot attempted 
‘© Played in three games in winning the gold medal atthe in the final game of the trip. 
2015 World University Games in Gwanju, Korea 
Logged five minutes in the victory versus Chile HIGH SCHOOL 


Made a 3-pointer in playing 18 minutes in the win 
against Switzerland. 

Played two minutes in the quarterfinal victory versus 
Lithuania. 


_— 15 (SOPHOMORE) 


‘Appeared in seven games. 

Recorded an assist against Rider (11/24). 

‘Scored KU's last points with a layup against Kent State 
(12/39), 

Logged two minutes in the win at Texas Tech (2/10). 
Checked into his second NCAA Toumament game of 
his career against New Mexico State (3/20), 


Commissioner's Honor Rolls (fall 2012) ... Academic Al-Big 12 2013-14 (REDSHIRT) 
Pookie Team. * Utilized a medical redshirt 
CAREER HIGHS: 

Points 3.vs, Loyola (12-1-15) 

Rebounds 1, 7x, last vs. UCLA (11-24-15) 

Field Goals 1, 4x, last vs. Loyola (12-1-15) 

Field Goal Attempts 2s, American (12-29-12) 

3-Point Field Goals 1 ¥s, Loyola (12-1-15) 

3-Point Attempts 1, 9x, last vs. Loyola (12-1-15) 

Free Throws ~ 

Free Throw Attempts 1, 2s, last vs. Montana (12-19-15) 

Assists 1, 7x, last vs. Holy Cross (12-9-15) 

Steals 1 at Texas 2-19-16) 

Blocked Shots 

Minutes Played 3, Bx, last vs. Loyola (12-115) 
PERSONAL 


Fullname is Tyler Kelly Se ., Born in Tulsa, OKahoma... Parents 
ae Bill and Cindy Sal... Has one sister, Lauren, who graduated 
from KU in May 2073... Graduated from KU with a bachelor's 
degree in Sport management in May 2016. 


Averaged 3.9 points and 1.3 rebounds per game as a 
senior 

Played for head coach Chuck Law. 

Member of the National Honor Society and Principal's 
Honor Ral 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_ MIN AVG| FG FGA PCT | 3FG FGA pcT| FT FTA PCT | OFF DEF ToT AVG| PF FO | AST| TO | BLK| SML| PTS AVG 
2012-13 1103] 2 6 383, O 2 ~OOO] oO 1 OOO; Oo 2 2 o2/1 o|2{3i/olol4 o4 
2013-14 REDSHIRT 

2014-15 7 0 12 17/1 4 250/ 0 2 ooo] o oO oof o 1 71 O13 ofi{[s3fofol2 03 
2015-16 14 0 30 21/1 6 167; 1 5 2o|o 7 oo]71 1 2 01/4 o|4{[7loflil3 o2 
Total 32,20? | 4 16 250) 1 9 tt] oO 62 oo} 1 4 5 2] 8 of 7 {wl olit{s 03 


Tyler Self 


a 
SELF’S GAME-BY-GAME STATISTICS 


2012-13 (FRESHMAN) 
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2015-16 (JUNIOR) 
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‘nates tre, * = Bg 12 Game, $= Game payedn Karas Oy, # = Bi 12 Champlin, - = NOMA Tasrament My specialty in the kitchen is:| make a mean spaghetti 


The best part about being a student-athlete is: Running through the tunnel 
If could switch places with one person for a day, it would be: Elon Musk 
Favorite NBA Team: Oklahoma City Thunder 

Favorite NBA player (past or present): Brian Scalabrine 

Favorite vacation spot: Florida 

Favorite TV show: “The Oifice" 

Best friend on another team: Brett Frantz (Youngstown State) 

Favorite KU community service: Wilt Chamberlain Special Olympics Clinic 
Inventor or leader: Leader 
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3 Landen 
Forward * 6-10 * 240 « SR 
Portland, Ore 
Westview HS 
CAREER HONORS 
2015-16: All-Big 12 Honorable Mention 
CAREER HIGHS 
Points 16 vs. Austin Peay (3-17-16) 
‘Rebounds 16 vs. West Virginia (2-9-16) 
Field Goals 6, 3x, last vs. Austin Peay (3-17-16) 
Field Goal Attempts 8, 2x, last vs. Oklahoma State (2-15-16) 
3-Point Field Goals : 
+3-Point Attempts Tvs. UC Irvine (12-29-15) 
Free Throws: 6 at TCU (1-28-15) 
Free Throw Attempts 6, 4x, last at Kansas State (2-20-16) 
Assists: , last vs. Connecticut (3-19-16) 
Steals 3 vs. Baylor (3-11-16) 
Blocked Shots: 5 at Texas (2-29-16) 
‘Minutes Played ‘35 vs. Villanova (3-26-16) 
MISCELLANEOUS: CAREER 
‘Double-Doubles 4 
10+ Points 6 
10+ Rebounds 10 
5+ Rebounds Kc) 
(3+ Assists: 2 
2+ Steals 4 
2+ Blocks: 9 
‘Led KU in points t) 
‘Led KU in rebounds: 26 
‘Led KU in assists 1 
Led KU in steals 7 
Led KU in Blocked Sots 20 
PERSONAL 


‘Born Landen Alen Lucas in Portland, Oregon... Parents are Shelley 
and Richard Lucas .. Has two brothers, Kasen and Trey ... Father, 


(Oregon rom 1987-91 .. Grew up in Japan where his father played 
professional basketball .. Moved back to Portand during mite 
schoo. Speaks Jaanese fue. Graduated from Kansas in 


‘May 2016 with a bachelor’s degree in business. 


2016-17 


Landen Lucas 


2015-16 (JUMIOR) 


Started 19 of the last 20 games of the season, only 
missing Senior Night. 

One of five Jayhawks named to the All-Big 12 Team, as 
he was Honorable Mention. 

Led Kansas in rebounding with a 6.8 average, which 
ranked seventh in the Big 12. 

Averaged 5.8 points per contest and had four games of 
13-plus points. 

Shot a team best 64.3 percent from the field 

Second on the team with 27 blocked shots and his 0.8 
blocks per game ranked 12th in the conference. 
Posted three double-doubles. 

Led Kansas in rebounds 20 times and pulled down five 
(or more boards in 24 contests. 

Had nine games of 10-plus rebounds, including three 
in the NCAA Championship: 12 vs. Connecticut (3/19), 
11 vs. Maryland (3/24) and 12 vs. Villanova (3/26). 
Pulled down a career-high 16 rebounds versus West 
Virginia (2/9) 

Scored a career-high 16 points against Austin Peay 
(@/17)in the first round of the NCAA Toumament. 
Graduated from KU with a bachelor’s degree in 
business in May 2016. 


2015 WORLD UNIVERSITY GAMES 


Started one of eight games played for USA in winning 
the gold medal at the 2015 World University Games in 
Gwanju, Korea, 

Averaged 2.8 points and 5.5 rebounds as USA posted 
an 8-0 record. 

Second on the team with five blocked shots at the 
Games. 


Twice led USA in rebounds; 14 against Chile and nine 
versus Lithuania inthe medal round quarterfinals 
Pulled down eight boards in the gold medal double- 
overtime win versus Germany. 

Scored a game-high seven points twice, with both in 
‘medal play against Litiuania (quarterfinals) and Russia 
(Gemifinals). 


ees idear dpe 


Started 14 games and appeared in 32 in 2014-15. 
‘Started at the five all postseason. 

Led the team in rebounds six times, including four of 
KU final six games. 

Averaged 3.5 points and 4.3 rebounds forthe season 
Posted his first career double-double at Oklahoma 
@/7) where he scored 13 points and pulled down a 
career-high 12 rebounds. 

Pulled down nine rebounds in the NCAA Tournament 
win against New Mexico State (2/20). 

Recorded 10 boards against Wichita State in the third 
round of the NCAA Tournament (3/22), including nine in 
the first half 


2013-14 (REDSHIRT FRESHMAN) 


Appeared in 22 games in 2013-14. 
Scored two points in two minutes against Stanford 
(2/23) in his first NCAA Tournament appearance. 


‘Stepped up in Tarik Black’s absence fora big game at 
TCU (1/25) with then-career highs in points (7), 
minutes (13) and rebounds (T-5). 

Pulled down five rebounds against New Mexico (12/14) 
in the Kansas City Shootout at Sprint Center. 

Had five points on 2-of-3 shooting vs. Towson (11/22) 
in eight minutes. 

Scored first career points with three vs. lona (11/19). 


2012-13 (FRESHMAN) 


A redshirt his fist year at Kansas, 
‘Averaged 3.0 points and 4.5 rebounds in KU's two 
exhibition contests. 

Played 12 minutes against Emporia State (10/30), 
soored six points and pulled down a team-high rine 
rebounds. 


‘SUMMER 2012 (EUROPE) 


Averaged 3.8 points and 3,0 rebounds per game on 
KUs Europe trip to Switzerland and Paris in August 
2012. 

Played in all four contests. 

‘Shot 6-for-10 (60 percent) from the feld and 3-or-4 
(75 percent) from the line forthe trip 

Seven of his 12 rebounds in the four games were on 
the offensive end, 

Went 2-for-3 with five points and three rebounds inthe 
first game against AMW France. 


Averaged 21.0 points, 14.0 rebounds and 4.0 blocks 
per game as a senior at Westview High School, 
Recorded his best game as a senior when he scored 32 
points, pulled down 22 rebounds and blocked 11 shots. 
Began high school career at Sunset High School in 
Portland, moved to Findlay Prep in Henderson, Nevada 
28a junior and was back in Portland at Westview High 
‘School for his senior season. 

At Findlay Prep, Lucas averaged 6.0 points, 6.0 
rebounds and 2.0 blocked shots per game. 

Coached by Pat Coons while at Westview. 

Rated a three-star recruit by Rivals.com. 

Signed an NLI with Kansas in November 2011 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_ MIN AVG| FG FGA PCT | 3G FGA PCT | FT FIA PCT | OFF DEF ToT AVG| PF FO | AST| TO | BLK| SML| PTS AVG 
2013-14 22 0 107 49/12 21 S571] 0 0 000] 10 20 500] 9 21 30 14/2 o|o|]s|7 [2/34 15 
2014-15 32 14 485 152/41 77 532/00 .000/ 30 45 «667/51 88139 «43/70 «1 :| 12/31 | 18] 9 [112 35 
2015-16 36 19 664 184| 74 115 .643| 0 1 .000| 59 663] 82 161 243 68| 92 3 | 21 | 38 | 27 | 16 | 207 58 
Total 90331256 140/127 213 596|/ O 1 .000| 99 154 .643/142 270 412 46 | 182 4 | 33 | 74 | 52 | 27 | 353 3.9 


Landen Lucas 
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LUCAS’ GAME-BY-GAME STATISTICS 


2013-14 (FRESHMAN) 
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Dwight 
COLEBY 


Forward * 6-9 © 240 JI 
Nassau, Bahamas 
The Piney Woods School [Miss.] / Ole Miss 


PERSONAL 

Full name is Dwight Jacoby Coleby ... Son of Dwight Coleby 
‘Sr... Originally from Nassau, Bahamas ... Majoring in 
‘communication studies, 


CAREER HIGHS: 
Points 12, 2x, last at Arkansas (1/17/15) 
Rebounds 10 at Arkansas (1/17/15) 
Field Goals 5, 3x, last at lrida (1/24/15) 
Field Goal Attempts 9 at Florida (1/24/15) 
3-Point Field Goals - 
3-Point Attempts - 
Free Throws, 5 vs. Georgia (2/25/15) 
Free Throw Attempts 8 vs. Vanderbit (3/8/14) 
Assists 4 vs. Florida (2/22/14) 
Steals 1, 76 last vs. Xavier (2/19/15) 
Blocked Shots 4 vs. lord (1/24/15) 
Minutes Played 28 vs. Florida (1/24/15) 
‘MISCELLANEOUS CAREER 
10+ Points 7 
10+ Rebounds 1 
5+ Rebounds 19 
Double-Doubles: 1 
2+ Three-Pointers - 
3+ Assists 1 
2+ Steals ~ 
2+ Blocks 12 


Dwight Coleby 


ans prema er Eten, 


2015-16 (REDSHIRT) 
° ‘Sat out during the 2015-16 season due to transfer 
rules. 


aa 15 (SOPHOMORE AT OLE MISS) 
Played in all 34 games with three stats 

© Averaged 5.4 points, 4.8 rebounds, 0.9 blocked shots 
and 16.5 minutes per game, 

‘© Shot 53.2 percent from the floor (67-of-126) and 79.7 
percent from the free throw line (51-of-64). 

‘© Ranked second on the team in field goal percentage 
(63.2) and blocked shots (29). 

© Third in rebounding (4.8 rebounds per game). 

‘© Scored in double figures six times and had one double~ 
digit rebounding game. 

© Had. 11 points, nine boards and three blocked shots at 
Florida (2/2). 

© Scored 10 points with six rebounds and a career-high 
four blocked shots vs. Florida (1/24). 

© Posted first career double-double with a career-high- 
tying 12 points and 10 boards in a win at No. 19 
Arkansas (1/17). 
Tallied 10 points and eight rebounds vs. LSU (1/14). 
Scored 12 points against Austin Peay (1/3). 
Scored 10 points and pulled down three boards in a 
win at Oregon (12/7) 


Played in 28 games with four starts 

Averaged 2.4 points and 1.9 rebounds per game in 
10.4 minutes of action. 

Shot 47.1 percent from the floor (24-of-51), 52.6 
percent from the charity stripe (20-of-38) and had 18 
blocked shots. 

Scored a season-high 10 points and pulled down three 
rebounds in the season finale against Georgia (3/14). 
Posted eight points and six boards in a win over 
Vanderbilt (2/8) 

Recorded five points and pulled down a season-best 
seven rebounds at Arkansas (3/5). 


HIGH SCHOOL 


Averaged 20 points, 15 rebounds, three assists and 
five blocked shots his senior season for coach Lemuel 
Jones at Piney Woods High School 

Ranked the No. 2 overall player in Mississippl by 
ESPN100. 

Earned first team all-state and first team all-metro 
honors in 2013, 

Named to The Clarion-Ledger Dandy Dozen team in 
2012. 

Aso lettered in track. 


CAREER YEAR-BY-YEAR STATISTICS (AT OLE MISS) 


SEASON GP GS_ MIN AVG | FG FGA PCT | 3FG FGA pcT| FT FIA PCT | OFF DEF ToT AVG| PF FO | AST| TO | BLK| S| PTS AVG 
2013-14 28 4 «201 104/24 51 471| 0 0 .000/ 20 38 526/ 24 28 52 19/50 2 | 7 | 12/18] 1 | 68 24 
2014-15 34 3 560 165/67 126 532] 0 0 .000| 51 64 797/66 98 164 48/76 2 | 2 | 25 | 29| 6 [185 54 
2015-16 REDSHIRT TRANSFER 

TOTAL 7 (851 137| 91 177 514] 0 0 .000| 71 102 696| 90 126 216 35|126 4 | 9 | 37 | 47 | 7 | 253 41 


Dwight Coleby 


COLEBY’S GAME-BY-GAME STATISTICS (AT OLE MISS) 


2013-14 (FRESHMAN) 
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‘A ieicates stare, * = SEC Game, # = SEC Tounament 


2014-15 (SOPHOMORE) 
orratent ONE NP FGA PCT SPEA 0 P 
-Chareson Souther (11-14-14) 21 1-2 500 
atoy cna714 151-1 1000 
Sauber (i-20-14) 1723.67 UP CLOSE WITH DWIGHT 
vecepinirab19 2007 Om Nickname: Damon 
\s.Onchmat (1-208) 15 24500 Why you chose your jersey number: The fist time | played basketball in America, 
rw (2419 14 23 667 wore No.2 
at Oregon (27-19 8 34 750 r 
Wesem Kertky (1219-18) 10-37 ADD ‘Age when you started playing basketball: As far back as | can remember 
Acoma Carma (121814) 16 23687 Hobbies other than basketball: Volleyball and watching movies 
ve SEMenoui Site (1222-1) 17 346 500 
Geiane sates When | came to KU, | was pleasantly surprised by: The fan love 
56 20 : My heroes in life are: My father 
aie ‘Something that always freaks me out: Snakes 


My favorite food is: Pasta, pizza 

My specialty in the kitchen is: Noodles 

The best part about being a student-athlete is: Having kids look up to you 
If | could switch places with one person for a day, it would be: Kobe Bryant 
After basketball | plan on: Opening a restaurant 

Favorite NBA Team: Los Angeles Lakers 

Favorite NBA player (past or present): Kobe Bryant 

Favorite vacation spot: Bahamas 

Favorite TV show: “Dragon Ball 2° 

Favorite KU community service: Holiday shopping 
Inventor or leader: Leader 
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62 | 167 Evan Maxwell 


2015-16 (SOPHOMORE AT LIBERTY) 

‘© Started 30 of 32 games for the Flames averaging 21.5, 
minutes per contest. 

© Second on the team with a 10.0 scoring and 4.8 
rebounding averages. 

‘© Ranked 30th in the Big South Conference in scoring 
(10.0) and 18th in rebounding (4.8). 

© Led Liberty with a 63,7 field goal percentage. 

‘© Posted three double-doubles: 15 points, 10 rebounds 
vs. Covenant (Nov. 13); 21 points, career-high 13 
rebounds vs. Central Penn (Nov. 21); and a career-high 
24 points, 12 rebounds at Radford (Dec. 3). 

© Scored in double figures in 16 games, including four 
20-point efforts. 

‘© Pulled down seven or more rebounds in eight games. 

'* Played for Ritchie McKay at Liberty. 


2014-15 (FRESHMAN AT LIBERTY) 
© Appeared in 29 games averaging 6.0 minutes, 2.1 
points and 1.1 rebounds. 


Evan © Scored a season-high six points in three games: vs. 
Central Penn (Dec. 19), vs. Presbyterian (Jan. 3) and vs. 
MAXWELL ieueahiniae 
Center © 6-10 » 235 © JR HGH SCHOOL 
aiinit\Pa © Averaged 11.1 points, 8.0 rebounds and 2.8 blocked 
shots his senior season 2013-14 at yton 
Abington Heights HS / Liberty Heights High Scha in Gis Sunt, Pilati 
© Shot 63 percent from the field, including 38 percent OVERVIEW 
from 3-point range, his senior season 
Born Evan Kendal Manwel in Clarks Summit, Pennsylvania. 
Son of Bian and Andrea Mawel... Has tee brohers, ° famed — POI an a sale er is 
Brandon, Travis and Seth, and one sister, Ayssa... Brandon 
and Alyssa played basketball at Clarks Summit University... * pestle seasons at eto the is went Tit, 
Major is communication studies (es | amen Lege nl chempiener S| 


and three District tits. 

‘© Abington Heights advanced to the Class AAA state 
tournament all three seasons Maxwell was on the 
team, reaching the quarterfinals twice. 

‘© Played for coach Ken Bianchi at Abington Heights. 


UP CLOSE WITH EVAN 


Why you chose your jersey number: | was always the biggest kid so | was stuck 
with the biggest jersey 

‘Age when you started playing basketball: 8th grade 

Hobbies other than basketball: Music 

‘When | came to KU, | was pleasantly surprised by: How nice everyone is 

Foolproof way to get me to smile is: Tell a joke 

‘My heroes in life are: My parents and siblings 

My favorite food is: Anything with hot sauce 

My specialty in the kitchen is: Egg bagels 

The best part about being a student-athlete is: Great experience 

After basketball | plan on: Use my experience to inspire others with my life 

Favorite NBA player (past or present): Vince Carter 

Favorite TV show: “Fresh Prince of Bel-Air” 

Inventor or leader: Try to be both 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP MIN AVG | FG FGA PCT | 3FG 3FGA_ PCT FTA pT | OFF DEF Tor avG| PF FO | AST| TO | BLK| STL | PTS AVG 
2014-15 29 0 175 60/23 40 575| 0 0 O15 2 57] ii 2 32 11/2 o|oliz|s]ilé 21 
2015-16 32 30 687 215/128 201 637| 0 0 0 | 63 99 636/58 96 154 48/66 2 | 17 | 68 | 6 | 10 [319 100 


2016-17 _ REDSHIRT TRANSFER 
TOTAL 61 30 862 141/151 241 627) 0 0 0 | 78 125 624) 69 116 185 30] 95 2 | 17 | a5 | 11 | 11 | 380 62 
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1 4 Malik 
NEWMAN 


Guard * 6-3 * 190 « SO 
Jackson, Miss. 
Callaway HS / Mississippi State 


PERSONAL 

Malik Tidderious Newman was born in Shreveport, Louisiana 
Son of Horatio Webster and LaKeyshia Newman-Myles 

His father, Horatio, played for Mississippi State from 1997-98 

and was a first-team All-SEC selection in 1998 ... Plans to 

study broadcasting at KU 


2015-16 (FRESHMAN AT MISSISSIPPI STATE) 

Appeared in all 29 games with 21 starts. 

Fourth on the team with his 11.3 points per game. 

‘A preseason second-team Al-SEC selection. 

The SEC Freshman of the Week (12/23) following his 

20:point performance against Northern Colorado. 

* Scored a career-high 25 points against Ole Miss 
(123), 

* Drained seven 3-pointers against the Rebels, one shy 
of tying the MSU single-game school record 

* Scored in double-digits 16 times and had 20-plus 
points twice 

* His 329 points were the 10th most by an MSU 
freshman, along with his 61 made 3-pointers, which 
were second. His 11.3 scoring average is eighth-best 


all-time. 

© In March 2015, he declared himself eligible for the NBA 
draft 

HIGH SCHOOL 

© McDonald's All-American in 2014-15 while at Callaway 
High School under coach David Sanders. 


© Tabbed the No. 2 overall recruit by Scout.com, No. 8 by 
Rivals.com and 247Sports.com and No. 10 by 
ESPN100. 


Malik Newman EJ 


* Led Callaway to four Class SA state championships. 

e A two-time Mr. Basketball in the state of Mississippi 
and was named to the Clarion Ledger's Dandy Dazen 
team three times. 

* Named to the American Family AI-USA state team in 
Mississippi by USA Today. 

* Aso participated in the Nike Guard Skills Academy and 
the LeBron James Skills Academy. 

‘© Finished high school career by totaling 3,108 points, 
651 rebounds, 301 assists and 195 steals. 

* Led the Chargers to an overall ledger of 114-16. 

© Asa senior, averaged 29.7 points, 5.7 rebounds and 
4.2 assists as his team finished ranked third nationally 
by USA Today with a 31-3 record. 

© In 2015 title game against Ridgeland, totaled 27 
points, six rebounds and six assists en route to earning 
MVP honors for the third time as his team won 66-43. 

© In 2014 Class 5A tile bout against Vicksburg, had 25 
points, six rebounds, one assist, one steal and two 
blocked shots in 49-33 win, 

© n2013 Class 5A championship, Callaway beat Provine 
69-65, and Newman had 18 points, seven rebounds, 
‘one assist and two steals. 

* In 2012, the Chargers defeated Wayne County 55-44, 
and Newman recorded 12 points, three rebounds, one 


= 


assist and one steal. 
© Callaway retired Newman's jersey No. 14 in spring 
2016. 
USA BASKETBALL oreetee 


© A member of the 2014 FIBA U17 gold medal team, 
where he collected MVP honors after averaging 14.9 
points and 3.0 assists for USA. 

* Also won a gold medal at the 2013 FIBU U16 
Championship where he eamed MVP honors after 
averaging 16.2 points and collecting 16 steals in five 
games. 


UP CLOSE WITH MALIK 


Nickname: Leek 

Why you chose your jersey number: t's my granny's favorite number 

‘Age when you started playing basketball: 3 

Hobbies other than basketball: Sleep, play video games 

When | came to KU, ! was pleasantly surprised by: The students 

Foolproof way to get me to smile is: Bring me some candy 

My heroes in life are: My parents 

Something that always freaks me out: Animals 

My favorite food is: Wings 

My specialty in the kitchen is: Cereal 

The best part about being a student-athlete is: The way the community looks 
at you 

If could switch places with one person for a day, it would be: Blac Youngsta 

After basketball | plan on: Helping youth in need of guidance 

Favorite NBA player (past or present): Alen Iverson, Kobe Bryant, Michael Jordan, 
LeBron James, Shaquille O'Neal, Russell Westbrook, Stephen Curry Kyrie ving 

Favorite TV show: “Spongebob Squarepants” 

Inventor or leader: Leader 


CAREER YEAR-BY-YEAR STATISTICS 


SEASON GP GS_MIN. AVG | FG FGA PCT 


BLK | stu | PTS AVG 


2015-16 29 22 803 277/111 284 391 


SFG 3FGA pCT| FT FTA PCT | OFF DEF Tor avG| PF FO | AST 
61 161 ~.379| 46 «67 +687, 8 73 a 
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329 11.3 


2016-17 _ REDSHIRT TRANSFER 


TOTAL 29 «22 803 27.7| 111 284 391 


61 161 .379| 46 67 687, 8 73 81 28 | 45 63 | 54] 2 | 11 | 329 11.3 


SMMVHAVE SHL 133 


es | 17, Clay Young 


2015-16 (SOPHOMORE) 

© Appeared in nine games in his first season at Kansas. 

Scored his frst point at KU against Chaminade (11/23) 
in the opening round of the Maui Invitational. 

* Scored two points versus Holy Cross (12/9), making his 
only field goal attempt ofthe season. 

Made two postseason appearances: against Kansas 
State (3/10) in the Big 12 Championship and versus 
‘Austin Peay (3/17) in the NCAA Championship, 


2014-15 (SOPHOMORE AT KANSAS CITY KANSAS 

COMMUNITY COLLEGE) 

© Tore his anterior cruciate ligament in the second game 
of the season and later was granted a medical redshirt. 

© 42014 Academic All-American while at KCKCC. 


2013-14 (FRESHMAN AT KANSAS CITY KANSAS 


COMMUNITY COLLEGE) 
© Started every game and averaged 10.0 points and 5.6 
rebounds wile at KCKCC. 
Cl EN Played for coach, and former Oklahoma standout, Kelly 
Newton 


YOUNG Led the Blue Devils with 17 blocked shots. 
‘Averaged 1.6 assists per game. 
Guard * 6-5 © 205 « JR 
Lansing, Kan eH SCHOOL 
9, © Afour-year starter at Lansing High School who eamed 
honorable mention all-state recognition following his 
senior year under head coach Rod Briggs. 
mena ‘Averaged 9.0 points, 6.0 rebounds and 1.5 assists his 
senior season, 
Named First Team All-Kaw Valley League in leading 
Lansing tothe SA state title game in 2013 


Lansing HS / Kansas City Kansas CC 


OVERVIEW 
Parents are Tom and Teresa Young ... Has a younger brother, 
Trevor... Also played football at Lansing HS 6... Mother played 
softball at Baker University ... Father played basketball at 
Baker University ... Brother played basketball at Kansas City 
Kansas Community College ... Plans to study sport 


management. 

2015-16 (SOPHOMORE) 

‘OPPONENT DATE = MP FGA PCT SPrA PCT FIA PCT ODT PF A TO 8S ST TP Why you chose your jersey number: I's Tim Duncan's number 
No.coomnd «1135 300 ~ OD ~ OO ~ O11 000 00 0 ‘when you started playing basketball: 6 

WOME = 1120153 OO «OD «12 WO OF 1 00 00 Ft ‘Age when you laying 

rer ious 1 00 oo 09 ~ 090001000 Hobbies other than basketball: Video games 

LOYOLA) «1201152 OO ~~ OO ~ 12 0 OOO 1 0 0 00 1 When I came to KU, | was pleasantly surprised by: How friendly everyone is 
WoL onOss = 1205 31 100 00 ~ OO ~- O80 0 0 0 00 2 : 

ORGONSATE «1225 1 OO 00 ~~ OO ~ Oi 00000 0 Fosayoons Key So pot eat Se eae FR onl te 
‘MONTANA wnans 4 00 oo ~ 00 ~ 0000 00 00 0 ‘My heroes in life are: My grandparents 

fetus Sete OVE «1 00 ~ 00 ~ 00 ooo 00000 0 ‘Something that always freaks me out: Lots of blood 
SsAuin Peay OS-17-16 2 00 ~ Of ~ OO ~ O00 00000 0 My fa ie: Tapia 

nates stare, * = Big 12 Game, = CRE Css, | = Champions Css, # = i 12 Champion, $= NCAA My specialty in the kitchen is: Tilapia 


Touran 


The best part about being a student-athlete is: Getting to meet so many people 
If | could switch places with one person for a day, it would be: Kanye West 
After basketball | plan on: Pursuing a career related to sports, 
Favorite NBA Team: San Antonio Spurs 
Favorite NBA player (past or present): Kawhi Leonard 
Favorite vacation spot: Playa del Carmen, Mexico 
Favorite TV show: “Workaholics” 
Best friend on another team: Siler Schneider (UC Davis) Roy Clayter (New Mexico 
Highlands) 
Favorite KU community service: Wilt Chamberlain Special Olympics Clinic 
Inventor or leader: Leader 
No one knows: 
ike to longboard 
ove going to concerts 


CAREER YEAR-BY-YEAR STATISTICS 
SEASON GP GS_MIN AVG | FG FGA PCT | 3FG FGA 
0 
0 


2015-16 9 0 2 22/1 1 iol oO 
Total = =9 0 2 22, 1 1 10] oO 


pet | FT 
ooo | 2 
000] 2 


Udoka Azubuike EJ 


HIGH SCHOOL 

* A 2016 McDonald's All-American following an 
outstanding career at Potter's House Christian 
Academy in Jacksonville, Florida. 

* Averaged 16.9 points and 9.7 rebounds in 2015-16 
while at Potter's House Christian 

* Potter's House Christian went 21-9 in 2015-16 under 
head coach Stephen McLaughlin. 

+ A four-year starter for Potter's House and averaged 
17.2 points and 9.6 rebounds his junior season. 

* Scored nine points and pulled down eight rebounds in 
15 minutes for the East team McDonald's game on 
March 29, 2016, in Chicago. 

* Played for the World Team at the 2016 Nike Hoops 
‘Summit where the USA team defeated the World Team 
101-67 on April 9 in Portland, Oregon. 

* Competed in the 2016 Jordan Brand Classic, April 15, 
at the Barclays Center in Brooklyn, New York. 

* No. 22 by ESPN100, No. 31 by Rivals.com, No. 34 by 
Scout.com and No. 35 in 247Sports.com in the final 


Udoka 2015-16 rankings. 
3 5 AZUBUIKE 


Center * 7-0 280 © FR 
Delta, Nigeria 


Potter's House Christian Academy [Fla.] 


PERSONAL OVERVIEW 
Udoka Timothy Azubuike was bom in Lagos, Nigeria ... Son of 
Florence and Fibian Azuonwu Azubuike... Is the youngest of 
five, with two older brothers and two older sisters .. Grew up 
in Delta, Nigeria... Did not start playing basketball seriously 
until he moved to the U.S. in the ninth grade ... Undecided on 
a major. 


UP CLOSE WITH UDOKA 


Why you chose your jersey number: it was my high school number 
‘Age when you started playing basketball: 12 
Hobbies other than basketball: Soccer 
When | came to KU, | was pleasantly surprised by: The traction 
Foolproof way to get me to smile is: Surprises 
My hero in life are: My mother 
Something that always freaks me out: Needles 
My favorite food is: Shrimp fried rice 
My specialty in the kitchen is: Rice and okra soup 
The best part about being a student-athlete is: Making others smile 
If | could switch places with one person for a day, it would be: Bill Gates 
After basketball | plan on: Being CEO of a professional team 
Favorite NBA Team: Dallas Mavericks 
Favorite NBA player (past or present): Kevin Durant 
Favorite vacation spot: Bahamas 
Favorite TV shows: “Everybody Hate Chris,” “Martin,” “Love & Hip Hop Atlanta” 
Best friend on another team: Trent Forrest, Christ Koumadje (Florida State), Tony 
Bradley (North Carolina) 
Inventor or leader: Leader 
Three things no one knows about me: 
ove watching European soccer 
| grew up playing soccer 
Hove making friends and helping people 
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Josh 
JACKSON 


11 


Guard © 6-8 © 207 * FR 
Detroit, Mich. 
Prolific Prep (Calif. 


PERSONAL 

Born Joshua O'Neal Jackson in Detroit, Michigan ... Mother 
is Apples Jones, who played college basketball at Allen 
County Community College and UTEP ... Enjoys movies and 
video games ... Undecided on 2 major 


HIGH SCHOOL 

© McDonald's All-America in 2016 while playing at 
Prolific Prep in Napa, California, for coach Bily Knight 

Averaged 26.9 points, 13.1 rebounds and 6.3 assists 
per game at Prolific Prep in 2015-16. 

© Co-Most Valuable Player honors of the 2016 
McDonald's game after scoring 19 points on 9-of-11 
shooting in leading the West team to a 114-107 
vietory. 

Competed in the 2016 Nike Hoops Summit where the 
USA team defeated the World Team, 101-67, on April 9 
in Portland, Oregon. 

‘Averaged 31.2 points, 17.6 rebounds, 5.4 assists and 
2.3'steals in 2014-15 at Prolific Prep. 

*” Attended Justin-Siena High School and competed for 
Prolific Prep while in California 

Grew up in Detroit and led Detroit Consortium College 
Prep:School to the Class C state title his sophomore 
year in 2013-14 

Averaged 28.0 points, 15.0 rebounds and 6.0 assists 
‘per gamie his sophomore year. 

=") Started his freshman year at Detroit Consortium and 
averaged 18.0 points, 7.0 rebounds and 6.0 assists 
‘per contest. 

* Started on the Detroit Consortium varsity team as an 
eighth grader, averaging 17.0 points, 6.0 rebounds and 
5.0 assists per game. 


USA BASKETBALL 


Josh Jackson 


Has won three gold medals for USA Basketball 
Started all five games and averaged 11.4 points, 5.6 
rebounds, 1.8 assists and 2.2 steals in winning gold at. 
the 2013 FIBA Americas U16 Championship in 
Maldonado, Uruguay. 

Won gold at the 2014 FIBA U17 World Championship in 
Dubai, United Arab Emirates, starting all seven games 
and averaging 10.6 points, 7.9 rebounds and 2.9 
assists 

Averaged 12.1 points and 7.0 rebounds a game in 
winning USA gold at the 2015 FIBA U19 World 
Championship in Heraklion, Greece. 

Selected to participate on USA Developmental Teams in 
2012 and 2013. 


OVERVIEW 


UP CLOSE WITH JOSH 


Nickname: J-Jack, JJ 

Why you chose your jersey number: John Wall was my favorite high school player 

‘Age when you started playing basketbal 

Hobbies other than basketball: Video games, movies, chess 

When | came to KU, | was pleasantly surprised by: How friendly everyone in 
town is 

My heroes in life are: My mom 

Something that always freaks me out: Anything with wings 

My favorite food is: Steak 

My specialty in the kitchen is: Cereal 

The best part about being a student-athlete is: Being part of a team 

If could switch places with one person for a day, it would be: Dan Bizerian 

After basketball | plan on: Sports broadcasting 

Favorite NBA Team: Los Angeles Clippers 

Favorite NBA player (past or present): Jamal Crawford, Allen Werson, Tracy 
McGrady 

Favorite vacation spot: Dubai 

Favorite TV shows: “Animal Kingdom,” “Walking Dead,” “Power” 

Inventor or leader: Leader 

No one knows: 
| can kind of play the trumpet 
| get nervous around new people 


Mitch Lightfoot Ei 


HIGH SCHOOL 
© Averaged 22.6 points, 11.9 rebounds and 2.6 blocked 
shots in 2015-16 at Gilbert Christian High School in 
Gilbert, Arizona under head coach Kurt Keener. 
© Named the Arizona Gatorade Player of the Year for 
2015-16. 
© Received the Tough Guy Award by the Arizona Republic 
following his senior season. 
© Led Gilbert Christian to 2 21-6 record his senior year, 
advancing to the second round of the AIA Division i 
state tournament. 
© Scored 32 points in the 2016 BallsLife All-America 
game April 30 at Long Beach City College in California. 
© Averaged 17.9 points, 9.9 rebounds and 3.9 blocked 
shots in leading Gilbert Chistian to the AIA Division i 
state ttle his junior season in 2014-15. 
© Named the player of the game in the 2015 state tile 
‘contest where he scored 15 points. 
© Asasophomore, averaged 15.0 points, 10.7 rebounds 
and 4.0 blocked shots per contest and was the 
Mitch ‘Southern Arizona Player of the Year and all-section first 
team honoree. 
44 LIGHTFOOT © Averaged 12.5 points, 8.0 rebounds and 3.8 blocked 
shots per outing and was the only freshman named to 
Forward * 6-8 * 210° FR the All-Southem Arizona team, eaming third-team 
Gilbert, Ariz. iene 


Gilbert Christian HS 


OVERVIEW 


PERSONAL 

Bom Mitchell Marion Lightfoot in Kansas City, Missouri .. Son 
of Matt and Rhonda Lightfoot... Has two younger brothers, 
Miles and Max... Moved from Kansas City to Tucson, Arizona, 
When he was five years old... Plans to study engineering at 
KU. 


UP CLOSE WITH MITCH 


Why you chose your jersey number: A jot of my friends from my Pop Warner 
football league chose 44 
‘Age when you started playing basketball: 6 
Hobbies other than basketball: Fishing and hunting 
When | came to KU, | was pleasantly surprised by: Everything 
Foolproof way to get me to smile is: Tell me you are bringing food 
‘My heroes in life are: My father 
‘Something that always freaks me out: Dying with regrets 
My favorite food is: Crab legs 
‘My specialty in the kitchen is: Griling steaks 
The best part about being a student-athlete is: Getting to know other athletes 
If could switch places with one person for a day, it would be: Bill Self 
After basketball | plan on: Making a lt of money and having a big house on a lake 
Favorite NBA Team: Los Angeles Clippers 
Favorite NBA player (past or present): Kobe Bryant 
Favorite vacation spot: San Diego 
Favorite TV show: “Workaholics* 
Best friend on another team: Cam Satterwhite (Loyola), Matt Meyer (Syracuse) 
Favorite KU community service: Holiday shopping looks fun 
Inventor or leader: Leader 
Three things no one knows about me: 
Ike country music 
\ have more than 15 relatives in the Kansas City/Lawrence area 
When we lived in KC, we used to have Chiefs season tickets 
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© A three-sport. standout at Goddard High Schoo! 
(basketball, football and got which is a member af the 
Ark Valley Chisholm Trail League. 

© Averaged 16.5 points, 4.5 rebounds and 2.5 assists 
his senior season for coach Kyle Taylor. 

*  Eamed all-league honors in 2014 

+ Assecond-team all-league quarterback in football 

© Was the United States Marine Corp Distinguished 
Athlete Award recipient in 2014. 

* Had a 4.0 grade point average and was a four-time 
‘academic honor rol honoree while at Goddard. 


i| Tucker 
VANG 


Guard * 6-2 * 180 * JR 
30ddard, Kan. 
Goddard HS 


PERSONAL OVERVIEW 
Born Tucker James Vang in Wichita, Kansas ... Son of Pete 
and Tara Vang ... Is the oldest of four with two brothers, Tate 
Vang and Maxie Mile, and one sister, Tot. Brother, Tate, is 
a freshman wide receiver on the KU football eam ... Father 
Was a tight end at Kansas from 1990-93 ... Uncle, Shawn 
Vang, was a guard on the KU football team from 1995-98 
Mother, Tara, is also a KU graduate .... Grandfather, Randy, 
played football at Wichita State ... Uncle, Scott, played 
football at lowa ... Majoring in political science in the College 
of Liberal Arts & Sciences, 


UP CLOSE WITH TUCKER 
Nickname: Tuck 
Why you chose your jersey number: It was my high school number 
‘Age when you started playing basketbal 
Hobbies other than basketball: Gol, video games, hanging out with friends 
When I came to KU, | was pleasantly surprised by: How easy it was to make a 
big campus seem smaller 
Foolproof way to get me to smile is: Being with my family around Christmas time 
My heroes in life are: My entire family 
Something that always freaks me out: Snakes 
My favorite food is: Seafood 
My specialty in the kitchen is: Garlic chicken and rice 
If could switch places with one person for a day, it would be: Warren Buffett 
After basketball I plan on: Working in law enforcement or joining the ol industry 
Favorite NBA player (past or present): LeBron James, Michael Jordan, Kobe 
Bryant 
Favorite vacation spot: Skiing in Colorado 
Favorite TV shows: “White Collar,” “Arrow” 
Best friend on another team: Austin Chippeaux (Wichita State track) 
Inventor or leader: Inventor 
No one knows: 
11am obsessed with criminal justice shows 
| have loved superhero shows/movies since | was a kid 
| can flip my eyelids inside out 
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tn 13 seasons at Kansas, Bill Self is 385-83 (82.3 percent), 
averaging’ 29.6 wins per year. Overall, Self has a 592-188 
(75.9 percent) record in 22 seasons as a head coach 


He was named just the eighth head coach in Kansas basketball 
history on April 21, 2003, 


While at Kansas, Self has won one national championship, a 
KU-record 12-straight regular-season Big 12 Conference titles 
and seven league tourmament championships. He is 206-9 
alltime in Allen Fieldhouse and has won more league titles 
(12) than has home losses (nine). in his fist trip to the Final 
Four in 2008, Sef's team won the ttle. Self is one of 11 active 
Coaches in NCAA Division | to have won a national ttle. Kansas’ 
12-straight conference tiles (2005-16) rank second all-time in 
NCAA Division | history. 


In Self’s 13 seasons at Kansas, he has coached 10 NBA 
Lottery selections including Andrew Wiggins and Joe! 
Embiid the No. 1 and No. 3 overall selections in the 2014 
NBA Draft. Wiggins was the second-ever Jayhawk to go 
No. 1 with the other being Danny Manning in 1988. 


A seven-time conference coach of the year, six of which 
came at Kansas (2006, 2009, 2011, 2012, 2015 and 
2016), Self has guided his teams to 18-straight 23-win 
seasons dating back to 1998-99. Self teams have won 
16 league crowns in the last 18 years, including the 2015 
title. The other two seasons resulted in runner-up 
conference finishes. 


Kansas’ four-straight 30-win seasons from 2009-10 to 
2012-13 are the most consecutive 30-win seasons in 
NCAA history (note: Memphis did it from 2006-09 yet 
later vacated the 2008 season). Self has guided Kansas to 
seven of its 13 overall 30-win seasons. In his first 700 
games coached in his career, Sel's 529 victories rank 
eighth most all-time in NCAA Division | history. 


He won his 500th all-time game at lowa State (108-96 in 
OT) on Feb. 25, 2013. The fastest KU coach to reach 300 
wins at Kansas, Self's milestone victory occurred during 
the 2013 NCAA Tournament against former KU coach Roy 
Williams’ North Carolina team, 70-58. Kansas’ 300 
Victories under Self in his first 10 seasons were more wins 
than any other NCAA Division | school in the previous 10 
years. 


In 2016, Self was named the Associated Press national 
Coach of the Year for the second time, also earning the 
honor in 2009. The 2016 AP honor was one of four Self 
was recognized for as he was also the national coach of 
the year by his peers (NABC), USA Today and Bleacher 
Report. The 2008 Winged Foot Award recipient for 
winning the national title, Sporting News named Selt its 
National Coach of the Year in 2000, 2009 and 2012. The 
2012 Naismith and Adolph Rupp national coach of the 
year as well, Self is a seven-time finalist for the Naismith 
honor (2000, 2001, 2002, 2003, 2009, 2012 and 2016). 
In 2014, Self received the Wayman Tisdale Humanitarian 
‘Award by the United States Basketball Writers Association 
(USBWA) and in September 2015 he received the Mannie 
Jackson - Basketball's Human Spirit Award at the Naismith 
Basketball Hal of Fame induction ceremonies for his work 
with his Assists Foundation 


‘A member of the NCAA Men's Basketball Rules Committee, 
the USA Basketball Competition Committee and board 
member for the National Association of Basketball 
Coaches, Self has coached four league player(s) of the 
year and 57 all-conference performers, including five All- 
Big 12 selections in 2016. in addition, Self is one of six 
coaches in NCAA Division | history to have led three 
different teams ~ Tulsa, linois and Kansas - to the NCAA 
Elite Eight, including six times with KU (2004-07-08-11- 
12-16). The other coaches are: Gene Bartow, John 
Calipari, Lon Kruger, Rick Pitino and Eddie Sutton. 


In the classroom, Kansas is one of 12 NCAA Division | 
schools that has achieved a perfect Academic Progress 
Rate (APR). Under Self, Kansas has 31 Academic All-Big 
12 selections, including 23 first-team honorees. Included 
are Academic All-Americans Cole Aldrich (2010) and Tyre! 
Reed (2011) with Aldrich being named the Academic All- 
American of the Year. 


Kansas used a veteran lineup to win its unprecedented 
12th-straight, 16th Big 12 and NCAA-leading 59th overall 
regular-season title in 2015-16. KU posted a 33-5 overall 
record that included the Maui Invitational title, a 13-game 


winning streak and a 17-game win streak. KU won the 
league title posting a 15-3 conference record. The 
Jayhawks went on to win the Big 12 postseason 
‘championship and enter the 2016 NCAA Championship 
as the overall No. 1 seed, KU was ranked seventh or 
higher the entire season and held the No. 1 spot for five 
weeks in the Associated Press poll and four week in the 
USA Today Coaches’ poll. KU went 16-0 in Allen 
Fieldhouse, extending its nation’s longest active home 
court win streak to 42 games, which includes 40 in the 
Fieldhouse. Three Kansas players - Perry Ellis, Wayne 
Selden Jr, and Frank Mason ill - each eclipsed the 1,000 
career points mark, giving KU three 1,000-point scorers 
‘on the same roster for only the sixth time in school history. 
Al five KU starters: Elis, Selden, Mason, Devonte’ Graham 
and Landen Lucas eared All-Big 12 honors. 


In the summer of 2015, Self guided the USA National 
Team, made up mainly of University of Kansas student- 
athletes, to the gold medal at the World University Games 
in Gwangju, Korea, by posting an 8-0 record. The medal 
was USA's first in three World University Games and the 
first gold, 14th overall, for the Americans since 2005, 


Losing the No, 1 and 3 overall NBA Draft selections from 
the previous season, Kansas reloaded accordingly in 
2014-15 by winning the Orlando Classic and later its 
1ith-straight, 15th Big 12 and NCAA-leading S8th all- 
time conference regular-season title. For the second 
straight year, Kansas had the toughest schedule in NCAA 
Division KU posted a 10-7 record against ranked foes 
which were the most wins versus ranked opponents in a 
single season in school history. KU climbed as high as No. 
5 in the national polls and spent 15 weeks ranked in the 
top 10. Rated the No. 1 league nationally, Kansas jumped 
to an 8-1 Big 12 record en route to the tile and entered 
the NCAA Tournament a No. 2 seed for the second 
straight year. 


Kansas did not return a starter in 2013-14, yet Self 
guided the Jayhawks to their 1th-straight Big 12 regular- 
season tile, With the toughest schedule in the nation and 
a starting lineup consisting routinely of three freshmen, a 


Head Coach 
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sophomore and a junior, Kansas posted a 25-10 record and won The Self Family: Bill, Lauren and Hayden Browning, Cindy and Tyler 
the league race with two games to go posting a 14-4 Big 12 
slate, The Jayhawks entered the season ranked fifth by Associated 
Press and spent 14 weeks in the AP top 10, landing at No. 10 in 
the organiztion’s final poll of 2013-14. KU entered the NCAA 
Tournament as a No. 2 seed. 


In 2012-13, Kansas returned four starters and showcasing one of 
the top freshmen in college basketball, the Jayhawks went 31 
and tied Kansas State for the conference crown with a 14-4 

record, won their sixth Big 12 and 13th all-time league 

tournament title and entered the NCAA Tournament as a No, 1 

seed for the 11th time in school history and fifth time under Self " 

KU was ranked in the top-10 nationally in all but two polls and E epee rt 
climbed to No. 1 in the coaches’ poll on Jan. 28. Kansas led the (sa PE BS 
nation in field goal percentage defense, marking the eighth time 
in Sel's 11 seasons at KU that the Jayhawks have led the 
‘conference in field goal percentage defense. 


Kansas’ run to the NCAA title game in 2011-12 was quite the 
accomplishment after returning only one starter and losing seven 
regulars from KU's 35-3 team of 2010-11. in 2011-12, KU won < a 

its then-school-record eighth-straight conference regular-season < 
title and advanced to its 14th Final Four. For the second half of 
the 2011-12 season, Kansas was ranked in the top-10 in the 
national polls and ended No. 2 by the coaches and No. 6 by the 
writers, pre-NCAA Tournament. Self was named the Naismi 
‘Sporting News-and Rupp national coach ofthe year and the 20 
c0-Big 12 Coach of the Year. 


In 2010-11, Kansas had lost three players to the NBA from the 
previous season, yet did not miss a beat as the Jayhawks, picked 
second in the Big 12 preseason pol, went 14-2 in conference 
play, capturing a then-school-record seventh-straight Big 12 
regular-season tile. Seif was named the 2011 Big 12 Coach of <= 
the Year for his efforts. Kansas entered the NCAA Tournament 
a No. 1 seed and advanced to the Elite Eight. KU was ranked in 
the top-four nationally in all but three polls during the 2010-11 
season, hitting No. 1 on Feb. 14. 


Kansas entered the year ranked No. 1 in 2009-10 and held that 
ranking for all but three polls throughout the year. in the RPI's 
highest-rated conference in the nation, KU won its sixth-straight 


2016-17 > 


Big 12 re with a 15-1 record. KU entered 
the 2010 NCAA Tournament as the overall No. 1 seed and 
0 victories for the third time in four 


seasons 


i! 2008-09 campaign, Self was named 
the national coach of the year by eight different outlets, 
including four listed in the NCAA record book: The 


Associated Press, CBS/Chevrolet, Sporting News and 
USBWA. The 2009 Big 12 Coach of the Year, Self was also 
elected as the national coach of the year by Yahoo! 
Sports, Athlon Sports, Ci d ESPN.co 
That season, Kan: 


$ scorers 
including all five starte d returned less than 20 
percent of all but one statistical category. KU went on to 
win the 2009 Big 12 regular-season championship, it 
fifth straight, going 14-2. The Jayhawks finished 
overall in 2008-09 and advanced to the NCAA Tournat 
‘Sweet 16 as a No, 3 seed. 


Nominated for two. ESPY Awards (best team 
game), the 2007-08 Kafisas team was one of 
school history. Ranked seventh or higher all season, KU 
won a school-record 37 games en route to the school's 
fifth overall and_third-NGAA national championship. 
Kansas claimed the Big 12 regular-season championship 
and ‘third. consecutive Big 12 tourney title. Addit 
school-record five Jayhawks were chosen in the 2008 
NBA Dratt 


The 2006-07 season was not only historic for Kansas 
basketball, but also in the career of Self. As KU won its 
50th league ttle and 1,900th all-time victory, Sef won his 
300th career game with 2 road victory at Mis 
Additionally, KU was preseason No. 1 by Sports ilust 
and ranked in the Associated Press top-10 for mast of th 
season, 


Self was named the 2006 Big 12 Coach of t 
finished fourth in the Associated Press national c 
the year voting after guiding Kans record. TI 

Jayhawks entered the 2005-06 season unranked and 
with less than 15 percent returning scoring and 
rebounding, but Self orchestrated KU to a 1 
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Prior to his stint at llinois, Self 


nd advanced 


ing year. In his 
to an 18-9 


four years working under then-OSU head 
f served as an assistant on Eddie Sutton's 


m's coaching staff at Kansas. While Self was at KU, the Jayhawks went 


all at OKlahoma 
in business in 1 


te where he was a four-year letterwinner from 
and a master’s degree in athletic administration 


1982 to 1985. He r 
in 1989, both from OSU. 


He and hi iduated from KU in 2013 and is married to Hayden 


Browning, a 
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Self vs. Opponents (All-Time) 
Air Force i) 


fona 


Alaska-Fairbanks.. 1-0 
1-0 
3-0 
1-0 
1-0 
a5 
32 
Askansas-Pine Bluff .nron2-0 
Austin Peay.. 1-0 
Ball State. 1-0 
Baptist Christian 1-0 
Baylor 9-4 
Belmont 20 
Binghamton. 1-0 
Boston 1-0 
Boston College 3-0 


Bradley, - 
Brigham Young 


Loyola (Md)... 
Loyola Marymount . 
Lsv, 


Tennessee-Martin 
Tennessee State 
Tennessee Tech. 


Colorado State 
Connecticut . 


Texas Arfington . 
Texas-San Antonio 


Easter lilinois z 

Eastem Kentucky. F 

Eastern Washington .. { ‘North Dakota State. 
Florida. = North Texas 
Florida Attantic -0 Northern Colo 


Florida Gulf Coast 
Fresno State 


Northeast Louisiana 
Northeastem Iilinois 
Northern Arizona. 

Norther Colorado... 
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Wichita State 
Winston-Salem State 


inois-Chicago 
Winais State. 
Indiana 
Indiana State 
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Assists 


Through basketball, Coach Bill Self has had 
‘the opportunity to meet and interact with 
‘thousands of young people. In doing so, 
he has observed the difference that caring 
adults, adequate education and accessible 
athletic facilities can make in the lives of 
‘these students. It is the desire to help improve 
‘the communities our young people live in that 
Jed him to create Assists. 


In June 2006, Coach Self and his wife, Cindy, 
established the Assists Foundation, a 501(c) 
(3) organization to serve as a fundraising 
Conduit for organizations that serve a variety 
of youth initiatives. The Assists Foundation 
has made significant strides in a short period 
of time. With the help of generous friends and 
corporations, Assists has been able to build 
reserves for very big, very exciting, overdue 
projects. 


The mission of Assists is to help provide 
young people access to better lives. This is 
accomplished by identifying areas of need 
and working with other community-based 
institutions to provide creative and lasting 
solutions. Through Assists, folks can make 
a difference in the everyday lives of young 
people. 


Through his foundation, Self has received 
‘two charitable awards. In April 2014, he 
received the Wayman Tisdale Humanitarian 
Award from the United States Basketball 
Writers Association of America. The Tisdale 
Humanitarian Award recognizes an individual 
involved in college basketball that has had a 
significant and positive impact on and away 
from the court. 


In September 2015, Self received the 
Mannie Jackson — Basketball's Human Spirit 
Award, presented by the Naismith Memorial 
Basketball Hall of Fame. Winners of the award 
exhibit qualities such as striving to improve 
‘the community, making a commitment to 
others, hard work and embracing the core 
values of the game. 


Assistyouth.org 
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Kurtis Townsend joined the Kansas staff in summer 2004. 
Since his arrival in Lawrence, Townsend has been a part of 
the KU program which has won a national championship, 
reached two NCAA Tournament tite games, four NCAA 
‘Tournament Elite Eights and six NCAA Sweet 16s. KU has 
won 12 consecutive Big 12 regular-season titles and seven 
conference tournament crowns with Townsend on the 


Sidelines. Also while at Kansas, Townsend has coached 10 
NBA Draft Lottery selections, 20 overall NBA draftees and 
47 Al-Big 12 Jayhawks, 


Recognized as a top assistant by many national 
organizations, Townsend played a major role in recruiting 
KU's NBA draftees Andrew Wiggins, Ben McLemore, 
Brandon Rush, Darrell Arthur, Julian Wright and Josh Selby, 
as well as 2010 Consensus All-American Sherron Collins. 
He also was instrumental in bringing current Jayhawks 
Frank Mason and Josh Jackson to KU. 


Townsend joined the Jayhawk staff after serving as an 
assistant under Perry Clark at the University of Miami for 
one season, He also served as an assistant at Southern 
California, Michigan, California and Eastem Kentucky. 


Prior to Miami, Townsend spent two seasons at USC 
helping guide the Trojans to two Pac-10 Tourament 
championship games. in 2001-02, his first season with the 
Trojans, USC finished 22-10, earning an at-large bid to the 
NCAA Tournament and finishing the season ranked 18th in 
the nation by the Associated Press. 


Before USC, Townsend spent three seasons at Michigan 
helping lead the Wolverines to the NIT in 2000. He was also 
an assistant at Eastern Kentucky in 1997-98 following four 


seasons at California (1993-97), where he helped coach 
the Golden Bears to three NCAA Tournament appearances 
(1994, 1996, 1997), including a trip to the Sweet 16 in 
1997. 


Townsend has coached numerous NBA players including 
KU's contingent from the last 12 seasons: Wayne Simien, 
Julian Wright, Mario Chalmers, Brandon Rush, Darrell Arthur, 
Darnell Jackson, Sasha Kaun, Xavier Henry, Marcus Mortis, 
Markieff Morris, Josh Selby, Cole Aldrich, Thomas Robinson, 
Tyshawn Taylor, Ben McLemore, Jeff Withey, Andrew Wiggins, 
Joel Embiid, Tarik Black, Kelly Oubre, Cliff Alexander and 
Cheick Diallo. Additionally, he has mentored Jason Kidd, 
Lamond Murray, Tremaine Fowikes, Shareef Abdut-Rahim, 
Ed Gray, Sean Marks, Michael Stewart, Jamal Crawford, Lou 
Bullock, Sam Clancy and Guillermo Diaz. While at Cal, he also 
coached former NFL player Tony Gonzalez 


Townsend began his coaching career atthe high school level 
in his hometown of San Jose, California, having served as 
an assistant coach at Leland (1984-87) and Del Mar (1987- 
£89). He then became head coach at Leigh (1989-91) where 
his teams won two league titles and later advanced to the 
state championship. From there, Townsend was head coach 
at Willow Glen High School (1991-93) where his team made 
itto the sectional finals two-straight years. 


Townsend played point guard at Western Kentucky for two 
seasons (1978-80), helping the Hilltoppers to the 1980 Ohio 
Valley Conference title and an NCAA Tournament bid. He 
spent the 1981 season in the CBA for the Montana Golden 
Nuggets and eared a bachelor's degree in recreation from 
Westem Kentucky in 1982. 


Prior to transferring to Western Kentucky, Townsend played 
two seasons at Menlo (California) Junior College where 
he eared first-team all-state and All-America honorable 
mention honors in 1978. 


Townsend is married to the former Linda Woodson. He has 
five children: Tanika, Marques, Keisha, Kaliyah and Myka 
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Roberts enters his sixth season on the Kansas sidelines 
after rejoining Bil Set's staf in June 2012. Roberts was 
on Sef’ frst KU staff in 2003-04 and returned prior to 
the 2012-13 season. in his time at Kansas, the Jayhawks 
have won four Big 12 regular-season titles, two Big 12 
‘Tournament championships and twice have advanced to the 
NCAA Tournament Eite Eight and Sweet 16. 


While on the KU sidelines, Roberts has coached four NBA 
Lottery selections in Ben McLemore, Andrew Wiggins, 
doe! Embiid and Kelly Oubre Jr. and eight NBA Jayhawks. 
‘Additionally, 25 KU student-athletes have been named to 
the Al-Big 12 team, including two Big 12 Defensive Players 
of the Year under Roberts’ watch 


Roberts retumed to Kansas after serving the 2011-12 
season as an assistant coach at the University of Florida, 
where the Gators were 26-11 and advanced to the Elite 
Eight ofthe 2012 NCAA Tournament 


Roberts is no stranger to Kansas or Self. He spent nine 
seasons on Sel’ staffs at KU in 2003-04 as associate head 
coach; three years at Ilinois (2000-03), including serving as 
associate head coach in 2002-03; three seasons at Tulsa 
(1997-2000) and two years at Oral Roberts (1995-97). 


Prior to his year in Gainesville, Roberts spent six seasons 
as the head coach at St. John's in New York, where the 
Queens, New York, native took over the Red Storm in 2004. 


In his first season, the Red Storm shor 
coming off several losing seasons they could compete 
at a high level with a pair of top-25 victories over No, 17 
North Carolina State and No. 21 Pittsburgh while claiming 
the championship at the 2004 Holiday Festival at Madison 
Square Garden. St. John's also defeated long-time rival 
Georgetown that year. 


that despite 


Roberts’ second season, 2005-06, St. John's improved 
its overall and conference record and claimed the Holiday 
Festival championship for a second-consecutive year. 
The team also scored its first top-10 win under Roberts, 
defeating No. 9 Pittsburgh, 55-50, on Jan. 21 just four days 
after another top-25 win against No. 17/15 Louisville, 68- 
56. 


In 2008-09, St. John's scored its biggest victory of Roberts’ 
tenure, knocking off No. 7 Notre Dame and added a pair 
cof wins over Georgetown, including a first-round matchup 
in the Big East Tournament. In his final season with the 
program, Roberts led St. John's past UConn in the Big East 
Tournament and earned a postseason berth in the NIT. 


A 1987 graduate of Queens College with a bachelor's 
degree in health and physical education, Roberts is the 
schoo!'s third all-time leading scorer with 1,719 points, He 
also is the career leader in steals (253) and is second in 
assists (460), and had his number (15) retired by his alma 
mater in 1993. 


Roberts’ first job out of college was under legendary high 
school coach Jack Curran at Archbishop Molloy High 
‘School in Queens, where he spent three years as the head 
freshman coach and an assistant on the varsity squad. 
While at Archbishop Molloy, he had the opportunity to coach 
many noted New York players, highlighted by the 1991 No. 
2 overall NBA draft pick Kenny Anderson. 


He and his wife Pascale have two sons, Nicholas (Niko), 
who was a four-year letterwinner at Kansas from 2011-14 
and graduated from KU in spring 2014, and Justin, a men’s 
basketball freshman at Toledo, 


JERRANCE HOWARD 


Jerrance Howard 


Known as one of the top recruiters in the nation, Jerrance 
Howard came to KU in May 2013. Two months later, Howard 
‘was ranked 12th among the top recruiting assistant coaches 
in NCAA Division | by ESPN.com in a survey of more than 
200 head coaches. 


In three seasons at KU, Howard has been part of Kansas’ 
three Big 12 regular-season championships, one Big 12 
Tournament tile, two in-season toumey fitles and three 
NCAA Championship appearances, including an Elite Eight 
run in 2016. Additionally, Howard has seen five Jayhawks 
move on to the NBA, including Andrew Wiggins and Joel 
Embiid, the No, 1 and No. 3 overall selections in the 2014 
NBA Draft. 


In the summer of 2015, Howard was an assistant coach who 
Quided the USA National Team, made up mainly of University 
of Kansas student-athletes and KU coaches and staff, to 
the gold medal at the World University Games in Gwangju, 
Korea, by posting an 8-0 record. The medal was USA's first 
in three World University Games and the first gold, 14th 
‘overall for the Americans since 2006. 


Howard came to KU after one season in the same position 
‘on Larry Brown's staff at SMU. Prior to SMU, Howard spent 
the previous five seasons as an assistant coach at his alma 
‘mater, linois. He was also interim head coach for the lini. 
Whill at Ul he eamed a reputation as one of the top young 
assistant coaches in the country and one of the nation's best 
recruiters. Before llinois, Howard spent three-plus seasons 
on Billy Gilispie's staffs at Texas ABM and Kentucky. 


‘A Peoria, Ilinois, native, Howard was a four-year 
letterwinner for the Fighting lini from 2001-04, 
including three seasons for Bill Self. During his career, 
linois compiled a record of 104-31 overall and was 
48-16 in the Big Ten Conference. The lini won three 
Big Ten Championships (2001, 2002, 2004), a Big Ten 
Tournament title (2003) and appeared in the NCAA 
Tournament all four years, advancing to the Elte Eight in 
2001 and the Sweet 16 in both 2002 and 2004, 


Howard brings with him a strong playing career, over half 
of which was spent under Self. He played point guard 
for the Mini along with All-Americans Frank Wiliams, 
Dee Brown and Deron Williams. Howard developed a 
reputation as the program's inspirational leader and was 
‘@ team captain his junior and senior seasons. He also was 
a two-time winner of the Kenny Battle Award, an accolade 
voted upon by the players and coaches and given to an 
Wini who ears the respect of his teammates through 
hard work and effort in games and practice each day, 


Howard eared a bachelor’s degree in speech 
‘communication from the University of linois in 2004, He 
is married to the former Jessica Wordlaw, who also is an 
llinois graduate. The Howards have a son, Jerrance J, 
and a daughter, Jaya Brooklyn-Rose. 
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Support Staff 


Brennan Bechard was named director of basketball 
operations in June 2013. Bechard joined the Kansas 
basketball staff as a graduate student manager in August 
2009 and was named assistant director of basketball 
operations in summer 2011 


In his role, Bechard works with the day-to-day operations 
with the KU program in the office, travel and scouting, 


As a staff member, Bechard has been the part of sic Big 12 
regular-season championships, four Big 12 Tournament 
tiles, four NCAA Tournament Sweet 16s and one Final Four. 


‘An invited walk-on who lettered three seasons at KU from 
2007-09, Bechard saw action in 35 games and started his 
final home game in Allen Fieldhouse against Texas. The 
‘guard appeared in five postseason contests for KU. 


In his three seasons at KU as a player, Bechard eared three 
championship rings. He was a member of the 2008 NCAA 


Former Kansas men's basketball guard Jeremy Case 
rejoined the KU staff as video coordinator in August 2016. 


Case came to KU after four seasons as an assistant coach 
at Houston Baptist University. While at HBU, under longtime 
Huskies’ head coach Ron Cotte, Case was part of the 
Huskies’ transition from the Great West Conference to the 
‘Southland Conference in 2013-14. After finishing 6-25 in 
2013-14 and 14th in the Southland, the Huskies improved 
every year going 12-16 and tying for eighth in 2014-15 and 
17-17 and fifth in the 2015-16. 


Case was a member of Kansas’ 2008 NCAA National 
Championship team and after graduation was on the KU 
staff while taking graduate courses at KU for the 2008-09 
season. From there, Case was an assistant coach at 
Southeast Missouri State for three years before Houston 
Baptist. 


A native of McAlester, Oklahoma, Case played in 94 games 
while at Kansas and won four Big 12 regular season and 
three Big 12 postseason tournament championships. 
Including the 2008 title, Case was part of three NCAA Elte 
Eight teams while playing at KU. 


A redshirt in 2004-05, Case earned his bachelor’s degree in 
‘communications in 2007 and was a two-time Academic 
All-Big 12 First Team honoree in 2006 and 2008. 


Case's father, Win, is an assistant men’s basketball coach at 
Middle Tennessee and was a college teammate of KU head 


National Championship team, three Big 12 regular-season 
tile squads and two Big 12 Championship tite teams. 
Additionally, Kansas advanced to two NCAA Bite Eights 
(2007, 2008), three Sweet 16s and one Final Four with 
Bechard wearing the Crimson and Biue. 


Bechard came to Kansas from Barton County Community 
College where he played for the 2005-06 season. 


A native of Lawrence, Kansas, Bechard graduated from KU 
in spring 2009 with a degree in sport management. He was 
named to the Athletics Director's and Big 12 Commissioner's 
honor rolls his sophomore year 


Bechard is married to the former Danielle Hayes. Bechard’s 
father, Ray, is the head volleyball coach at Kansas and his 
sister, Ashley, was a four-year volleyball letterwinner at KU 
from 2001-04 


coach Bill Self at Oklahoma State. Case's mother, Rita 
Newton, played college basketball at Seminole (Oklahoma) 
Junior College. 


Fred Quartlebaum joined the Kansas men's basketball staf 
sdent-athlete development in June 2013. in 
three seasons at KU, Quartlebaum has been part of Kansas’ 
10th, 11th and 12th-straight Big 12 regular-season 
championships, one Big 12 Tournament title, two in-season 
tourney titles and an NCAA Championship Elte Eight run in 
2016. Additionally, Quartlebaum has seen five Jayhawks 
move on to the NBA, including Andrew Wiggins and Joel 
Embiid, the No. 1 and No. 3 overall selections in the 2014 
NBA Draft. 


In the summer of 2015, Quartlebaum was an assistant 

coach who guided the USA National Team, made up mainly 

of University of Kansas student-athletes and KU coaches and 

staff, to the gold medal at the World University Games in 

Gwangju, Korea, by posting an 8-0 record. The medal was 

USA’ first three World University Games and the first gold, 
4th overall, for the Americans since 2005. 


Quartlebaum has a long resume of basketball coaching 
experience, which encompasses more than 20 years. He 
came to KU after working as associate director of PACT 
(Personalized Achievement Contract), a leadership and 
mentoring program at Mercy College in New York. Additionally, 
in 2010, he started his own company, 212 Hoops, which 
combines his experience developing collegiate athletes to 
youth basketball. Prior to his position at Mercy College 
Quartlebaum spent six seasons as an assistant coach at St 
John's under current KU assistant coach Norm Roberts. 


Following a stint in the high school ranks, Quartlebaum then 
was an assistant coach at Navy (1992-96), Towson (1996- 
97), Holy Cross (1997-98) and Fairfield (1998-99) before 
joining Matt Doherty at Notre Dame in 1999-2000. He 
‘accompanied Doherty to North Carolina (2000-03) where he 
played a part in recruiting four McDonald's All-Americans 
that eventually would win an NCAA title in 2005. After UNC, 
he was an assistant for one season under head coach 
Wayne Morgan at lowa State (2003-04) before joining 
Roberts’ staff at St. John's 


While at St. John’s, Quartlebaum attended the Black 
Coaches Association's (BCA) “Achieving Coaching 
Excellence” (ACE) program. He was also named to the NCAA 
Men's Basketball Ethics Coalition. 


Quartlebaum played collegiately at Fordham where he was a 
four-year letterwinner from 1985-89. He helped the Rams to 
an NIT appearance in 1988 and was co-captain his senior 
season. The Dobbs Ferry, New York, native graduated from 
Fordham in 1989 with a degree in communications. 


Quartlebaum is married to the former Christy Stephens, The 
‘couple has two sons, Trey and Mayson. 
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SOCIATE DIR. SPORTS MEDIC 


CHILDREN ) 


Bill Cowgill, who has been a Division | athletic trainer 
for 19 years at three different institutions, is in his 
14th year as the head athletic trainer for men’s 
basketball at Kansas. Cowgill was also the head 
trainer for the USA gold medal men's basketball team 
at the 2015 World University Games. 


Cowgill came to Lawrence from Miami (Florida), 
where he served as the primary athletic trainer for 
men’s basketball, men’s and women’s track & field 
and volleyball forfour years. 


Prior to his stint at Miami, Cowgill spent two seasons 
as an assistant athletic trainer at the University 
of Notre Dame, where he worked with women's 
basketball, men’s and women's cross country, 

track & field and spring football 


Cowgill spent two years as a graduate assistant 
at the University of Arkansas, where he earned a 
master's degree in. sports administration in 1997. 
In the summer of 1994, he was an intern with the 
Indianapolis Colts of the NFL. 


He served as a student trainer at his alma mater, Ball 
State, from 1990 through 1994. Between his tenures 
at Ball State and Arkansas, Cowgill spent one year as 
an assistant athletic trainer at Saint Joseph's College. 


Cowgill is a member of the National Athletic Trainers 
‘Association. A native of Highland, Indiana, Cowgill and 
his wife Kirsten have two sons, Lee and Ethan. 


Support Staff 


ALMAMATER 


‘Andrea Hudy, the Assistant Athletics Director for Sports 
Performance, joined the Kansas staff in September 2004. 
Since her arrival at KU, Hudy has handled the strength 
and conditioning responsibilities for the KU men's 
basketball team. Hudy oversees the Anderson Strength 
and Conditioning Complex for all KU sports. 


In January 2013, Hudy was named the National College 
Strength and Conditioning Coach of the Year by the 
National Strength and Conditioning Association for her 
dedication to Improving athletic performance with safe 
and effective science-based programs. In summer of 
2014, her first book, Power Positions, was published with 
the potential for more books in the future. 


Including the 20 Jayhawks that have been drafted in the 
National Basketball Association, she has worked with 40 
former student-athletes who went on to play in the NBA. 


In addition to her success in developing collegiate athletes 
into professionals, Hudy has helped Kansas student. 
athletes stay on the cutting edge of performance training, 
In the summer of 2012, Kansas became a signature 
school forthe EliteForm training system, which integrates 
technology into workout sessions. KU was also the first 
to use the SpartaTrac™ system to optimize players 
individual strength programs to improve performance and 
decrease chance of injury 


Hudy came to Kansas after nine-and-a-half years at the 
University of Connecticut, where she worked closely with 
the Huskies’ national champion men's and women's 
basketball teams. In all, Hudy was part of eight national 
championship teams while at Connecticut - two men's 
basketball, five women’s basketball and one men’s soccer. 


‘A native of Huntingdon, Pennsylvania, Hudy was a four- 
year letterwinner in volleyball at Maryland where she 
Graduated in 1994. Her freshman season at Maryland, 
she was a member of the 1990 Atlantic Coast Conference 
volleyball championship team. 


Hudy eamed her bachelor of science degree in 
Kinesiology at Maryland and her master’s of art and sj 
biomechanics degree from Connecticut. She is pursuing 
her MBA at KU. Additionally, she is a certified strength 
and conditioning specialist by the National Strength and 
Conditioning Association and a USAW Level | Coach. 


DR. SCOTT WARD 


CIATE AD 


CAREER COUNSELING 


Scott Ward is in his 14th year in the Student-Athlete 
Support Services department. In summer 2009, he was 
promoted to Associate Athletics Director for Academic 
and Career Counseling. 


Ward assists in the coordination of various support 
services including course scheduling, academic progress 
monitoring, individual counseling and Big 12 Conference 
and NCAA certification. In addition to working directly 
with KU men's basketball, Ward also supervises the 
volleyball academic support program. 


During Ward's stint with men's basketball, Kansas has 
had 32 Academic All-Big 12 selections, which Is more 
than any other conference school. Included are first- 
team Academic All-Americans Cole Aldrich (2010) and 
Tyrel Reed (2011). Aldrich was named the Academic 
All-American of the Year in 2010. Additionally, KU men's 
basketball was acknowledged in June 2015 with the 
NCAA's Public Recognition Award for achieving scores 
among the top-10 percent of all NCAA Division | men's 
basketball teams, a streak of nine-consecutive years 
honored, which places Kansas among just six other 
men's hoops teams with nine or more awards. 


In addition to working with the student-athletes, Ward 
says one of the most rewarding parts of his job is 
working with the KU faculty. 


Prior to assuming his position in the athletics department 
in the summer of 2003, Ward was a faculty member in 
the School of Education at the University of Kansas. He 
has received multiple teaching awards as an instructor 
in the Health, Sport and Exercise Sclence departments. 


Ward is very proud to have eared three degrees from 
KU: a BS.Ed. in education with an emphasis in exercise 
science in 1991, an M.S.Ed. in education with an 
emphasis in athletic administration and sport psychology 
in 1993, and a Ph.D. in education with an emphasis in 
sport psychology and support in counseling psychology 
in 1996 


A native of Kingman, Kansas, Ward and his wife Robin 
find Lawrence a great place to keep in touch with old 
friends and college chums. 


JOANIE STEPHENS 


MINISTRATIVE ASSISTANT 
TO THE HEAD COACH 


A familiar face in the Kansas athletics department, 
Joanie Stephens is in her 20th year as administrative 
assistant to the head men’s basketball coach. 


Stephens, who worked from 1983 to 1995 in the 
Williams Education Fund office at KU, is in her 3rd 
year with the Kansas Athletics department overall. 
She began her career at KU as an administrative 
assistant in the Williams Education Fund and was 
named assistant to the director in 1988. 


‘Stephens has administrative duties in the day-to-day 
‘operations of the Kansas basketball office. As head 
coach Bill Self's administrative assistant, she assists 
in the travel agenda and itinerary of the Jayhawks’ 
head coach. 


A resident of Lawrence since 1980, Stephens 
attended the University of Michigan. She and 
her late husband, Don, have five children and 13 
grandchildren. 


Support Staff Hi 


TAMI HOFFMAN 
MINISTRATIVE 


‘Tami Hoffman is in her 14th season with the Kansas 
basketball office as an administrative assistant. 


Hoffman has various administrative duties in the 
office along with working with the assistant coaches 
‘on travel and scouting. She also plays a main role in 
the administration of the Bill Self Basketball Camps 
and clinics. 


A Kansas native, Hoffman has been with the University 
of Kansas a total of 14 years. 


Hoffman and her husband, Brian, reside in Lawrence. 
They have one son, Kyle, who is a sophomore at KU. 
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SEAN LESTER 
DEPUTY ATHLETICS DIRECTOR 


CHILDREN MASON AND OWEN 


Sean Lester joined the Kansas Athletics department 
in September of 2003 as an Associate Athletics 
Director, was appointed Interim Athletics Director 
from September 2010 until February 2011 and 
since January 2013 has served as Deputy Athletics 
Director. 


‘At Kansas, Lester is involved in all aspects of the 
department. He directly oversees the Jayhawk men's 
basketball, football and baseball programs, 


Prior to KU, Lester spent eight years at the University 
of Connecticut as a senior administrator. During his 
tenure, UConn earned multiple men's and women's 
NCAA Championships. In addition, he oversaw the 
expansion and upgrades in the football program from 
Division IAA to Division 1A. 


Lester received a master's degree in education in 
1995 with a concentration in sport administration 
from the University of Connecticut. He holds a 
bachelor's degree in English from Eastern Connecticut 
State University. He was also awarded a certificate 
of completion in 2003 from the Sports Management 
Institute, Consortium of the Universities of North 
Carolina and Southern California. 


A native of Mansfield, Connecticut, Lester resides in 
Lawrence with his wife, Christine and sons, Mason 
and Owen. 
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University Chancellor 


Since arriving at the University of Kansas in 2009, 
Bemadette Gary-Little has advanced KU's mission 
of lifting students and society by educating leaders, 
building healthy communities and making discoveries 
that change the world. 

Through the Bold Aspirations strategic plan, KU is 
changing the way it prepares students for success. I's 
fostering research and scholarship across ail disciplines, 
and sharing the benefits of a flagship university with the 
state and world 


Gray-Little led the effort to create new admission 
standards for the University of Kansas. These new 
standards go into effect for freshmen entering KU in the 
fall of 2016 and will give students and families a more- 
accurate picture of what it takes to be successful at a 
research university 


Under Chancellor Gray-Litte’s leadership, the university 
has also revamped financial aid, creating four-year 
renewable scholarships and expanding the Jayhawk 
Generations Scholarship. And it has launched its 
first university-wide curriculum, the KU Core, which 
incorporates both classes and experiences, making KU 
a leader among its national peers 


Gray-Little has also been instrumental to Far Above: 
The Campaign for Kansas, KU Endowment's $1.2 billion 
‘comprehensive fundraising campaign. Additionally, the 
university's Changing for Excellence initiative is making 
administrative operations more efficient, with the savings 
being invested in education and research, 


‘As chancellor, Gray-Little is the chief executive officer 
of the university, overseeing campuses in Lawrence, 
Kansas City, Overland Park, Salina and Wichita, as well as 
research and educational centers in Garden City, Hays, 
Parsons, Pittsburg, Topeka and Yoder. 


Gray-Little serves on the Board of Directors for the 
Association of Public and Land-grant Universities, and 
‘will conclude a term as chair of that board this year. She 
is a member of the Council on Foreign Relations, and 
begins a five-year service on the National Institutes of 
Health Advisory Committee for the Director in 2017. 


Prior to becoming KU's 17th Chancellor, Gray-Little held 
leadership positions at the University of North Carolina- 
Chapel Hill, including executive vice chancellor and 
provost. 


Director of Athletics 


DR. SHEAHON ZENGER 


POSITION ATHLETICS DIRECTOR 
EXPERIENCE ‘SIXTH YEAR AT KU 
KANSAS STATE 


CHILDREN 
HISTORY 
KANSAS STATE, 
‘ASSOC, ATHLETICS DIRECTOR 
\WOMING, 
‘ASST. HEAD FOOTBALL COACH 


LUKE, ABBY, JAKE 


ILUNOIS STATE, 
ATHLETICS DIRECTOR 


Dr. Sheahon (SHAY-un) Zenger’s genuine care for 
coaches and student-athletes has hallmarked his career 
in intercollegiate athletics. 


That care, which he has exhibited since his arrival as 
Athletics Director in January 2011, has helped KU's 
coaches and student-athletes achieve outstanding 
Performances on both the conference and national 
stages. Highlights include: 


© A National Championship for the Women’s Outdoor 
Track & Field team, and seven individual national 
championships. 

© NCAA Final Four and Elite 8 appearances for Men's 
Basketball and six Big 12 Conference regular-season 
championships, raising that streak of titles to 12. 

© NCAA Final Four and Sweet 16 (and four straight 
NCAA) appearances for Volleyball. 

© Two NCAA Sweet 16 appearances for Women's 
Basketball. 

‘© NCAA Tournament appearances for Softball (twice), 
Baseball, Soccer, Men's and Women's Golf, and Tennis. 
‘© Four National Coach-ot-the-Year awards — Stanley 
Redwine, women's track and field; Bill Self, men's 
basketball; Ray Bechard, volleyball, and Laura Kuhn 
(assistant coach), volleyball — and several Big 12 
Conference Coach-of-the-Year awards — Self (three 
times), Redwine (three times), Bechard (three times), and 
Clark Campbell, swimming (twice). In addition, third-year 
tennis coach Todd Chapman was named 2016 Coach 
of the Year for the Central Region after leading the 
Jayhawks to their first NCAA Tournament appearance in 
17 years. 


During 2015-16, 12 KU teams were represented 
lin NCAA postseason competition, the most-ever KU 
‘appearances in one year. 


Zenger has spearheaded some $80 million in new 
Kansas Athletics facilities as well — improvements he 
expects will help KU's coaches and student-athletes 
continue their run of outstanding performances. Notable 
‘among these is the completion of the DeBruce Center, 
the new permanent home of James Naismith’s original 
“Rules of Basket Ball.” In addition, a $2 milion renovation 
of the football locker room is now underway. The track 
surrounding the football fied was removed in summer 
2014, replaced with new artificial tur, bringing the turt 
to within 10 feet of the stands. A $1 million renovation 
of the Jayhawks’ Sports Medicine Facility has provided 


‘modernized rehabilitation, an x-ray room and treatment 
areas. Fall 2015 saw the opening of McCarthy Hall, 
which houses the men's basketball team and an equal 
number of distinguished non-student-athletes. The 
beautiful new, nationally acclaimed Rock Chalk Park, 
home to KU soccer, softball, and track and field, has 
already hosted its first NCAA meet, and more are on 
the horizon. And the soon-to-be-completed Jayhawk 
Tennis Center, an indoor-outdoor complex at Rock 
Chalk Park, will house the KU tennis team, 


Stressing a culture of competitiveness and 
citizenship, Zenger has instituted KU Leads, a 
student-athlete development program dedicated to 
fostering committed leaders and supporting career 
development. 


Zenger came to KU after serving for five years as 
athletics director at Winois State University, helping 
steer ISU Athletics to a place of prominence in the 
‘Missouri Valley Conference. ISU reached new heights 
in fundraising, academics and community service 
during Zenger's tenure there. 


Zenger’s career took several turns before landing in 
athletics administration, He coached football at Drake 
University right after graduation; he then joined Bill 
‘Snyder's staff at Kansas State, serving in key roles as 
assistant recruiting coordinator and director of football 
operations. He also coached at South Florida and 
Wyoming. 


Zenger earned two degrees from Kansas State before 
coming to KU to eam his Ph.D. in educational policy 
and leadership, strengthening his understanding of 
university leadership at the highest levels. He served 
‘as KSU's associate athletics director for development 
before becoming Athletics Director at Illinois State in 
2005. 


Zenger recently chaired KU's Diversity, Equity and 
Inclusion Advisory Group, and also serves on the 
University’s Brand Leadership Committee. He served 
for three years on the NCAA Division | Committee 
on Student-Athlete Reinstatement and on two NCAA 
Division | Football Championship Subdivision (FCS) 
Division committees. He was also a member of the 
Executive Committee of NACDA’S Division | FCS 
Athletic Directors Association. He is married to the 
former Pam McAnarney; they have three children: 
Luke, Abby and Jake. 
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NCAA COMPLIANCE 

‘As a fan of KU Athletics, it is important to become 
familiar with NCAA, Big 12 and Kansas Athletics 
Compliance rules. Please review the following 
information as a brief guide to NCAA compliance 
and feel free to contact our office at any time. We 
appreciate your support and cooperation. Rock Chalk 
Jayhawk! 


BOOSTER DEFINED 

A booster is any individual, independent agency, 
corporate entity (e.9., apparel or equipment 
manufacturer), or other organization that is known to: 

* Hold, or have ever held, season tickets for any 
sport with Kansas Athletics; 

* Have participated in, or to be a member of, 
an agency or organization promoting any Kansas 
‘Athletics program (e.g. University of Kansas Alumni 
‘Association, K Club, sport booster groups, etc.); 

* Have made financial contributions to the athletics 
department or to an athletics booster organization of 
that institution (e.g. Hardwood Club or any sport- 
specific booster groups); 

© Be assisting, or to have assisted in, providing 
benefits to enrolled student-athletes or their families, 
which would trigger booster status under NCAA rules. 
These benefits include, but are not limited to, financial 
assistance, use of a car, use of a cell phone, etc.; 

© Provide allowable benefits (e.g., summer jobs) to 
enrolled student-athletes; or 

Promote Kansas Athletics in any way. 


“This list is not exhaustive. Please contact the Kansas 
Athletics Compliance Office if you have any questions 
about your possible status as a booster. Once an 
individual or entity is deemed to be a booster it carries 
that status forever. 


PROSPECTIVE STUDENT-ATHLETES 
A prospective student-athlete is anyone who has 
entered the ninth grade. Impermissible activities with 
prospective student-athlete include: 

* Having any type of recruiting communication 
including conversations, letters and messages. 

Conducting any evaluation of their physical ability 
‘on behalf of the Kansas coaching staff. 

© Contacting the prospective student-athlete, 
Getting involved without consent from the Compliance 
Office could jeopardize the eligibility of the prospective 
student-athlete. 


Kansas Athletics is responsible for the actions of its 
boosters and fans and is always available to answer 
any. questionsregarding permissible recruiting 
activities. 


EMPLOYMENT OF A STUDENT-ATHLETE 
Employment of a student-athlete is permissible, 
provided all six ofthe following conditions are met: 

1 Student-athlete is only paid for the work actually 
performed; 

2. Student-athlete is paid at the rate commensurate 
With the going rate in that locale for simiar services; 

3, Student-athlete may not be compensated in any 
‘manner for any value or utility that he or she may have 
‘or an employer because of any publicity, reputation, 
fame, or personal following that he/she may have 
because of his or her athletics ability: 


NCAA Compliance 


4, Student-athletes must register all jobs during 
the academic year and the summer by completing 
the Student-Athlete Employment Form and returning 
itto the Athletics Compliance Office prior to beginning 
work; 

5. Proof of eamings is required and all 
‘student-athletes must submit a pay stub at the end of 
‘their employment. All paperwork must be submitted 
along with a verification of earnings; and 

6. Employers MUST confirm their employment of 
Kansas Athletics student-athletes prior to the student- 
athletes’ employment. 


PROMOTIONAL ACTIVITIES — STUDENT-ATHLETES 
© Student-athletes are not eligible for participation 
in intercollegiate athletics if he/she accepts 
‘compensation, or permits the use of his/her name or 
pictures to promote a commercial enterprise. 

* A student-athlete’s name or picture may not be 
used to advertise, recommend, or promote directly the 
‘sale or use of a commercial product or service of any 
kind. 

If a student-athlete's name or picture appears 
‘on commercial items (t-shirts, playing cards, posters, 
photographs, etc.) or is used to promote a commercial 
Product without the student-athlete's knowledge or 
permission, the student-athlete and the institution are 
required to take steps to stop such an activity in order 
to retain the student-athlete’s eligibility. 


EXTRA BENEFITS 

An extra benefit is any special gift or arrangement 
Provided to a student-athlete, or student-athlete's 
friends or family members which is not available to 
the general KU student body or the general public. 
Should a prospective student-athlete or current 
‘student athlete receive an extra benefit they will be 
ineligible for competition. 


IMPERMISSIBLE EXTRA BENEFITS EXAMPLES 
(THIS IS NOT AN EXHAUSTIVE LIST): 

For Prospective Student-Athletes and Enrolled 
Student-Athletes 

For Prospective and Current Student-Athletes: 

* Cash or loans or the co-signing of loans 

‘ Assistance with paying bills, rent or mortgages 

Use of an automobile or any other transportation 

‘* Admission to an event (e.g. movies, athletic 
events, banquets, clubs, special events/parties, 
concerts, etc.) 

Gifts of any kind, including those on special 
‘occasions such as birthdays, religious holidays, 
graduation, etc. 

* Free or reduced-cost services, rentals, or 
purchases of any type (e.g. meals, drinks, clothing, 
laundry, haircuts, legal fees, tattoos, golf, car repairs, 
etc.) 

Free or reduced-cost housing for any length of 
time --Entertainment 

‘Use of your telephone or credit card 

‘= Providing them a meal 

* Academic assistance of any kind (e.g., tutoring, 
editing papers/projects, assistance in completing 
class work, use of computer, etc.) 


RECRUITING INDUCEMENT: 
AA recruiting inducement under NCAA rules is any 
special gift or arrangement provided to a prospective 
student-athlete that is not available to the general 


population. The arrangement of such a benefit would 
be considered an improper inducement to encourage 
the eventual enrollment of a prospective student- 
athlete. 


GAMBLING ACTIVITIES 

NCAA rules prohibit student-athletes and athletic 
department staff members from participating in any 
sports gambling activity or providing information 
concerning competitions to individuals involved in 
organized gambling activities. Additionally, it is a 
violation of federal law for boosters, student-athletes, 
or staff members to tamper with the outcome of a 
Collegiate contest. Please do not ask any student- 
athletes or staff members for information regarding 
student-athlete performance/injuries. 


NCAA RULES 
Top 10 Things Fans & Friends of Kansas Athletics 
‘Should Know About NCAA Rules: 


1. You should always report any suspected or known 
violations to the Compliance Office immediately. 

2. The NCAA holds Kansas Athletics accountable 
for the actions of its fans and supporters. If you are 
involved with NCAA violations (known or unknown), 
Kansas may have to forfeit games, entire seasons, 
‘scholarships, recruiting opportunities, or may be 
prohibited from participating in the post-season. 

3. You may send information about prospects to 
Kansas Athletics coaching staff members. 

4. You may continue established relationships with 
friends and neighbors whose children are prospects 
or student-athletes. The relationship must pre-dates 
high school and is not based on his/her status an 
athlete (must register with Compliance). 

5. You may not be involved in recruiting prospective 
student-athletes on behalf of Kansas Athletics. A 
prospective student-athlete is a student who has 
started classes for the ninth grade. 

6. You may not become involved in arranging for 
@ prospect, a Kansas student-athlete, or a Kansas 
‘student- athlete's friends or family to receive money 
r financial assistance of any kind. 

7. You may not provide transportation to a prospect, 
‘student-athlete or their friends and family. 

8. You cannot spend funds to entertain prospects, 
‘student-athletes or their friends and family. 

9. You may not use a photo or name of a student- 
athlete for commercial purposes or sell student- 
athlete memorabilia. 

10. Always ask before you act! 


Ft 
FOR SPECIFIC NCAA RULE 
INTERPRETATIONS, PLEASE 
CONTACT THE ATHLETIC 
COMPLIANCE OFFICE: 


Kansas Athletics Compliance Office 
1651 Naismith Drive 


Lawrence, KS 66045 

Phone (785) 864-4200 
Fax (785) 864-5289 
Email compliance@ku.edu 


Follow us on Twitter @JayhawkComply and like 
us on Facebook at Kansas Athletics Compliance. 
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KANSAS IN THE BIG 12/NCAA 


2015-16 BIG 12; NCAA Top-100 


Free Throw Pct. (713) 
FG Pct. Defense (397) . 
3FG Pct. Defense (.321). 
Rebounding Defense (32.5) 
— Margin (+5.5) . 


Ri wReaeg 


1B 


) : 
‘Assist-to-Tumover Ratio (1.3)... 
Made Three-Pointers (8.0) 


INDIVIDUAL (ALL GAMES) 
‘SCORING 

Perry Ellis (16.9)... . 
Wayne Selden Jr. (13.8). 


Frank Mason tll (12.9)... 
Devonte’ Graham (11.3). 


REBOUNDING 
Landen Lucas (6.8) 
Perry Ellis (5.8) . 
FIELD GOAL PERCENTAGE ioe oe ae 


Perry Elis (531) 
Wayne Selden Jr 


ASSISTS 
Frank Mason tll (4.6). . 
Devonte’ Graham (3.7) . 


FREE THROW PERCENTAGE (de 25 made) 


Perry Ells (785) 
Frank Mason Il (739). ae 

STEALS 

Devonte’ Graham (1.5)... . . 10. 

Frank Mason (1.3). 2... 14. 
THREE-POINT FIELD GOALS MADE 

Devonte’ Graham (1.97)... . . 5. 

Wayne Selden Jr. (1.95)..... 6. 

BLOCKED SHOTS 

Jamari Traylor (89)... . . . 10 

Landen Lucas (75)... . 12 
‘ASSIST-TO-TURNOVER RATIO 

Frank Mason (2.4). 2... . 4. . 15 
Devonte’ Graham (2.2)... 6. . 


2015-16 Highlights 


JAYHAWK 


UNIVERSIADE 
GWANGJU 2015 
pare) 


7) 
L_=panPiOnsn 
—_ aa 


19 27 


NUMBER OF 


UNDEFEATED TRIPS TO THE NCAA 
SEASONS IN ALLEN TOURNAMENT — 
FIELDHOUSE, LONGEST STREAK IN 
INCLUDING 17-0 IN THE NATION 
2015-16 
CONSECUTIVE SEASONS 
THAT KU HAS WON 12 OR 
MORE LEAGUE GAMES - 
A STREAK THAT LEADS 
THE NATION 
1. ALL-TIME AP VICTORIES 2. ALL-BIG 12 3. BUCKET LIST 


Kansas has led its conference in 
home attendance each of the last 
29 seasons, dating back to 1986- 
87. KU has sold out 243-straight 
games dating back to 2001-02. 


Kansas posted a 12-4 record 
against Associated Press nationally- First Team for the second year 


Perry Elis was named All-Big 12 


ranked teams. The 12 wins were 
the most in a season for Kansas, 
surpassing the 10-6 record last Jayhawk has been named to the 
season. The 16 games versus league's first team. At least one 
AP-ranked foes is tied for the most Jayhawk has appeared on the All- 4. 12-STRAIGHT BIG 12 TITLES 
in KU history. The previous high was Big 12 First Team each of the last Kansas’ 12-straight Big 12 titles, 
12 battles versus ranked foes in 16 seasons. Els is also a four-time from 2005-16, are the longest 
three different seasons (1994-95, Academic All-Big 12 selection active consecutive streak of 
2002-03 and 2011-12). In each of Teammates Evan Manning and Svi—_conference titles in NCAA Division 
the last six seasons, the Jayhawks Mykhailuik were also named tothe | and the second longest in NCAA 
have a winning record versus AP- Academic All-Big 12 team. history, only trailing 13 by UCLA 
ranked opponents. from 1967-79. KU's run has been 
under head coach Bill Self, while 
UCLA's was under multiple coaches. 


in a row. This also marks the 
conference-leading 27th time a 


CONFERENCE 
REGULAR-SEASON 
TITLES FOR KU, 
THE MOST IN NCAA 
DIVISION I HISTORY 


5. COACH OF THE YEAR 
Head Coach Bll Self was named the 
Associated Press Coach of the Year 
and the NCAA Division Coach ofthe 
Year by the National Association of 
Basketball Coaches. This was the 
fist time he won the award. Self 
was also named USA Today and 
Bleacher Report coach of the year. 
Self was also one of four finalists for 
the Naismith Coach of the Year. 


2015-16 Highlights 


KU HAS WON 25 

OR MORE GAMES 

IN 11-STRAIGHT 
SEASONS 


6. BIG 12 CHAMPIONSHIP 
‘ALL-TOURNAMENT TEAM 
Senior Perry Elis and sophomore 
(quard Devonte’ Graham were both 
named to the 2016 Big 12 All 
Tournament Team in leading KU to 
its 20th all-time postseason league 
tournament title. They became the 
26th and 27th Jayhawks to be 
named to the Big 12 all-tourney 
team. 


7. BROADCASTING LEGEND 
RETIRES 

Bob Davis, for over three decades 
the play-by-play voice of Kansas 
Jayhawk football and men's 
basketball, retired following the 
2015-16 basketball season. Davis 


ALL-TIME VICTORIES 
WHICH IS SECOND 
MOST IN NCAA 
DIVISION | HISTORY 


began with the Jayhawk Radio 
Network in fall 1984 and called 
eight of the Jayhawks’ 14 NCAA 
Final Four appearances, including 
KU’s 1988 and 2008 national 
championships. He has also 
served for many years as host of 
the weekly radio show “Hawk 
Talk,” featuring the Jayhawk 
football and basketball coaches. 


8. ESPN COLLEGE GAMEDAY 
Kansas hosted ESPN “College 
Gameday" on Jan. 30 with a 90-84 
overtime win over Kentucky. KU has 
hosted “College Gameday” seven 
times, which is more than any other 
‘school. 


2015-16 ACCOLADES 


TEAM 

‘No.1 Overall Seed in NCAA Championship 

‘No.1 in Final AP Poll 

No. 3 USA Today Coaches’ Final Pol 

Big 12 Regular Season Champions 

Big 12 Tournament Champions 

‘Maui Jim Maui invitational Champions 

Preseason Big 12 Coaches poll ranked No. 1 

USA Today Coaches’ Preseason Pol ranked No. 5 

Ranked No.1 (Jan. 11) in both the Associated Press and USA Today 
‘Coaches’ Poll for fist time since Feb. 14, 2011 


BILL SELF 

National Coach of the Year (NABC, Associated Press, USA Today, 
Bleacher Report 

‘Naismith Coach of the Year Finalist (1 of 5) 

Big 12 Coach of the Year (AP) 


CHEICK DIALLO 

Wayman Tisdale Award Watch List (1 of 14) 
‘Kareem Abdul Jabbar Award Watch List 
Preseason Big 12 Freshman of the Year 


PERRY ELLIS 

‘All-America » (Consensus Second Team, USA Today Second Team, 
‘Sports illustrated Second Team, Sporting News Third Team) 

'NABC Honors Court 

Wooden Award Finalist 

‘Senior CLASS Award Finalist 

All-Big 12 First Team 

Big 12 Championship All-Tournament Team 

‘Academic All-Big 12 First Team 

‘Naismith Trophy Midseason 35, 

Wooden Award Late Season Top 20 

Karl Malone Power Forward of the Year Award Finalist (1 of 10) 

‘Senior CLASS Award Candidate (Top 30) 

‘Wooden Award Midseason Top 25 

‘Lute Otson Award Mid-Season Watch (1 of 35) 

Oscar Robertson Trophy Watch List (1 of 33) 

‘Naismith Trophy Watch List (1 of 50) 

‘Maui Jim Maui invitational All-Tournament Team 

Wooden Award Preseason Top 50 

‘Karl Malone Award Watch List 

Preseason All-Big 12 First Team 


DEVONTE’ GRAHAM 

NCAA Championship All-South Region Team 

‘Big 12 Championship Most Outstanding Player 

Big 12 Championship All-Tournament Team 

‘Al-Big 12 Honorable Mention / Big 12 All-Defensive Team, 
‘Big 12 Player of the Week (2/15) 


LANDEN LUCAS 
‘Al-Big 12 Honorable Mention 


FRANK MASON il 
‘AI-Big 12 Second Team / Big 12 Al-Defensive Team 
Eddie Sutton Tustenugee Award Semifinalist (1 of 11) 
‘Oscar Robertson Trophy Watch List (1 of 33) 
Naismith Trophy Watch List (1 of 50) 

‘Maui Jim Maui Invitational co-MVP 

‘Bob Cousy Award Watch List 

Preseason All-Big 12 Honorable Mention 


EVAN MANNING 
'NABC Honors Court 
‘Academic All-Big 12 First Team 


‘SVIATOSLAV MYKHAILIUK 
‘Academic All-Big 12 First Team 
Julius Erving Award Watch List 


TYLER SELF 
NABC Honors Court 


WAYNE SELDEN JR. 
‘All-Big 12 Second Team 

"Naismith Trophy Midseason 35 

Julius Erving Small Forward ofthe Year Award Finalist (1 of 10) 
‘Oscar Robertson Trophy Midseason Watch List (1 of 20) 
Wooden Award Midseason Top 25 

scar Robertson Trophy Watch List (1 of 33) 

‘Naismith Trophy Watch List (1 of 50) 

‘co-Big 12 Player of the Week (11/30) 

‘Maui Jim Maui invitational co-MVP 

‘Maui Jim Maui invitational All-Tournament Team 

Julius Erving Award Watch List 


LAGERALD VICK 
‘Academic All-Big 12 Rookie Team 
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22 | a). Non-Returning Letterwinners 
Cheick Diallo 


F/6-9 / 220 / Kayes, Mali, Africa / Our Savior New American HS (N.Y.) 


Career Honors: 2015-16: Wayman Tisdale Award Watch List (1 of 14) ... Kareem Abdul-Jabbar Award Watch List ... Preseason Big 12 
Freshman of the Year. 


CAREER STATISTICS 
Year GP GS) Min Avg FG FGA Pct 3FG FGA Pct FT FIA Pct Off Def Tot Avg PF FO Ast TO Bk Stl Pts Avg 
2015-16 27 1 202 75 33 58 569 0 0 000 15 27 566 17 51 68 25 38 1 #1 «17 2 7 8 30 


Perry Ellis 
F/6-8 / 225 / Wichita, Kan./ Wichita Heights HS 


Career Honors: 2015-16: All-America » (Consensus Second Team, USA Today Second Team, Sports illustrated Second Team, Sporting News Third Team) ... NABC 
Honors Court ... Wooden Award Finalist ... Senior CLASS Award Finalist ... All-Big 12 First Team ... Big 12 Championship All-Tournament Team ... Academic All-Big 
12 First Team ... Naismith Trophy Midseason 35 ... Wooden Award Late Season Top 20 ... Karl Malone Power Forward of the Year Award Finalist... Senior CLASS 
‘Award Candidate ... Wooden Award Midseason Top 25 ... Lute Olson Award Mid-Season Watch (1 of 35) ... Oscar Robertson Trophy Watch List (1 of 33) ... Naismith 
Trophy Watch List (1 of 50)... Maui Jim Maui Invitational All-Touriament Team ... Wooden Award Preseason Top 50 ... Karl Malone Award Watch List ... Preseason 
All-Big 12 First Team. 2014-15: USBWA All-District VI ... Karl Malone Power Forward Finalist (1 of 5) ... All-Big 12 First Team (Big 12/AP) ... Big 12 Player of the Week 
(3/2) ... Academic All-Big 12 First Team ... Karl Malone Power Forward Watch List ... co-Big 12 Player of the Week (2/16) ... Big 12 Player of the Week (12/1) ... 
‘CBSSports.com National Player of the Week (12/1) ... Orlando Classic MVP ... John R. Wooden Award Preseason Top 50 ... Preseason All-Big 12. 2013-14: NABC 
All-District 8 Second Team ... All-Big 12 Honorable Mention (AP) ... All-Big 12 Third Team (Big 12) ... Academic All-Big 12 Second Team ... co-Big 12 Player of the 
Week (2/17) ... NABC Good Works Team Nominee ... Battle 4 Attantis All-Tournament Team ... Naismith Trophy Early Watch List ... co-Big 12 Player of the Week 
(11/18) ... Preseason All-Big 12 Honorable Mention. 2012-13: Big 12 Championship All-Tournament Team ... Athletic Director's and Big 12 Commissioner's Honor 
Rolls (fall 2012, spring 2013) ... Academic All-Big 12 Rookie Team. 

CAREER STATISTICS 

Year GP GS) Min Avg FG FGA Pct 3FG FGA Pct FT FIA Pct Off Def Tot Avg PF FO To 

2012-13 37 3) 503 :136 «©6776 «160 475 2 3 667 62 84 738 45 99 144 39 47 0 21 2 10 15 216 58 

2013-14 35 34 «6974 27.8 174 317 549 8 17 A71 116 152 .763 72 162 234 67 76 1 40 

2014-15 34 34 «9978 288 166 363 457 18 46 391 119 163 730 74 160 234 69 81 2 58 5 

2015-16 1150 30.3 237 446 531 _28 64 438 139 177 785 66 156 222 5.8 64 0 49 56 19 418 641 16.9 

TOTAL 144 109-3605 25.0 653 1286 508 56 130 431 436 576 .757 257 577 834 58 268 3 148 174 72 90 1798 125 


Brannen Greene 


G/6-7/215/ Juliette, Ga. / Tift County HS 


CAREER STATISTICS 

Year GP GS Min Avg FG FGA Pct 3FG FGA Pct FT FIA Pct Of Def Tot Avg PF FO Ast TO Bik Stl Pts Avg 
2013-14 28-0184 66 20 52 38 10 30 333 16 19 842 6 2 2 10 2 0 10 15 0 6 66 24 
2014-1535 2 525 150 S57 135 422 40 99 404 44 48 917 9 6 74 21 45 0 2 30 4 10 198 57 
2015-16 30 i 371 124 44 84 524 31 63 492 42 50 640 4 59 63 21 Q 25 28 4 9 161 5.4 
TOTAL, 93 3 1080 116 121 271 446 81 192 422 102 117 872 19 146 165 18 103 0 62 73 5 2 425 46 


Non-Returning Letterwinners 
Evan Manning 


G/6-3 / 170 / Lawrence, Kan./ Free State HS 


Career Honors: 2015-16: NABC Honors Court ... Academic All-Big 12 First Team. 2012-13: Athletic Director's and Big 12 Commissioner's 
Honor Rolls (fall 2012) ... Academic All-Big 12 Rookie Team. 


CAREER STATISTICS 

Year GP GS Min Avg FG FGA Pct 3FG FGA Pct FT FIA Pct Off Def Tot Avg PF FO Ast TO Bk Stl Pts Avg 
2012-13 12 0 3 28 3 7 429 2 6 333 0 0 00 oO 5 5 04 7 0 1 4 0 2 8 07 
2013-14 6 0 10 17 1 4 250 1 3 333 1 2 500 O 0 0 00 20 1 2 0 1 4 07 
2014-15 9 0 27 30 2 5 400 1 3 333 o 0 000 oO 2 2. a2 30 2 1 0 3 5 06 
2015-16 15 1 372__25 3 § 500 3.6 500 oO 0 .000 4 4 03 6 0 1 0 4 9 0.6 
TOTAL 4201 108 6 9 22 409 7 18 .389 1 2 50 O 11 1 03 18 0 5 9 0 10 2 06 

F / 6-10 / 245 / Jonesboro, Ark. / Universtiy of Arkansas 

CAREER STATISTICS 

Year GP GS) Min Avg FG FGA Pct 3FG FGA Pct FT FIA Pct Off Def Tot Avg PF FO Ast TO Blk Sti Pts Avg 
~2011-12 32 5 548 171 74 162 457 1 4 25:0 16 31 516 44 75 119 37 72 3 14 #32 72 16 165 52 
~2012-13 32 20 530 166 78 166 .470 1 7 143° «16 20 800 36 75 111 35 64 0 18 2 39 23 173 54 
2014-15 19 0 133 7.0 16 32 .500 0 0 000 13 15 867 15 19 3418 2 O 1 9 19 7 45 24 
2015-16 26 11 201 7,7 25 57 439 Q 1 000 11 16 688 20 39 59 23 40 0 12 7 13 _61_23. 
Total 109 36 1412 13.0 193 417 .463 2 12 167 56 82 683 115 208 323 30 201 3 45 77 153 59 444 41 


Wayne Selden Jr. 


G/6-5 / 230 / Roxbury, Mass. / Tilton (N.H.) School 

Career Honors: 2015-16: All-Big 12 Second Team ... Naismtih Trophy Midseason 35 ... Julius Erving Small Forward of the Year Award Finalist (1 of 10) ... 
Wooden Award Midseason Top 25 ... Oscar Robertson Trophy Watch List (1 of 33) ... Naismith Trophy Watch List (1 of 50) ... co-Big 12 Player of the Week 
(11/80) ... Maui Invitational co-MVP ... Maui Invitational All-Tournament Team ... Julius Irving Award Watch List. 2014-15: Big 12 Championship All- 
Tournament team... All-Big 12 Honorable Mention ... John R. Wooden Award Preseason Top 50. 2013-14: All-Big 12 Honorable Mention ... Wayman Tisdale 
Freshman of the Week (1/14) ... Athlon Sports National Freshman of the Week (1/13) ... Big 12 Newcomer of the Week (1/13) ... Naismith Trophy Early Watch 
List ... John R. Wooden Preseason List... Wayman Tisdale Award Preseason Watch List by USBWA. 


CAREER STATISTICS 
Year GP GS) Min fT of Avg PF FO Ast TO Bik Stl Pts Avg 
2013-14 35 35 «1022 292 d 4 56 32 26 71 1 87 66 11 2 340 97 
2014-15 36 36 1060 294 4 ‘ 6 a 28 7 2 9% 74 19 22 339 94 
2015-16 _ _38 37 1134 29.8 a! “ al 30 34 77 0 100 71 11 28 523 138 
TOTAL 109 108 3216 295 969 FE 196 96 3.0 223 3 282 211 41 75 1202 11.0 
F / 6-8 / 220 / Chicago, Ill. / IMG Academy (Fla.) 

CAREER STATISTICS 

Year GP Min Avg FG FGA Pct 3FG FGA Pct FT FIA Pct Off Def Tot Avg PF FO Ast TO Blk Sti Pts Avg 
2012-13 37 «1 356 «96 27 429 0 0 000 2 38 579 27 49 76 21 54 2 10 2 28 17 7% 21 
2013-14 34 «(0 549 16.1 62 92 674 0 0 000 40 60 667 46 9% 139 41 80 0 2 40 28 14 164 48 
2014-15 35 18 714 204 67 138 486 0 0 000 33 55 600 54 76 13 37 79 2 33 53 37 2B 167 48 
2015-16 37 8 503 136 41 77 532 0 0 000 27 40 675 40 79 119 32 90 2 19 41 33 23 #4109 29 
TOTAL 143 27 «2122 148 197 370 532 0 0 000 122 193 632 167 297 464 32 303 6 88 159 126 82 516 36 
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2015-16 GAME-BY-GAME 


2016-17 


2015-16 Results 


OPPONENT DATE. Wi REBOUNDS: STEALS 
Norhtem Colorado TV/13/15 109-72 W_ 18-Greene, Brannen 7-Trayor, Jamar 3-Graham, Devonte ‘eMickelson, Hunter 
Mickelson, Hunter 
Vs Michigan State 11/1715 73-79 L 21-Eils, ery 7-Trayor, amar ‘3-Mason i, Frank ‘-Mykhalik, Sv 
‘Lucas, Landen 
wsChaminade 11/23/15 123-72 W 18-Selden Jc, Wayne *12-Lucas, Landen 2-Graham, Devonte ‘Traylor, Jamar 

Mykaluk, Si ‘Traylor, Jamar 
ws UCLA TRANS — 92-73, w 24, Perry SEs, Pay 3-Graham, Devonte ‘1 -Mykhalik, Sv 
Bragg Jr, Carton 
wsVanderbit, §— 11/25/15 70-63 W —25-Selden Jc, Wayne 8-Elis, Perry 2-Bragg Je, Carton 4-Selden Jc, Wayne 
Loyola (MD) 12015 94-61 W 18,Selden Je, Wayne Selden, Elis, Traylor 4Mason Il, Frank ‘Mickelson, Hunter 
Mason, Diallo Diallo, Cheick 
Harvard 1205/5 75-69 W 2-Mason il, Frank 8-Lucas, Landen 4-Mason It Frank 1 -Mickelson, Traylor 
Diallo, Selden, Elis 
Haly Gross 1295 92-59 W > 15-Selden Je, Wayne S5-Bragg Je, Carton 3+Graham, Devonte’ 2-Mickelson, Hunter 
OregonState 1221S B67 W = 22.Selden Je, Wayne ‘Elis, Perry ‘3-Mason Il Frank 2.Mickelson, Hunter 
Graham, Devonte Selden J, Wayne 
Montana YaNINS — 88-46 w 18-Elis, Perry ‘S-Elis, Pery Selden Jr, Wayne 2-Traylr, Jamar 
at San Diego State 12/22/15 70-57 w 20-Blis, Perry 6-Traylor, Jamar ‘Traylor, Jamar 2-Mickelson, Hunter 
Elis, ery 
UC vine 12R9NS 78-53 14-Elis, Perry ‘S-Elis, Perry ‘3-Mason Il Frank 1-Selden Jc, Wayne 
‘Mickelson, Hunter Mickelson, Hunter 
Baylor ovmané — 102-74 W > 24-Selden Je, Wayne ‘Mickelson, Hunter 3-Graham, Devonte’ ‘Mickelson, Hunter 
Els, Pery 
Oklahoma 01/0416 109-106 W(3OT) 27s, Perry 13s, Perry ‘Mason il Frank 3+Traylor, Jamar 
atTexas Tech = 01/09/16 659 W17-Mason il, Frank 10-Mason It, Frank 1-Selden, Graham, 1 -Lucas, Landen 
iis, Perry (Mason, Mykhailluk “Traylor, Jamar 
Elis, erty 
atWest Virgina §— O26 «63-74 iL 21-Eiis, Perry 7-4iis, ey S4Elis, Peny 2-Traylor, Jamar ‘-Mykalik, Sv 
Graham, Devonte’ Elis, ey ‘Mickelson, Hunter 
Lucas, Landen 
TU onete — 70-63 W—11-Selden Jc, Wayne S+Elis, Pery 6-Graham, Devonte’ 2-Mason I Frank 5-Dialo, Cheick 
at Oklahoma Stale O1/9/16 67-86 L¥4-Mason Frank 5-Mason il, Frank 5-Graham, Devonte’ ‘Traylor, Selden None 
‘Lucas, Landen Graham, Elis, 
Bragg, Myktalluk 
Texas oveaié 76-67 wW 26-Eiis, Perry 10-Lucas, Landen 6-Graham, Devonte’ 1 -Mason ll, Frank 1-Bragg Je, Carton 
Elis, Perry 
atlowa Stale — 1/25/16 72-85 L 22s, Perry ‘Lucas, Landen 4-Graham, Devonte’ 1 -Mason i, Frank 1-Graham, Devon! 
Leas, Landen Selden J, Wayne 
Traylor, Jamar 
Kentucky 01/30/16 90-84 = W(OT)-33-Selden Jr, Wayne ‘S+Elis, Pery 5-Graham, Devonte’ 2-Selden Jc, Wayne ‘Traylor, Jamari 
Mason Il Frank 
Kansas Stale 0209/16 77-59 w 19¢Elis, Perry 6-Lucas, Landen 4eMykhaluk, Si 3-Graham, Devonte’ 2-Trayor,Jamari 
‘Mason i, Frank Mykhaluk, Sit 
Graham, Devonte’ 
at TOU 02/086 75-56 w 23s, Perry 10-Elis, Pery 6-Mason I Frank 2-Graham, Devonte’ 2-Elis, Perry 
West Virginia = 02/09/16 75-65 w 21-Eiis, Perry 16-Lucas, Landen 4-Graham, Devonte’ 1 -Mykhiluk, Traylor 4-Lucas, Landen 
‘Mason, Lucas, Graham 
at Oklahoma = ONG 76-72 W —27-Graham, Devonte’ 10-Lucas, Landen ‘Mason I, Frank 1 -Mason i, Frank 1-iallo, Cheick 
‘Selden J, Wayne Leas, Landen 
Diallo, Cheick Elis, erty 
Ohlahoma State 02/15/16 © 94-67 W —18-Selden Je, Wayne 10-Lucas, Landen 1 -Graham, Devonte’ 3+Dialo, Cheick 
Bragg Jc, Carton 
atKansas Sata 02/2016 72-68 W —16-Mason il, Frank Lucas, Landen 2-Mason I Frank 1 -Lucas, Landen 
Traylor, Jamar 
at Baylor 022316 66-60 W —194Mason il, Frank 10-Lucas, Landen 2-Lucas, Landen 2-Elis, Perry 
Texas Tech 02276 67-58 Wo T7-Mykhaliok Sa Lucas, Landen 2-Graham, Devonte’ 2-Dialo, Cheick 
Mason I, Frank 
at Teas 022916 86-56 w 20-Elis, Perry ‘8-Lucas, Landen 2-Graham, Devonte’ S-Lucas, Landen 
lowa State O56 © — 85-78 w 22-6, Perry Lucas, Landen ‘Traylor, Jamar 1-Lucas, Diallo, 
Elis, ery Traylor, Selden, Mickelson 
vsKansas State O3NO/16 85-63 w 21 Eis, Perry 6-Elis, Perry 3-Graham, Devonte’ 2-Traylr, Jamar 
\s Baylor Osnié = 70-66 w 20-Elis, Perry 7-Bragg Je, Carton 4-Graham, Devonte’ 1-Graham, Devonte’ 
cas, Landen Traylor, Jamar 
Leas, Landen 
wWestVignia 03/12/16 81-71 W — 27-Graham, Devonte’ T-Lucas, Landen 7-Mason i Frank 4-Graham, Devonte’ 1-Elis, Perry 
Bragg Jc, Carton 
wsAustin Peay 3/7/16 105-79 23-Mykhaliuk, Si 9-Traylor, amar 6-Graham, Devonte’ ‘3-Greene, Brannen 2-Lucas, Landen 
Traylor, damari 
Ws UConn osngné = 73-61 W = 22-Selden Je, Wayne 12-Lucas, Landen 4-Mason i Frank 1 -Lueas. Landen Lucas, Landen 
Lucas, Landen Mason I, Frank Traylor, damari 
‘Graham, Devonte 
wMayiand = 0324/16 79-63 w 27-4, Pery 1 1-Lueas, Landen Selden Je, Wayne 2-Graham, Devonte’ 1 -Lucas, Landen 
Mason Il, Frank 
\sVilanova og2eié 59-64 L 17-Graham, Devonte’ 12-Lueas, Landen 4-Mason i Frank 1-Selden, Elis, 1-Selden Jc, Wayne 
“Traylor, Graham, Mason Mason I, Frank 


2015-16 Statistics Bi 


OVERALL STATISTICS 


RECORD: OVERALL HOME AWAY NEUTRAL 

ALL GAMES 33-5 17-0 73 9-2 

CONFERENCE 15-3 90 63 0-0 

NON-CONFERENCE 18-2 8-0 1-0 84 

itt Playe Pc i 

34 Perry Ellis 38-38 1150-30.3 237-446 531 28-64 438 139-177 .785 66 156 222 58 640 49 56 19 18 641 169 
01 Wayne Selden Jr. 38-37 1134-29.8 189-399 474 74-189 392 71-116 612 30 101 131 34 7-0 100 71 11 28 523 138 
00 Frank Mason it 38-38 1272-33.5 155-357 434 43-113 381 136-184 739 26 136 162 43 841 175 73 3 50 489 129 
04 Devonte’ Graham 38-36 1238-32.6 144-313 460 75-170 441 67-90 744 13 114 127 33 81-2 140 64 5 55 430 113 
33 Landen Lucas 36-19 664-184 74-115 643 0-1 .000 59-89 663 82 161 243 68 92-3 21 38 27 16 207 58 
10 Svi Mykhailiuk 35-0 449-128 67-149 450 37-92 402 17-25 680 12 35 47 13 420 32 2% 5 12 188 54 
14 Brannen Greene 30-1 371-12.4 44-84 524 31-63 492 «42-50 840 4 59 63 21 320 2 2 1 9 161 54 
15 Carlton Bragg Jr. 38-0 «338-89 64-114 561 47 STi 12-18 667 37 57 94 25 61-1 17) 2B 7 14 144 «38 
13 Cheick Diallo 27-1 202-7.5 33-58 569 0-0 000 15-27 556 17 S51 68 25 38-4 7 23) 7 «81 «(30 
31 Jamari Traylor 37-8 503-13.6 41-77 532 0-0 000 27-40 675 40 79 119 32 90-2 19 41 33 23 109 29 
42 Hunter Mickelson 26-11 201-7.7 25-57 .439 0-1 000 11-16 688 20 39 59 23 40-0 12 7 2 13 61 23 
02 Lagerald Vick 19-0 91-48 14-25 560 8-17 471 36 500 1 4 5 03 60 8 6 1 °3 #39 21 
05 Evan Manning 15-1 37-25 3-6 500 3-6 500 00 00 0 4 4 03 60 1 2 0 4 9 06 
21 Clay Young 9-0 20-2.2 1-1 1.000 0-0 .000 24 500 0 3 3 03 20 #0 1 0 0 4 04 
11 Tyler Self 14-0 30-21 1-6 .167 1-5 200 0-1 000 1 7 2 iat 40 4 7 0 1 3 02 
TEAM 

KANSAS 38 7700 1092-2207 495 304-728 418 601-843 .713 402 1041 1443 38.0 720-10 604 478 158 253 3089 81.3 
Opponents 38 7700 873-2200 .397 233-726 .321 591-816 .724 399 8351234 325  780-- 413 494 125 248 2570 67.6 
BIG 12 CONFERENCE STATISTICS 

RECORD: OVERALL HOME AWAY 

‘CONFERENCE 15-3 9-0 6-3 

‘tit Player GP-GS__Min-Avg FG-FGA Pct _3FG-FGA Pct FT-FTA __Pct Off Def Tot Avg __PF-FO__A TO _ Bik. Pts Ava 
34 Perry Ellis 18-18 © 587-32.6 124-238 .521 18-41 439 «53-67 791 27 77 104 58 31-0 32 3 13 8 319 177 
01 Wayne Selden Jr. 18-17 543-30.2 75-184 408 32-94 340 22-46 478 14 45 59 33 0 40 32 3 10 204 113 
(00 Frank Mason Ii 18-18 620-344 73-171 427 23-59 390 75-105 714 16 65 81 45 461 70 39 0 18 244 136 
04 Devonte’ Graham 18-17 606-337 72-147 490 38-83 458 32-39 821 7 56 63 35 441 64 (36 2 18 214 119 
33 Landen Lucas 18-11 351-19.5 34-56 .607 0-0 000 32-47 681 48 81 129 72 622 6 19 18 8 100 56 
10 Svi Mykhailiuk 16-0 193-121 24-58 414 16-39 410 710 700 5 14 1912 160 15 8 2 9 71 44 
14 Brannen Greene 17-0 206-121 25-51 490 17-37 459 17-18 944 2 39 41 24 170 10 17 0 3 84 49 
15 Carlton Bragg Jr. 18-0 126-70 22-39 564 23 667 740 700 14 21 3519 20 3 12 5 53 29 
13 Cheick Diallo 17-1 109-64 = 11-21 524 0-0 .000 38 375 10 2 39 23 «170 0 8 15 5 2 15 
31 Jamari Traylor 18-1 223-124 © 24-42 571 0-0 000 7-10 700 14 34 48 27 «462 9 17 16 11 «55 34 
42 Hunter Mickelson 16 (67-61 749 368 0-0 .000 36 500 10 9 1917 #120 3 2 5 2 17 15 
02 Lagerald Vick 80 © 25-3.1 5-9 .556 5-8 625 00 00 0 1 1 01 30 0 1 0 0 15 19 
05 Evan Manning 51 12-24 0-1 .000 0-1 .000 00 000 0 0 0 00 30 1 0 0 0 0 00 
21 Clay Young 0-0 0-0 0-0 .000 0-0 .000 00 000 0 0 0 00 00 0 0 0 0 0 00 
11 Tyler Selt 40 748 0-0 .000 0-0 .000 00 000 0 0 0 00 10 0 0 0 1 0 00 
TEAM 

KANSAS 18 3675 496-1036 479 151-365 414 258-366 .705 194 488 682.379 350-6 253 227 76 98 1401 778 
Opponent 18 3675 416-1061 392 118-334 353 298-403 739 210 405 615 34.2 349-8 202 205 116 1248 69.3 


M3IA3Y NI 94-S10% 


INDIVIDUAL SUPERLATIVES 


CATEGORY 

Points Scored 

Total Field Goals 
Total FGs Attempted 


Highest FG% (5 made) 


Highest FG% (10 made) 
‘3-Point Field Goals 


3-Pt. FGs Attempted 
‘3-Point FG% (min. 5 made) 


Free Throws 


Free Throws Attempted 
Free Throw % (10 made) 


Offensive Rebounds 


‘Defensive Rebounds 
Total Rebounds: 
Assists 


Turnovers 
Blocked Shots 


Steals 


Minutes Played (including OT) 


TEAM SUPERLATIVES 


KANSAS HIGH 

123 vs, Chaminade (11-23-15) 
70 (2nd) vs, Chaminade (11-23-15) 
15 (3rd OT) vs. Oklahoma (14-16) 


47 vs, Chaminade (11-23-18) 


94 vs, Oklahoma (1-4-16) 

64.4 (47-73) vs. Chaminade (11-23-15) 
15 vs. Chaminade (11-23-15) 

161vs. Northern Colorado (11-13-15) 
29s: Chaminade (11-23-15) 


(68.8 (11-16) at Texas 2-29-16) 
‘30s: Kentucky (1730-16) 


47s. Kentucky (1-30-16) 
40010 (12-12) vs. Holy Cross (12-9-15) 
17, Blast vs, TCU (1-16-16) 

43 vs. Oklahoma (1-4-16) 

(60 vs. Oklahoma (1-4-16) 

32 at Wet Virginia (1-12-16) 

2 at Kansas State (2-20-16) 

2s, Chaminade (11-23-15) 

22 at West Virgina (1-12-16) 
9v5-Austn Peay (3-17-16) 


12.vs. Baylor (3-11-16) 


KANSAS 

33, Wayne Selden Jr. vs. Kentucky (1-30-16) 
12, Wayne Selden Jr vs. Kentucky (1-30-16) 
28, Perry Elis vs. Oklahoma (1-4-16) 


1.000 (6-5), Hunter Mickelson vs. Chaminade (11-23-15) 


=" 2015-16 Superlatives 


OPPONENT 
46 by Buddy Hield of Oklahoma (1-4-16) 
13 by Buddy Hield of Okahoma (1-4-16) 
23 by Buddy Hield of Oklahoma (1-4-16) 
23 by Denzel Valentine of Michigan State (11-17-15) 
778 (7-9) by Jameel McKay of lowa State (3-5-16) 


1.000 (6-6), Brannen Greene vs. Northem Colorado (11-13-15) 


.786 (11-14), Perry Elis at TCU (2-6-16) 
6, Devonte’ Graham at Oklahoma (2-13-16) 

6, Svi Mykhaliuk vs. Chaminade (11-23-15) 

11, Svi Mykhailuk vs. Chaminade (11-23-15) 
100.0 (6-5), Svi Mykhaiiuk vs. Texas Tech (2-27-16) 


100.0 (5-5), Brannen Greene vs. Northem Colorado (11-13-15) 


10, Perry Elis vs. Montana (12-19-15) 
10, Devonte’ Graham vs. West Virginia (3-12-16) 
13, Perry Ellis vs. Kentucky (1-30-16) 


1,000 (10-10), Devonte’ Graham vs. West Virginia (3-12-16) 


1.000, (10-10), Pery Els vs. Montana (12-19-15) 
6, Landen Lucas at Oklahoma (2-13-16) 

6, Landen Lucas at Texas (1-23-16) 

12, Landen Lucas vs. West Virginia (2-9-16) 

16, Landen Lucas vs. West Virginia (2-9-16) 

9, Frank Mason il vs. Montana (12-19-16) 

9, Frank Mason i vs. Northen Colorado (11-13-15) 
7, Frank Mason il vs. West Virginia (1-12-16) 

5, Landen Lucas at Texas (2-29-16) 

5, Cheick Diallo vs. TCU (1-16-16) 

4, Devonte’ Graham, last vs. West Virginia (3-12-16) 
4, Frank Mason Il, last vs. Harvard (12-5-15) 

53, Perry Elis vs. Oklahoma (1-4-16) 

53, Frank Mason Il vs. Oklahoma (1-4-16) 


KANSAS LOW CATEGORY 
63 at West Viginia (1-12-16) Points Scored 
26 (130) vs. Vanderbilt (11-25-15) Points/Halt 
8 (nd OT vs. Oklahoma (1-4-16) Points/Overtime 
20 at West Virginia (1-12-16) Total Field Goals 
41 vs, West Viginia (2-9-16) Field Goal Attempts 
34.8 (23-66) vs. Michigan State (11-17-15) FG Percentage 
3 vs. Maryland (3-25-16) 3-Point Field Goals 
3 vs, Michigan State (11-17-15) 
14ys, Harvard (12-5-15) 3 Point FG Attempts 
2010 (3-15) vs. Michigan State (11-17-15) 3-Point FG Percentage 
9s. lowa Sate (3-5-16) Free Throws 
9 at lowe State (1-265-16) 
11 at San Diego State (12-22-15) Free Throw Attempts 
45.8 (11-24) at Texas (2-29-16) FT Perventage 
2.vs. Kansas State (2-3-16) Offensive Rebounds 
16 at Baylor (2-23-16) Defensive Rebounds 
21 vs, Kansas State (2-3-16) Total Rebounds 
11 ys. Vanderbit (11-25-15) Fouls 
0, 22x at ws. Mayland (3-25-16) DOs 
8 vs. Vanderbilt (11-25-15) Assists 
5,vs.lowa Site (3-5-16) Timovers 
Oat Onlahorna State (1-19-16) Blocked Shots 
1s Teas (1-23-16) Steals 


579 (11-19) by Tyler Ulis of Kentucky (1-30-16) 
8, Buddy Hield of Oklahoma (1~4-16) 


15 by Buddy Hield of Oktahoma (1-4-16) 

714 (8-7) by Connor Lammert of Texas (1-23-16) 
.714 (6-7) by Tres Tinkle of Oregon State (12-12-15) 
14 by Jaysean Paige of West Virginia (1-12-16) 


17 by Jaysean Paige of West Virginia (1-21-16) 
1.000 (12-12) by Taurean Prince of Baylor (1-2-16) 


8 by Prince beh of Texas (2-29-16) 


15 by Ryan Spangler of OKlahoma (1-4-16) 

18 by Ryan Spangler of Oklahoma (1-4-16) 

12 by Tyree Griffin of Oklahoma State (2-15-16) 

12 by Denzel Valentine of Michigan State (11-17-15) 
6 by Wesley lwundu of Kansas State (2-3-16) 

7 by Prince tbeh of Texas (1-23-16) 


5 by Jaysean Paige of West Viginia (1-12-16) 
54 by Buddy Hield of Oklahoma (1-4-16) 


‘OPPONENT HIGH OPPONENT LOW 
106 by OMahoma (1-4-16) 46 by Montana (12-19-16) 

51 (2nd) by Austin Peay (3-17-16) 20 (1s by TCU (2-6-16) 
12 (rd OT) by OMahoma (1-4-16) 8 by Kentucky (1-30-16) 
8 (2nd OT by Oklahoma (1-4-16) 

26 by Oklahoma (1-4-16) 1A by TOU 26-16) 

14 by Montana (12-19-18) 

£88 by OMahoma (1-4-16) 48 by UC irvine (12-29-15) 

5.2 (83-62 (by lowa State (1-25-16) 26.4 (14-53) by Montana (12-19-15) 
16 by Oklahoma (1-4-16) 2 by West Virginia (2-12-16) 

2 by UC Inne (12-29-16) 

33 by Oklahoma (1-4-16) 8 by San Diego State (12-22-16) 


33 by Chaminade (11-23-15) 
50.0 (8-16) by Oregon State (12-12-15) 13.3 (2-15) by West Virginia (3-12-16) 
183 (2-15) by UC Inne (12-29-15) 
33 by West Virginia (1-12-16) 7 by Teas (1-23-16) 


47 by West Virgina (1-12-16) 11 by TOU (1-16-16) 


{88.9 (16-18) by Texas Tech (2-27-16) 47.4 (9-19) by Texas Tech (1-9-16) 
18 by Texas 2-29-16) 4 by lowa State (1-25-16) 
41 by Oklahoma (1-4-16) 14 by West Virgina (2-9-16) 
55 by Oklahoma (1-4-16) 25 by TOU (2-6-16) 


35 by Northem Colorado (11-13-15) 11 by San Diego State (12-22-15) 


3 by Kentucky (1-30-16) 0, 16x last by Maryland (3-25-16) 
21 by Oklahoma (1-4-16) 3 by Texas (2-29-16) 
23 by Kansas State (2-3-16) 6 by Connecticut (3-19-16) 


12 by OMahoma (1-4-16) O by Austin Peay (2-17-16) 
(0 by West Virginia (3-12-16) 


14 by West Vigna 3-12-16) 1 by Michigan State (11-17-15) 


2015-16 Box Scores 


Game 1 - at #4/5 Kansas 109, Northern Colorado 72 (11-13-15) 


Game 2 - #13/13 Michigan State 79, #4/5 Kansas 73 (11-17-15, Chicago) 


Kansas 73 © 1-1 
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‘Notes: Opening game of the regular season... Kansas wins its 43rd consecutive home apener in Allen 
Fieldhouse... KU 1-0 for the 14th-straight season... 5th-straight win in Allen Fieldhouse... KU scores 100 
‘points in an opener for the frst time since the 2007-08 season... Carger-high eight assists for Graham. 


hese eee Sas ee 


Notes: Champions Classic at the United Center in Chicago... KU falls to 1-4 in the Champions Classic. 


MSU's Denzal Valentine becomes only the second opponent in KU history to posta triple-double... lis’ 14th 
career game of 20 or more points... Career-high 38 minutes for Graham. 


Game 3 - #5/7 Kansas 123, Chaminade (11-23-15, Lahaina, Hawaii) 


Kansas 123 © 2-1 


Game 4 - #5/7 Kansas 92, UCLA 73 (11-24-15, Lahaina, Hawaii) 


Kansas 92 3-1 


Total 3-rt rebounds Tat rer rebounds 
rc-raalre-raa|r.rral ot bet ol or 0 pm suf tan See Jecrcalrcecalrrrralon oe tae rel a 10 ou sul wan 
Se aoa [eee en re tse a ie Stor Tomer 7 oe ar a ey 
3 the, ee [ss [Se [as afd apie 3 a x che, : aa [33 qi a io 0 | a 
fo fson Frank pe ee ed Mason Frank | ao | a5 Si if 7 0 0 Sl a 
S Setendevaye = Gan} ae | aa} i a S}3 ify af al Xe = £ fi} o afi a3 fo a] 3 
& Gramm Seems set] 38 | eo] o 3 3] is] 3 oo 3] " 
Vick, 3s | o2 | oo] o 2 20 220 9G is & s Co ER FC HE 
SS Montung Evan HiT] es] es of a 2 8 ol SS s oo} oo ao ao 19 o 4 
{bch exfen|oe |i} 3 al S f6 fue {og fo oo oo 2 
2 ever ci |r| oe |i a io ‘li oe oS a2] 33 4) 2 af 2 2 2 ol 22 
1b Bre i cornon }eo} tle ed? sate a a 
3 Set cy Se] Ss PTs edi yess as oro 44 i 300% O10 
3 tiesto joa] se] ft aufo aff $f oe = tof e ooo oot oot 
2 Mctelaon Honcer so fos |i ]o ett Bia 3 8 = se} i 2 S}3 40 i 0 of a3 
rs oo 2 3} ato 8 of 0 
oi | t 
f0% tt ae 2037 S418 anal 27-36 750% Game: 47-73 Gee port Cee Ee EC ae me cd 
ara ten 2s anee aealen Sis SES Senet eas TS = £0 imyun. 19.3 570% anda: 1226 500% Game: 22-20 542% cmt 
eit cs Ron kate £8 see Soe leas dae fORimven 1929 52m anda 1336 SOO Game: 1258 2 
eine ois aoe mame 32 ase Gee Wea ae a 
sebounds UCLA 73 «3-2 
tool 397 abounds 
eles a: faite ye is pee lecraalecscalreevalon baal rel a om sil oun 
ee ee eee a SSS Se espe oa tet _5 19. site 
CD oa es CRC 1 WelsnTromas [33 [co] oa |i 2 “a 2 0 3] a 
ec | ama] a EI S Hoteay, Aaron s|siz| os | Sa ]o 3 4) 4 a) $2 5 a] 3 
fo] oo fo aio a a i ‘ Haminta, Isa wa] ia | 33 ]0 2 i i} 2 to o 3 
e]ooa: Yaoee i's > Aford, yee s| ‘te | os | aa | 0 2 a] 2 ‘| 2 1 0 of 33 
s]8 3 di geo eo a & Olean ’Aex os |o2}oa]2 2 2 fit 6 O is 
lees ete g Aen, non oa |co]oo]o oo oo 0 0 o 2 
: Ai Prince % [or ]or]o oo 2 ai 3 6 3) as 
83/88 fi yess oy 7 Stat Servos oo |co]oo]c 9 oo fo 00 ot 
so} i rts ao oo i as 2 urn Alee oa |co}oo]o oo foo 0 o t 
CE CIRC Cm: fe fa 3 eiden, Doran t2|i2]eelo2 32 Sloat sla 
fee ion oi | 
Tea ata ahs he Tet arse ear sar} at ahs ae as 00 
‘tat: ary Spug, Puri Evra, Me rere ain Kntde 
ieenenee 2000 ‘Uck Parer, Tony 
AEST cael utr 
ees ee 
ars Shs mT 
—s sah} a9 


‘Notes: Opening round of the Maui Jim Maui Invitational... Sith mast points in KU history... Most points in KU 
history on a neutral court. Most points inthe Bill Self era. KU's 15 3FGS tied for second most this season 
‘and in KU history... Most assists in Bill Self era... Lucas frst career double-double. 


Notes: Semifinals ofthe Maui Jim Maui Iniational.. KU scores 50+ points in a half forthe fit time this 
season... lis’ second 20-point game ofthe season... Mykhaliuk reaches double figures Scoring in back- 
to-back games forthe fst time in his career. 
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2016-17 


Game 5 - #5/7 Kansas 70, #19/16 Vanderbilt 63 (11-25-15, Lahaina, Hawaii) 


Vanderbitt 63 © 5-1 


2015-16 Box Scores 


Game 6 - #4/6 Kansas 94, Loyola Maryland 61 (12-1-15) 


Loyola (Md.) 61 « 1-6 


ish S96, a ie i 
sine nee ee ee ee pzeza| oat rk al on 
$2 fee teats | a 
2 Seat meent| Sect [awl sesahietlicetsahee | 2 Slasde deicys 
& taliminvrwede  g|saa| ta] or|a i a] s uf 2 to 3] 3s = isis dei oa x 
Sireratement| orl csifegi geri aieemecas | = Blsijigeis de 
ssrepereae omen s| Fo) esl gg cnaee gzeregelas |S lei gi ye ie 3g % 
Hetero! say|issi|ess|onaestend etmeectess «| Eh Fhe aio 
ey SSB [erage r gs | s $3) steal etsd ida’ cot 
seca ee a eee ib ima: fC 
itunes fosfos|es|seae deoega | & a ee ee ie 
= cm 3 hoe bff 
a astoirettee oases | > Sloigi ide ie 
aguiens mmineicten eacee ae, = arabs aha 
Fecistae BE ee WIRE LT A See Se at = sani 30.9% Gane: 2261 361% ‘eatin 
SERRA SS) SET FEE RSD ee ARTO, 7 ‘WG ist Hal: 5-12 41.7% Inhalt: 0-7 0.0% Game: 519 26.9% Babounds 
foment 704 Rae Soa omce oe Secen ; 
Tet Sr tat ravens 05 
os Payer |rG-FGA|FG-FGA| FT-FTA Of Def Tor| PF TP] A TO Bik Stil Min Total 3-Per Rebounds 
Sees fT | ne peas Selecea| Sta m_r| a 10 oso on 
x ity Wis(elslid? deiod2 | +e. Sees 
SMart [8 / SE [Ss] 2 Ye ates Re | x wee Ad es ee 
S ieniime Seu fte lees fe Seer | Set Pele alr i gi ged 8 
ceetnomeme s/o (SE /Te] iS ge So faye | gS Seas, sly detailed 
cosa SSL Se Mies | Seemme  ee reels ssi ws te ag Z 
48 Bragg Jr., Carton 22] 00]02/12 1 222 41 102) 9 Vick, Lageraic | 2a | OO 20 0 22 1 0 1 10 
: See Slee] ge la sae yaa say 
Suneh tee 53/83/80 ]2 343 des gas 
S amen pa ae a 
Baie § [82/88/88] 2 2 Ps fered |S meee real ee oa eae 
oo ott 3 ee BBS [ese asisga 
Totals 25-55] e-i6 [izza] 8 3 seit 70] @ 12 1 61200 35 Braga X., Carton 25 | 01 32 S12 412 2 2 of 13 
2 vac BSS ssi easy a 
Janene Se Sep ion ene ie ee one 
Hewistat ‘rio 3oae inna '32' Sage Game: fie Sook. Loa 2 ee oe bl CE ae a a 
77% iathait ict 1000 anna 1131 Soam Game: Ina stom Jean ee eae eee ae 
tag ya en wcunning ence amy eeretee saat 
cee es ee aches trenigmerian svecier om 
SS naman. pices en aecaan ooeeee 
Seer praesent te ro eee es 
Svea aie, 
ae a 
= — ee rite nae ea oe ee 
26 | 4 wo a 24 ow a 2 6 wo4 


ere cae 
Fe es ore 
‘Notes: Championship of the Maui Jim Maui invitational... Co-MVP honors with Selden and Mason... Selden 
and Elis named to the all-tournament team... Selden ties career high with 25 points... Kansas trailed by 10 
(16-6) for its biggest comeback of the season. 
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oles: KU's tid game this season and 47th under Bil Self with a 33-lus scoring margin... KU came out ofthe 
locker room inthe second half with a 15-1 run aftr lean Loyola just 40-36 a hatime. lis scored 15 points 
and moved past Steve Woodberry on KU’ all-time scoring chart to No. 32 wth 1,249 career point... Dal's debut. 


Game 7 - #4/6 at Kansas 75, Harvard 69 (12-5-15) 


Harvard 69 © 2-6 
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‘Notes: Kansas improves to 96-4 in non-conference games in Alen Fieldhouse under Bal Self. KU has 2 
‘Season-high 11 steals... Mason ties career highs with 21 points and four steals... Mason leads KU in assists 
{or the sith time in 2015-16. 


Game 8 - #2/7 at Kansas 92, Holy Cross 59 (12-9-15) 


Holy Cross 59 # 3-6 
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Notes: The win was the 28th-sraight win in Alen Fieldhouse, wtich tes for the seventh-longest streak in 
school history... The last time the Jayhawks shot 100 percent from the fre throw fine with 11. or mare 
attempts was against Kansas State (2/25/84)... Greene retums to action after a fve game suspension. 


2015-16 Box Scores 


Game 9 - #2/7 Kansas 82, Oregon State 67 (12-12-15, Kansas City, Mo.) 


Game 10 - at #2/5 Kansas 88, Montana 46 (12-19-15) 


Montana 46 «4-6 
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‘Notes: Jayhawk Shootout presented by Shawnee Mission Health... KU improved to 28-6 in games played in 
‘Sprint Center... KU overcomes 14-point dict, ts largest of the season... Sekden makes five 3-pointers, ying his 
career high. Elis moves into 25th on KU career scoring (1,286) and 19th on KU career rebounding (B65) lists. 


Noes: Kansas Ali ses the GUINNESS WORLD RECORDS tie forthe “Largest gathering of poole 
wearing holiday sweaters.” The record was broken with 3,473 fans dressed in holiday sweaters. Elis 
first 10-10 FT game at KU since Thomas Robinson in 2012... Mason tied career high with nine assist. 


Game 11 - #2/5 Kansas 70, at San Diego State 57 (12-22-15) 


Kansas 70 © 10-1 
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‘Notes: Kansas’ fist true road game of the 2015-16 season. KU's ninth-consecutve win, which is the 
Jongest winning streak since the 2013-14 season, when KU won 18 in a row... KU guards combined for 
‘ine assists and three tumoves... lis’ third 20-point game of the season, 16th of his career. 


Game 12 - at #2/3 Kansas 78, UC Irvine 53 (12-29-15) 


UC Irvine 53 « 10-5, 
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Notes: Kansas wins 10th-straight game for the 13th time inthe Bill Self era... 30th consecutive win in 
‘Alen Fieldhouse, including 6-0 this season. Els pulls down nine rebounds forthe third time in the last 


four games... lis moves into 16th on the KU career rebound lst at 686. 
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Game 13 - at #2/3 Kansas 102, #23/21 Baylor 74 (1-2-16) 


Baylor 74 © 10-3, 0-1 Big 12 


2015-16 Box Scores 


Game 14 - at #1/2 Kansas 109, #2/1 Oklahoma 106 30T (1-4-16) 
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Notes: Kansas’ 25th-staight conference season opening victory beginning in 1991-92... The 102 points 
‘was KU's third-highest output this season... Selden reached the 20-poin plateau forthe 10th time of his 
‘career and third time this season... Graham tes season high with 15 point. 


Notes: The 40th matchup between Associated Press No. 1 vs. No. 2, including the fifth for Kansas... Longest 
‘game played in AFH... KU wins 32nd-straight game in AFH... Elis’ 1th career DO, first tis season... Career high 
point for Graham... Hiekt's 46 points tied fr second mast ever vs. Kansas and tied for opponent most in AF. 


HISTORIC CONTEST - #1 KANSAS 109, #2 OKLAHOMA 106 (307) (1.4.16) 
The game marked the 40th time since the Associated Press poll came out that 
No, 1 played No. 2. No. 1 now holds a 22-18 advantage in those matchups. Kansas 
is 1-4 in No. 1 vs. No. 2 battles. 

© The contest was the second-ever triple overtime contest in NCAA history with the 
other being Kansas vs. North Carolina in the 1957 NCAA title game. 

© The win made Kansas 16-9, 6-2 under Bill Self, as the No. 1-ranked team in the 
Associated Press Poll. 

¢ The game marked the third triple overtime game in Kansas history, and there 
have been two quadruple overtime games. The last triple overtime contest for KU 
was a 76-73 loss at Oklahoma State, Feb. 4, 1981. 

The contest marked the longest game (in game minutes) ever played in Allen 
Fieldhouse.-.no other contest had gone longer than double overtime. 

* OU scored the most points (106) by a Kansas opponent inside Allen Fieldhouse 
and third-most ever against KU. KU's 100-point effort against OU and 102-point 
win over Baylor on Jan. 2 gave the Jayhawks back-to-back triple-digit-efforts for 
the first time:since the'2002-03 season when the team posted 102 and 100 in 
back-to-back blowout wins over UNC Asheville (1/2) and UMKC (1/4), respectively. 
© No. 2 Oklahoma marked KU's highest-ranked opponent (Associated Press) 
defeated’since the Jayhawks beat then-No. 2 Memphis in the 2008 NCAA 
‘Championship game (3/7/08). 

* The 109 points scored by the Jayhawks were also the most in a conference 
game since KU scored 109 on Texas Tech in a 109-51 win in Allen Fieldhouse 
(3/3/08). 

'* Oklahoma's Buddy Hield ended the night with 46 points, which tied for the 
‘second-most ever scored against Kansas, which was also in Allen Fieldhouse (Mike 
‘Wroblewski, Kansas State, 2/7/1962). 


Game 15 - #1/2 Kansas 69, at Texas Tech 59 (1-9-16) 


Kansas 69 « 14-1, 3-0 Big 12 


Tol 3.0 abun 
rreta|on oe Tal pe _1o|_A To ox sl an 
frie] tr] oo | ss to tap ot Op 
ti |oo]oa|oo 2 soo 0 0 5 
Sa|Se]es |? sili as 2 0G] 
&B( iF] oo] o 22 33 t0 4) 3 
tel oz] 32] 4 i 42 to yf 3 
lS} lost ooo ye 
oo |ool{oo|o1 io ooo 3 
S| 33 feo ]o4 Js go So oa 
33 |o0]00]2 7313 4] 30 of a 
i] oofeo]o2 33 ozs of a 
rH | oo 1743 $201 oi 
Tes ae 
foment 9c Zee tadtee seat so cone: 2005 cm cnt 
WES SS Bh See aR Sete on = 
thee Son eee ee SS eae 
Texas Tech 59 6 11-3, 1-2 Big 12 
Tet 3h Rebounds 
a crcalec-roalrrsra| on Der Tt ee ol _a yo eu sul nn 
Se) Torpos]ie yee ft to ot at at 
2 Ouace,norense — c[7ar| oo [or |o 3 5] 2 a2 2 0 4 23 
& witors Sevavanah :| re |o2|s4)o 0 1% i 10 0] 
taken Sfos|oolis|os a2 i220 3) 3 
2 Garros  ‘lsin| oo }aa (aa da ala 30 ae 
Scfeneee! etoe ta | or ]oo]o3 31 ‘33 04] ae 
& Gry, natn sl oo] Ss] 223i wot ts 
SS Rose, Aaron Bl] ]o 0s lot FB 
3 Temple, Matthew LTT ]sa] 227s Bae 8 oS 
an id 4 t 
a aesebars teas 3 ahs sata 3s hao 
Resins ive salient sta7 sion, come: 208 412% fet 
eee oe En Bee ty a oe oe ae md 
wines. a SE te SS SS ese 7 
ee ee 
Sone 
Serr rad ia [aed] Total] tno and Fast 
‘aa 25180 68 Sie ts ele 
> Sat S$ a sks aS 


tate. ty mason musa 
a Ae se Ee 


‘Notes: Kansas’ 13th-straight win... KU improves to 3-0 in Big 12 play forthe 19th time inthe 20-year 
istry of the league... KU's 13th-staight win versus Texas Tech... Lowest scoring output of the season... 
‘Bis’ second-straight double-double, 15th of his career... Mason's Second career double-double... 


2015-16 Box Scores HJ 


Game 16 - at #11/10 West Virginia 74, #1/1 Kansas 63 (1-12-16) 


Kansas 63 « 14-2, 3-1 Big 12 


Game 17 - at #1/1 Kansas 70, TCU 63 (1-16-16) 


‘TCU 63 © 9-8, 1-4 Big 12 
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Notes: Kansas ranked No, 1 in both pols forthe fist time since the 2011 season... KU drops to 2-1 in true 
Toad games... KU moves to 3-2 against ranked foes in 2015-16... Elis’ fith 20-point game of the season 
and 18th of his career... WVU makes 33 FTs on 47 FTAs, both season highs for KU opponents. 
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Notes: Kansas’ 33rd straight in Allen Fieldhouse, including a 8-0 mark this season... KU ties single-game 
blocked shots for the season... Caree-high 10 points for Bragg... Career high rebounds and blocked shots 
for Dil... Sith time in the last seven games Graham has made mutiple 3-pointers. 


Game 18 - at Oklahoma State 86, #3/3 Kansas 67 (1-19-16) 


Kansas 67 © 15-3, 4-2 Big 12 


Game 19 - at #3/3 Kansas 76, Texas 67 (1-23-16) 


‘Texas 67 © 12-7, 4-3 Big 12 


rebounds Teal 3 rebounds 
fier rc-tcalrescalrr.eva| on oat Taxl pe _ro|_ 10 ox sul an se Pie cecal erect ow alee | A ro ob si nn 
Dial, Ceice oo ]oz}ii dio oo yo So tatnnert Connor 1] $7 oo} o s 3] 5 13} 1 0 of 30 
Et, berry tl o3 i spot oy 3 oe, Prcce a4 3/34 74 303 7 3] 35 
‘Mason Ill, Frank 47|2 3 53 14/0 2 0 OH 1 Taylor, Isaiah 9] 6-11 1-2] 0 6 6 3 13} 5 1 © 1) 37 
eaten hace sey 5 wes arp oas ia ear yw es @ Felix, Javan 9] S12 22 ]0 1 1) 1 1276 1 0 2 30 
rm, Devon ‘ Yancy Kendal t} on oo ]0 3 3)2 01 0 0 ow 
Vick, Lagerald oo}ooo1 HO LOO @ Mack, Tevin 0-3 00/0003 of0 1 1 Of 9 
‘Mykhailiuk, Svi oo} 2 2 41 31 0 © 1) 16 @ Holland, Demarcus 0-0 00 }0 0 0 0 0 O O 4 
whoa oon oo) 2244 ao 0 0 3) a ‘eave, Ere en oo] 23 5] 0 1)0 00 3 a 
j oo}9222 Foro i 6 12 Rouch 3, nerwtn ri $e ]02 23 30 0 0 of 19 
Mickelson, Hunter oo]oo go of 00 Oo 2 = Cave since 2 iol i se ha 
Team t + 
Tats aearbear estes baat sso 7300 Tosa WCB T PTS we sila oI 88 5]200 
i ‘ fom inrat: 1627 So andl 1329 440% cane: 77.56 482% cment 
JS2 ee ee am meee ee ee ome way cin set | SERINE HY Sot Meme GP ae Soe ie oe = 
FT % Ist Half: 8-15 53.3% 2nd Ralf: 5-10 50.0% Game: 13-25 520% ‘ FT Intee: 34 75.0% aadhel: 49 444% Game: 713 53.8% * 
Oklahoma State 86 + 10-8, 2-4 Big 12 Kansas 76 « 16-3, 5-2 Big 12 
Tale rebounds Total 37 Rebounds 
se tee lrccroalre-calrr.era|on ber Tet] FT| A To ex si mn oe ye rvalon bet Tel Pf _To|_A To sh sil nin 
Surman tein 7] Fs] ee | oo] Os ase) © tO Ol ae Stes ander yer] oo} oo) 6 ti) 4 Oo} 0 ooo 2 
& Soomennitcnet” — |] on | oo [ee] 1 3 4] 4 60 00 3] a5 Elle ery t]aas| 24] es] 3 14/2 20 2 1 o| 35 
& Evens, ewan sjzu|ia|os]oe 2 a] 8 60 2 2 & Mesonttyfrank | 34ers | 7 |i 7 af 3 as 3 1 0 | 38 
= ett Eo} in| 22} 20 a4 ajo at aa & Seanie, wane — g/e1s| 48/342 3 5] 1 13] 2 3 0 of 37 
Grete = se 32/23} o 8 Tt it oo i % & Garam drone 5/10] 36] 11 |o 3 313 i] 6 2 0 Of 37 
& Grima, Tyee 3 | 12] 22] 0 2 Jo ‘s}2 0 0 O io Sirgen o2|o2|oo/o i io ooo 0 o 9 
(04 Burton, Joe a2 [1-2] 22]0 2 22 s}o 00 o 8 35 Braga Jt, Carlton 12]00]00]0 0 o 1 20010 5 
0s Shine, Tavarius 37 | 25] 00/0 2 2/1 80 1 0 of 24 3 Traylor, Jaman 12] 00]00]0 5 5/0 2/2 0 0 of 15 
Gwar, chr 33 [00/29/22 40 so 000 9 oa eis 
2 Alen, tony t1[oo}oo]3 3 2 20 1 2 of 17 Totals TEE) TOS eT 13 6 38]TS EIS -B 1120 
at sesahirarleszel 3 a3 sala webs TOSS Fewer: 232 375% andi, 1330 3% cone 2542 40% aaa 
Menistet Co man oadten ci? Sage Gone eos coos oo 
JERE 28 some mtn 1230 20% ane: es oy ome Tininwe ‘So Autor five ange Gone eae auoe a 
Teiste co soe ae se ee Gm oo aoe OT | ccs: tam Ens, sve Ote, Caren Gorge 
Se rer ae not 
cra Hig, ay Sel, ie Soe 
Soar eae ate pe rss 
ais a rales reat » 
(Sears byperioas 7a eer tn oz tee [Score by periogs ia th 
= Se en f= SPs = 
[otshoma Sate a3 [43] 86. ee ee es ae areas 30/36 | 76 ie) 
Last FG XU 2nd-00:29, OSU 2nd-00:38. ed - 6 tees renlettle far em adic gar 
Sea OLE waa befor ee eae 


Notes: Pery Eli passes Wilt Chamberfain on the KU all-ime soaring fist, but Oklahoma State drains 11 
3-pointers as Kansas loses its second-straight Big 12 road game... First career start fr Cheick Dial... 
Mason leads KU in scoring forthe third time this season. 


‘Notes: Bil Self becomes the third KU coach to win 200 victories in Allen Fieldhouse (200-9)... KU 34th- 
‘Straight win inside Allen Fieldhouse, the fourth longest in school history...’ sixth game of 20-pls points 
this season... Lucas’ fist start ofthe season and second game with 10-plus rebounds. 
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Game 20 - at lowa State 85, #3/4 Kansas 72 (1-25-16) 


Kansas 72 © 16-4, 5-3 Big 12 
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‘Notes: Kansas outrebounded lowa State, 35-28, it's first loss of the season when outrebounding its 
‘opponent (14-1)... Kansas shoots 50 percent from the field for the ninth time this season... Elis scores 20- 
‘plus points for the second straight game... He moves into 21st on the KU career scoring list. 


2015-16 Box Scores 


Game 21 - at #4/3 Kansas 90, #20 Kentucky 84 OT (1-30-16) 
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Notes: Big 12/SEC Challenge, which the Big 12 won 7-3... len Fieldhouse hasted ESPN College GameDay for 
the seventh ime... Kansas’ 35t-straight win inside Allen Fieldhouse... KU improves to 2-0 in overtime games 
in 2015-16... Career-high 33 points for Selden... Nine-plus rebounds for Elis forthe seventh time this season, 


Game 22 - at #7/6 Kansas 77, Kansas State 59 (2-3-16) 


Kansas State 59 © 13-9, 2-7 Big 12 
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Notes: Kansas extends its winning sreakin Alen Fieldhouse to 36 games... KU 10 steals wee the mast in Big 12 
play this season... Elis moves info 19th on the KU carer scoring fist with 1,519 pons. . Mykhaiuk's mast points 
ina Big 12 game this season... Graham's fith double-figure soring game in his lst sx contests, 1th this season. 


Game 23 - #7/6 Kansas 75, at TCU 56 (2-6-16) 


Kansas 75 © 19-4, 7-3 Big 12 
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Stew nrisemrem scared, 
Notes: Kansas ends is three-game road losing streak... KU +21 rebound margin was is mast his season... 
Bis’ thd double-double ofthe season, 16th of his career... Mason scores his 300th pains fr the season, 
Traylor ies his season high with seven rebounds... Graham's most points since he scored 22 vs. Oktahoma (1/4). 


2015-16 Box Scores 


Game 24 - at #6/6 Kansas 75, #10/10 West Virginia 65 (2-9-16) Game 25 - #6/6 Kansas 76, at #3/3 Oklahoma 72 (2-13-16) 
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‘Notes: Kansas extends its wining streak in Allen Fieldhouse to 37 games... Kansas improves to 2-0 against Top 
10 teams... Lucas reaches a new career high with 16 rebounds...Lucas also had a career high in blocks with 
four..£ls scores 20+ points forthe ninth time this season...Elis moves up to 15th an the KU al-time scaring ist. 


Notes: Kansas’ second-straight against a top-10 school... Four tes and 12 lead changes in the second 
half... Graham scores a career-high 27, including 16 in the final eight minutes... Lucas’ second-straight 
‘game of 10-plus rebounds, fourth ofthe season... Elis’ sith game of utile 3-pointers. 


Game 26 - at #2/2 Kansas 94, Oklahoma State 67 (2-15-16) 


‘Oklahoma State 67 # 12-14, 3-10 
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"Notes: Kansas extends the nation's activ lngest winning streak to 40 games, induding 3 in Allen Fieldhouse. 
KU broke the 90-pont baie forthe ninth time this year...Lucas’ second career double-double... Selden’ nth 
time to lead KU in scoring tis season... lis moves nto 14th on the KU career scoring ist at 1,588 points. 
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Notes: Kansas’ seventh-straight win... Kansas’ 11th conference win forthe 22nd-sraght season, which began 
during the 1994-25 season inthe Big Eight era... Mason passes the 1,000-point career scoring mark becoming 
‘h 58th Jayhawk to reach the feat. Lucas leads KU in rebounds forthe eighth time in the last 10 games. 
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Game 28 - #2/2 Kansas 66, at #19/16 Baylor 60 (2-23-16) 


Kansas 66 © 24-4, 12-3 


2015-16 Box Scores 


Game 29 - at #2/2 Kansas 67, Texas Tech 58 (2-27-16) 


‘Texas Tech S8 © 18-10, 8-8 


Total 3 Rebounds arr fetouncs 
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Notes: Frank Mason il scores 19 points and Landen Lucas grabs 10 rebounds as Kansas grinds out its 
‘eighth consecutive win, including four-straight Big 12 road wins, ater 17 lead changes with the Bears. 


‘Notes: Kansas clinches at least a tie frit 12th-straight and 16th Big 12 regular-season tte... U's ninth 
straight win... KU extends the nation’s active longest home court winning streak to 41 games, including 
39 in Alen Fieldhouse. Mykhailuk makes 5-5 3-pointers, leading Kansas with 17 points off the bench, 


Game 30 - #1/1 Kansas 86, at #23/20 Texas 56 (2-29-16) 


Kansas 86 « 26-4, 14-3 


Total 3m abounds 
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Notes: Kansas returned to No. 1 in both national polls hours before dominating No. 23 Texas from star to fn 


‘The Jayhawks shot 64 percent from the fld and notched the largest Big 12 road win during the Bil Sef era. 
Peary Elis scored his 10th 20-point game of his creer... Lucas led KU in rebounds forthe seventh straight game. 


Game 31 - at #1/1 Kansas 85, lowa State 78 (3-5-16) 


Towa State 78 21-10, 10-8 


peboxns 
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Kansas 85 © 27-4, 15-3 
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0-0] 00/1 1 21 80 1 1 3] a8 
v4] 35] 3 4 71 22) 0 1 0 O 30 
0-0] 00]0 1 1/0 oo 0 1 of 10 
3 oo} 12/1 2 313 915 0 0 3] 32 
3] 00] 0-0] 00]0 0 oi of 00 0 of 6 
613 | 3-4 | 14 | 2 1 3) 2 16] 4 1 2 of 31 
611| 48] 001 3 4] 3 16[ 3 1 0 of 32 
02 |02]00]01 i]0 of 000 0 5 
ai] oo]oo]1 1 20 2011 o 5 
o3|o2]44]01 i)0 40 00 of 9 
12] 00]00/]2 1 3}0 2000 of 2 
34] 00] 00/3 4 72 60 0 1 3} 20 
23 5 
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‘Notes: Kansas wins its 11th-stragit game... KU wins js 33rd-straight season home finale beginning in 
11984... KU records ts second straight and 19th undefeated recordin Allen Fieldhouse (16-0)... Elis posts 
‘second-straight 20-point game. 


2015-16 Box Scores 


Game 32 - #1/1 Kansas 85, Kansas State 63 (3-10-16, Kansas City) 


Kansas State 63 © 17-16 
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‘Notes: Quarterfinals of the Big 12 Championship... Kansas wins fist game in Big 12 tourney for the 19th 
time in 20-year history ofthe event... KU's second 20-point victory in the last three games... Elis’ third 
straight 20-point game... Career high 12 points for Bragg. 


Game 33 - #1/1 Kansas 70, #20/22 Baylor 66 (3-11-16, Kansas City) 


Baylor 66 © 22-11, 
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Notes: Semifinals ofthe Big 12 Championship... KU improves to 10-3 versus ranked foes in 2015-16.. 
‘Season-high 12 steals for KU... Eight dunks for the Jayhawks... Elis’ fourth-straight 20-point effort... 
SSecond:straght 10-plis point game for Bragg. 


Game 34 - #1/1 Kansas 81, #9/8 West Virginia 71 (3-12-16, Kansas City) 


West Virginia 71 26-8 


Total 3-6 Rebounds 
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‘ieee nnd ya aves) Ruy 16 2-08-26, 
Notes: Tile game of the Big 12 Championship... KU wins 14th alltime and 10th Big 12 postseason 
tourney... KU sets season record wih 11th win against ranked foes... Devonte’ Graham named MOP... 
Elis and Graham on the all-toumament team... Graham tes career high with 27 points. 


KU'S CONFERENCE (POSTSEASON) CHAMPIONSHIP HISTORY 
BIG EIGHT BIG 12 TOTAL 
Overall... . . 30-16... . 41-10... . 71-26 
First Round... . 18-2..... 1-0... 19-2 
18-2 «18-2 
12-6 +» 20-16 
Championship .. 4-4 .....10-2..... 146 


14 KANSAS (1981, 84, 86, 92, 97, 98, 99, 2006, 07, 08, 10, 11, 13, 16) 
13. West Virginia (1955, 56, 57, 58, 59, 60, 62, 63, 65, 67, 83, 84, 2010) 
8 Missouri (1978, 82, 87, 89, 91, 93, 09, 12) 

7 Oklahoma (1979, 85, 88, 90, 2001, 02, 03) 

5 Texas Tech (1976, 85, 86, 93, 96) 

4 Oklahoma State (1983, 95, 2004, 05) 

3 lowa State (1996, 2000, 15) 

2 Texas (1994, 95) 

2 Texas ARM (1980, 87) 

2 Kansas State (1977, 80) 

1 Nebraska (1994) 
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Game 35 - #1/1 Kansas 105, Austin Peay 79 (3-17-16, Des Moines) 


‘Austin Peay 79 (16) 18-18 


2015-16 Box Scores 
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Notes: NCAA First Round in Des Moines, lowa... Kansas’ eighth game of 100-plus points in NCAA 
‘Championship history... Mykhailiuk career high 23 points... Career high 16 points for Lucas... Season 


high. nine rebounds for Traylor. 


Game 36 - #1/1 Kansas 73, Connecticut 61 (3-19-16, Des Moines) 


UConn 61 + (9) 25-11 
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os Payer FG-FGA|eG-FcAl FT-FTA OM Det Tor| PF _Te|_A TO atk Stil Min 
‘ce Mason Ii, Frank =] 1s] os] 6s]o s s)4 sf4 4 0 1] 36 
1 Selden dr, Wayne =| 815] 25 | 46 | 2 5 7] 0 2213 2 1 of 35 
(¢ Graham, Devonte’ =| 4-8 | 255 | 34 | 0 5 5] 2 13] 2 2 0 1] 34 
23 Lucas, Landen «| 24 | 00 | 22 | 13112) 2 6f 4 1 3 4] 36 
3 Elis, Perry +|oa2] 23] 1-2] 0 8 @ 1 2111 1 0 of 32 
aa Mykhailuk, Svi oi | 00} 12/00 1 io 1 0 of 6 
4 Greene, Brannen 0-0 | 00]00]01 111 of o o 0 of 9 
35 Bragg Jr, Carton 12] 00] 00]2 0 2)0 2000 o 4 
ai Traylor, Jamari o1 | 00] 00]1 1 2 2 of 0 1 3 of 10 

Team 20 2 1 

Totals SSI] G17 |iFaz] 8 36 4a]13 73] 8 13 73] 200 
FG ist Mate 15-27 55.0% 2nd hall: 1026 41.7% Game: 25:51 49.0% ‘Senda 
Bow isthat G11 543m Iman “G6 Ow Gene: 17 353% sits 
Pre isthal: $12 667m ondhal $20 90.0% Game: 1722 773% og 
‘orci: Pat Adams, Tem Cougherty, Bert Sth 
Technica fous: UCoon-GIBBS, Seg, Karaae-None. 
‘engance” 680 
O16 NOM bers Basketball Camplonsip- Second Round (South Region) 
oud Ou: None 
[ucone 7 62 
[kone [29.73 
at = Yeon nd 04, 2n4-08:98 ‘eae = 3 un. 

eed = UConn by 3H 1, iby 24 e348 Ce chged ee 


Str c:27 A tata 373 Ge wir 62:20. 
‘Notes: Wayne Selden J, poured in a game-high 22 points... Landen Lucas had 12 rebounds. ..Els' sith 
20-point effort inthe last seven games...fnished with 21 points to pass Kirk Hinrich on the programs elite 
listo all-time great... KU advances to Sweet Steen for 31st time in program history. 


Game 37 - #1/1 Kansas 79, #18/17 Maryland 63 (3-24-16, Louisville) 


Game 38 - #6/6 Villanova 64, #1/1 Kansas 59 (3-26-16, Louisville) 


Maryland 63 «27-9 Vitanova 64 6 33-5 
Total 3° retourds Tout 3 rebounds 
so Baie eranlec-rcal eral on bat Tol Peel A To x si ss Payee rcrroalrcrcaler-eralo oe Tl rea ro sik sil 140 
Se CARTER, Robert apie se st a JENKINS, Kris so] 7} es] o 4 4 413,32 0 1] 2 
{0 LAYMAN, Jake o4|22/05 so a3 0 4 2] S cowuomne +] $8 |00]co|1 7 a3 i201 4] 2 
3 STONE, Bamond toliz|22 a4 S003 0) a BRUNSON, doen = g| 26 | 22 | 22] 01 a] 1 m0 1 0 Ol 22 
o®  SULATHON, Rasheed 27 | 4403 3}3 wl 200 9 © HART, Josh sJei7| ra | 00] 2 3 4] 3 33) 0 2 0 2) 38 
2 TRIMBLE, Melo 17 | 69/0 2 24 17) 2 2 0 1 45 ARCIDIACONO, Ryan 9] 3-6 | 1-3 | 67 | O 3 3} 3 13} 1 1 O 1) 33 
0: BRANTLEY, Jaylen 00 | 00) 0 1 1/1 Of 0 0 oO O es BOOTH, Phil O1/ 01/00/00 oF 0 Of 0 0 O Of 12 
11 NICKENS, Sared 14] oo]o 92 390 0 9 5 BRIDGES, Mikal 24 | 01 | 22{1 2 3/2 61 2 0 5] 26 
15  CEKOVSKY, Michal % remows, orm | o0]o0| 22/2240 01% 3] 2 
3 BODO, Damente to|oo|s 2 3 so 1 00 _ a 

Tem ii . 

Team ine lope wea pe ion [omme Tole asa) Fe [TeTS] S23 welIe Ga 792 iz 
Sob ueriiicis ieee cute cee ar cee aoe | SEES H G8 SE SBS St oe es = 
FT % LstHalt: 4-5 80.0% 2nd hai 10-15 667% Game: 14-20 70.0% 7 SE 6S SS RE EA Seah iad *e 
Kansas 79 «33-4 

‘Total 3-Ptr ‘Rebounds Land Lmmarped 

Payer crcalec-rcalr-FTal of Def Tot] PF _T|_A To em e.soaler-sralon og ul er_re]_4 no oh sol tn 
2 teas, onde Le? ]|oo|22]4 7h) 4 4a tt 
34 Ellis, Perry: 4}10-17] 0-1 | 7-7: | 2 3 5S) 3 277000 00) 23)2 3 5/3 41 4 0 1) 34 
‘00 Mason III, Frank gy] 4-12) 12] 22] 0 5 5) 3 1) 410 16 | 12 | 1 2 3) 3 16 4 4 1 1) 40 
‘i Selden Jr.,. Wayne 9/716] 25 |34]1 6 7} 2 191630 06 | 45} 1 1 23 16) 3 3 1 1) 38 
& Ganam,Beyerte | 02 | 01 | 23/1 2 a] 1 23 3 0 s3|oo|o 7 75 103 0 Gl 35 
too fyanalilk, St tijoo|23|o2 22 000 1 ]oo|o ogi doo oo 7 
{3- breag Jr. Caron os{oo|oo|3s ai ooo co[oo|oo oo iio 0 6 
3 Tver Jara tefeo|ooloags Foro cofooloo 2 joi a] 5 

Te pie 123 

Tia Balas ea ae SET ee aS BT eS ao 
Fis iavar: 1537 anon andta 1425 see cone: 2060 am fom ita: 1023 G98 mal: 1327 IE Gane: 2-50 46.0% aia 
senisier Ty’ Som ane SS oe See Se See SERINE 22 OR MIRE Gy Sik Gee 28 oe Em) 
Maginwn s2 Ge tuner is aoe com en ae mete 3s an see te ae Gees cae 
Tf eer on rece, Don Daly cats: Try Ver, its aster, ef Ca 
Pees ik erytes SAD nee: UNO, ne. ane as, fuses ea vaoveon oon 
‘Attendance: 19399 oa 
‘South Regional Sweet Sixteen Leer ccaiestene 
(Sr canoe Te aes Tae] oe at ee Sestees____e e wis ie tO as 

a Sars fee ID oe ee eS G aeet w 
[kansas 36/43] 79° 2 hRmewee [kansas 25[34] 59 a aee8: & 
|Last FG UMD 2nd-00:47, fad 2r-00:01. ‘Score ted - 4 times pense een mates eee. pape 

er eee Ce tr eae ae 


Notes: Played at the KFC Yum! Center in Louisvile, KY..Elis had a season-high 27 points... Landen Lucas 
‘had 14 points and 11 rebounds for the Jayhawks’ frst postseason double-double. Selden had a season 


et To 


high si assists. Jayhawks advance to the Elite 8 for the 21st ime in program history. 


Notes: Devonte’ Graham tied his career-high seven rebounds... Landen Lucas had his third-strzight double 
rebound game (12)... Pemy Elis finishes eighth on the program's all-time scoring st with 1,798 career 
points and 12h on the all-ime rebounding list with 835 career boards. 


rK 


AA 


MMVHAVE 


‘2s, Opponents 


GAME 3| Nov. 18 | 7pm. 


——— 
EAD COACH 

Samy Pats (Cath 89) 

ecard at SO:52-51 @ seasons) 
‘era Recrd: 197-185 (12 sense) 


aca 
Conierence Finish «<> 11-14 (8 
etermen RAL (Starters tj. 10/8 
(MEDIA RELATIONS 


EMPORIA STATE ONNETS 
EXHIBITION | Nov.6 | 7 p.m. 


GAME 4| Nov.21 | 8:30 p.m. 


GENERAL INFO 
Location. a. 
18,608 

— —— 
HEAD COACH EAD COACH 
gen veer Dare 12 Faber san (UC Devs‘) 
Becors seen Record at UA: Fs season 
Ow Same fatten 
‘SERIES INFORMATION SERIES INFORMATION. 
Over AU ead, 203 (7-0 ex) r= iy 251 
InLawrerce HU eds, 11-0 : 
(ast Meeting, 109-56 (1.11.14) Larence |. eats, 1-0 
Ft Meeting 90-5 (12169) ast Meeting HU, 100-74 8.26.09 


Fest Mecing WA, 50-46 11.2584) 


VS. INDIANA 
GAME 1 Nov. 11 1 6 p.m. (Central) 


VS. GEORGIA 80.0065 
GAME 5 (TBD) | Nov. 22 | 6:30 or 9 p.m. 


— 

‘des MEAD COACH HEAD COACH 

en Tam Crean (Cental Misigan 89) Mark Fox Eater New Mexico'9) 
cord at 148-119 8 seasons ecard at UGA: 126-103 7 ssa) 


Over 338-215 (17 seasone) 


‘SERIES INFORMATION. = 

Oar eats 76 Rlowece | kom 0 
InLamrence Meads, 2-1 Last Meeting WU 88-78 (1-25 
ast Meeting KU, 91-83 (12.16.95) Fest Meeting “WU, 76-85 021 


Fest Meeting .U, 60-42 6:30.40) 


= BIZ822.457 
1 es6indiana eds 


VS. DUKE 81.UE 
GAME 2| Nov. 15 18 p.m. (Centra) 


— 
EAD COACH 

Mike Kye (ey '69) 

cor at Duke: 970-262 (96 seasons) 
vera 1083-321 (41 season 


Las Meeting KU, 94-89 (11.12.33 
FistMesing Dike, 92-8521.) 
ss: =. 96681712 


co 795.397.2063 
1 Clidnontoauaa ake 28s 


Last Messog. WU, 85-56 (12.11.99) 
FrstMecing Al 7-70(122288) 


UNC ASHEVILLE 80.0065 
GAME 6 | Nov. 25 | 7p.m. 


828.251.6931 


LONG BEACH STATE 4958S 
GAME 7 | Nov. 29 | 7p.m. 
GENERAL INFO 
—— pe 
Festi |< oc ineceeetan) RDC 
sn Aes Cec. Ort N= ren, 8) 


Recor at LSU: 155-140 (@sxasons) 
‘veral 325-263 (19 seasons) 


salar 

eee Mn 
Lae eee he OR. ‘Last Meeting, KU, 86-80 (12.6.11) 
‘MEDIA RELATIONS ‘First Meeting KU, 69-52 (12.1.70) 

nn 
ome 2.995 7505 
e eae 
a vain 
STANFORD (1/0101! 


GAME 8! Dec. 3 | 2:30 p.m. 


——— 
EAD COACH 

sod Haase Karas '97) 
Fecort at Startort Fist season 
‘eral 80-5 season) 


‘SERIES INFORMATION 
Oral... - AU leads, 8-3 
In Lawrence NU leads, 5-0 
lasteding. Sara 6057 @7319 
Fiat Meeting KU 38-20 1230.2) 


650.683.5528 


15-15 
S106 
sot (a7) 


ast Meeting. - (4, 99-52 (1.5.11) 
Ft Mesing 108-62 (11.22.69 


816.235.1034 
816.205.5400 


10 | 2:15 p.m. 


es 
HEAD COACH 

“Tim les (U, of Marg '85) 

Record at Mi 63-57 (4 seasons) 


ast Meeting. KU, 86-66 25.11) 
Fst Meeting MU, 48-8 2.1900) 


sé 402 540.0268 
‘amchnightruskers com 


DAVIDSON ¥)\. 9047: 
GAME 11 | Dec. 17 (Sprint Center) 6 p.m. 


—— 
EAD COACH 

‘Bob Mekitop Fosa 72) 
Record at Davis: 516-313 (27) 
vera: Same 


‘SERIES INFORMATION 
Overat Ted, 1-1 
‘Kansas Cy vison ads, 1-0 
‘Mein, Di, 607612117) 
Fist Meeting. 1, 5957 (130.08 

7048942217 

708.458.8198 


AT UNLV 8) 
GAME 12 | Dec.22 | 8pm. 


GENERAL INFO 
Location... 


HORNED FR 
TCU in fae 30/Feb. 22 | 8/6 p.m. 


Opponents & -. 


KANSAS STATE \\)\._ 


GAMES 14/24| Jan. 32.6 | 8/8 p.m. 


TEXAS TECH 850 RAIDERS 


GAMES 15/25 | Jan. 7/Feb. 11 | 6:15/1 p.m. 


— 
EAD COACH 

(Os Bea eas 95) 

ue Cost Und Saperarts Aw 15,008, Record at TTL Ft season 
Website ‘Texastech.com  Qeera 171-50 7 seasons) 


‘SERIES INFORMATION 
Overt eas, 31-4 
Laorence «WU teas, 16-0 
Last Meeting. WU, 67-58 22716) 
Fest Meeting WU, 85-71 (127 59) 


308.742.2770 
7272183857 
‘mathew dananayt eds 


GAMES 16/30 | Jan. 10/Feb. 27 | 8/8 p.m. 


[SS 
HEAD COACH 

Lan kup (aneas Stste"75) 
cor at OU: 111-57 (5 seasong 
(Over 590-361 20 season) 


208 SERIES INFORMATION 
Ova teats, 144-65 
InLamrence Meads, 7316 
Lust Meeting. WU, 76-72 2.13.16) 
Frat Meeting. MU, 33-28 0.520) 
-. . 405325704 
405.286 5663 


OKLAHOMA STATE BC 


GAMES 17/31 | Jan. 14/March 4 | 1/5 p.m. 


—— 
EAD COACH 

‘rad Underwond Kansas Sate 86) 
Foor at OSU: Fest seasnn 
Overal 89-14G seasons) 


Oma 
InLawwence-__ Meads, 61-11 
LastMesing. WU, 91-67 215.19 
Fist Mesing WU, 36-16 211.25) 

‘ 4057447756 
177335199 

Sephenhowadoksite oa 


IOWA STATE © 
GAMES 18/23) an 1A | 607: 


nl 
EAD COACH 

‘Stee Prom (aba '97) 
Recor at BU: 23-12 (1 season) 
‘Over 127-41 (6 season) 


‘SERIES INFORMATION 
vera «Meads, 178-63 
InLawence AU leds, 92-15 
ast Meeting. AU, 85-78 @.5.19 
Firat Meeting KU, 53-35 (22008) 


+ 515294.1383 
51500-7642 
ec 


TEXAS LONGHORNS 
GAMES 19/29 | Jan. 21/Feb, 251 1/5 0r7 p.m, 
GENERAL INFO. 
= een 
en, a] 
penser 
ass eS ———— 
Conference | ‘Shaka Smart (Kenyon College 99) 
San 
(Overall: 183-69 (7 seasons) 
iia 
Sec iaay Oman Mi rs 
Leterman FAL (Starters RA). . 7/8 (5) I! os KU leads, 141 
‘Last Meeting. KU, 86-56 (2.29.16) 
—_ RELATIONS: ‘Fest Meeting UT, 34-36 (12.16.38) 
ES pare 
= aL 
WEST VIRGINIA )\OUNTAINEER. 
GAMES 20/26 | Jan, 24/Feb. 13! 6/8 p.m, 
GENERAL INFO 
feet cena 
‘Athletics Director ‘Shane | (MEAD COACH 
Corference ‘Bir? Bob Huggies (West Vigna "77) 
Se cacanthes Oa 
‘Website Overal: 791-321 (34 seasons) 
sini 
itn Seg: Saas Ome ee 
sins 0) tetig. 81-71 1210) 
‘Fiest Meeting KU, 61-56 (1.28.13) 
taunt : 04293.2801 
ee os gua, 


AT KENTUCKY WL DCATS 
_ GAME 21| Jan. 28 |5 p.m. 


= 
EAD COACH. 

ihn Calipari Caron 82) 
Record at UK: 217-47 (7 season) 
‘Overal 620-185 24 seasons) 


InLawence | | UK leads, 7-5 
last Meeing 0, 90-84 (130.19) 
Fst Meeting UK, 68-39 (12.16.50) 


° 
3 
2 
: 


110 | 2016-17 


GAMES 22/27 | Feb. 1/18 | 8/12 p.m. 
GENERAL INFO 
ocaon Waco, Texas 
rolment i676 
(Colors Green 8 Got 
Presiden: | oc bad cater i TT 
‘hls Director Tack Rhoades MEAD COACH 
Conierence ‘Sgt? Sout Drew Gute 53) 
ome Gout °° Feral Genter (10284) Reco at BU 250-172 (13 season 
Website. <5: Baylorbears.com Oya: 270183 (4 seasons) 
irr orig I. 
Conisrence Fish io-d(tsty Seal ‘ene, 7-4 
Letemen PA GSares Rt} . 6/32) Lene... HU ads, 14-0 

Last Meeting. WU, 7086.11.18 

(MEDIA RELATIONS Fest Meeting. WU, 57-46 (12351) 
David Kaye 
Ofice 2547104399 
et 2547035147 
Ema Gaid_kye@noceds 


Opponents/Postseason 


2017 BIG 12 CHAMPIONSHIP 


Sprint Center - Kansas City, Mo. 
Wednesday, March 8 

Game 1 - No. 9 Seed vs, No. 8 Seed, ESPNU 
Game 2 - No. 10 Seed vs. No. 7 Seed, ESPNU 


Thursday, March 9 (Quarterfinals) 
Game 3 - No. 5 Seed vs. No. 4 Seed, ESPN2 
Game 4 - Winner Game 1 vs. No. 1 Seed, ESPN2 
Game 5 - Winner Game 2 vs. No. 2 Seed, ESPNU 
Game 6 - No. 6 Seed vs. No. 3 Seed, ESPNU 


Friday, March 10 (Semifinals) 
Game 7 - Winner Game 3 vs. Winner Game 4, ESPN2 
Game 8 - Winner Game 5 vs. Winner Game 6, ESPN2 


Saturday, March 11 (Championship) 
Game 9 - Winner Game 7 vs. Winner Game 8, ESPN 


All games will be televised on an ESPN platform and available via WatchESPN 


NCAA TOURNAMENT DATES & SITES 


March 12 - Selection Sunday 

March 14-15 - First Four (Dayton, Ohio) 

March 16 & 18 - First, Second Rounds (Buttalo, N.Y.; Milwaukee, Wis.; Orlando, Fla; Salk Lake City, Utah) 
March 17 & 19 - First, Second Rounds (Greensboro, N.C.,;Indianapos, Ind; Tulsa, Okla; Sacramento, Cali) 
March 23 & 25 - Regionals (Kansas City, Mo.; San Jose, Cali 

March 24 & 26 - Regionals (Memphis, Tenn ; New York, N.Y) 

‘April 1 ~ Final Four (Glendale, Ariz) 

‘April 3 - National Championship (Glendale, Ariz) 


FINAL FOUR 


Nonconference Series History 


w. 
W. 
W. 
L 
W. 
W. 
L 
W. 
-L. 
W. 
ai 
W. 


RTO 
“NCAA West Regional; “NCAA Soutbeast Regional: $Great Eight Maui 
‘nitaional; Las Vegas Intaona 


‘ARIZONA STATE 
YANGAS LEAS, 4 
yeninge1 


AUBURN LEADS, 1-0 
(0G/16/1985 South Bend, a BE 
“NOAA Southeast Renionat 


‘AUSTIN PEAY 
KANSAS LEADS, 1-0 
GN772016 Des Maines, fa a We 105-79 
“NCAA South Regional 


1272272010 Berek, Ca. 
“Great Alaska Shootout; “NCAA Midwest Regional, SPreseason NT; AMfaut 
Iniationat; Gtemper Stootat 


‘CAL-SANTA BARBARA 
WANSAS LEADS, 1-0 
11272072003... Reno, New. 


‘CAL-STATE NORTHRIDGE 
KANSAS LEADS, 1-0 
362001 Dagon, Obi 
NCAA Midwest Regional 


Wo 9875 


cANISUS 
KANSAS LEADS, 2-0 
12041957 Lawrence... 
1206/1958. ule, NY. 


12267959 Kansas ly Ma 
02/2/1954 Bowler, Colo 
ORN1/1954 Lawrence 

onmiarass Lawrence 
(0272271955 Boule, C0 BO 
‘0902/1956... Lawrence. see 
‘oarari956 Boulder, Colo 6775 


ROCK 
CHALK 


MMVHAVEA 


° 
3 
2 
: 


> 2016-17 


orninseo. 
2/20/1960... 
02/06/1961, 
oanen61 
29/1961 
oon7ns62. 
owion962 
76/1962. 
01/05/1968 
09/1963, 
1212771963. 
orninae4.. 
owo/964 
1730/1964 
oviinses: 


‘ovorngat 
‘ovoaria21 
ovronsz2 
onera22 
oyraria23 
oonen923 
oviina4... 


oara7nsrt. 
oveanere. 
oaernsr2. 
12/80/1972. 
NINg73... 


=225>2- 2222222222222 22== 


‘hieago L.. “34-83 


Finals; NCAA 


‘Champions Cassie; NIT; ANCA 


1474 


Series History 


“NCAA Midwest Regional 

F- 

Beary 

vanes 05.19 

So. ne. 

FAIRLEIGH DICKINSON 

fareas 0s 29 

‘ara roe a 
Vianare macs Yi 
ronnn 

fone ans, 42 

"rma 


“NCAA Midwest Regional; NOAA Southeast Regina: Sau atonal 


HOWARD 
KANSAS LEADS, 2-0 
‘09/20/1982... Dayton, Obi. Wa OT 


yg013.. 
“BMA Hi Classic 


‘ows 
OWA LEADS, 7-3 


1272/2011... Lawrence. 


ROCK 


on, 
ry 
> 
= 
A 


SMMVHAVE 


SLN3NOddO 


KANSA 
my 882252", Nonconference 


MISSISSIPPI 
KANSAS LEADS, 1-0 

0971371981. Wichita, Man... 
“NCAA Mist Regional 


[MISSISSIPPI VALLEY STATE 
KANSAS LEADS, 2-0 
“12/02/1982. Lawrence. — 
11271971992 Kansas Cy, Ma 
“Golden Hanest Gassc 


US. OhmpicPiyots; MBI Bank Kansas City Stoiaut 


Lewicn 
KANSAS LEADS, 1-0 
‘03/18/2010... lahoma Cy, Of... 
NCAA Midwest Regional 


‘LONG BEACH STATE 
KANSAS LEADS, 3-1 


YRIOVSTO a LMR ene Wes MED 
12/077195 Long Beach, Cl. W. 66-60 
0125/1993 Lawrence. L 3-64 
12/06/2011... Lawrence. 88-80 
Lonwooo 

KANSAS LEADS, 1-0 


1122010... Lawrence. 


37S 


LOUISIANA LAFAYETTE 
SSERES TED, 1-1 

12/29/1983... New Olan. 
12/2008... Lamrere.. 


LOUISIANA MONROE 
KANSAS LEADS, 2-0 
+1709/2007 ... Lawrence, 
T/ARO13..... Lamrence, 


== 


LOUISIANA STATE 
KANSAS LEADS, 3-1 

12/12/1953....Baton Rouge, a. 
12/06/1954... Leaence. 
11/17/1989... Baton Rowe, 


KANSAS LEADS, 1-0 
BMA Holiday Classic 


TS Cag 
“NCAA Micwest Regional: “Great Eight: $Champions Oassic; Orlando 
case 


12neng61 
oyeura74 
12/01/5990. Lawrence... 
(01/28/1992. Nitwaukee, is. 
‘owos,2003.... New Orleans”... 
“NOAA Seminal 


Series History MJ 2° 


[MONTANA STATE — 
‘aroswscs 2 & 


W27NST6... Lawrence... wd 


— 


— 


= 
— 
— 


‘ 


Bee 


‘27/960... 
‘ovaries 
‘2/12/1951. 
1279/1951 . 


2 
& 


gEEEEEREE ODE 


“US. Ohmic Playa; NOAA Southeast Regional SEMA Holiay Cassc 


MONTANA 
KANSAS LEADS, 2.0 

120171962 ___ Lawence. 
1290015 __ Lamenee. 


ovaries, 
(02/10/1945. Lincaln, Neb 


Ov/11/1946 Lineal, Neb. 


13171954... Kansas Cty, Ma. 
0171571955... Lina, Neb. 
onn9/955, 


02/291987 
(02/08/1958... Lawrence 


NORTH CAROLINA ART 
KANSAS LEADS, 1-0 


222222222227 


Series History HJ -: 


Os 


Ty 
28 
WPiAA 


‘NOTRE DAME ‘ovozr9at Mati, Cait____. W____.88-62 ‘RIDER 
[NOTRE DAME LEADS, 9-3 (OV0271 982 Lene (08S YANSAS LEADS, 3-0 
12AWNGT —— Lawence WS 12727967... Lawene... 
1205/1988 Anaheim, Cait We 12757900 Lawrence 
sn27998 Lawrence W766 111242014 Lawrence 
1292005 tawence WS 
“Preseason NT, ‘fn Wooden Classic ‘ROBERT MORRIS 
HANSASLEAIS, 1-0 
PITTSBURG STATE OR716/1990.. ana 
1 20an974 South Bend, KANSAS LEADS, 10-0 (6-0 NV BOEITION) NCAA East Regional 
OW1S/975... Ta, Oa... aes 18 TIT 01031944 Lawrence = We 3521 
1208/1975... Lawrence. 127181985 Lawrence W103-48 ‘ROLLINS, 
00/07/1987. Lawrence. 12797988 Lawene Wo 96-71 KAISAS LENDS, 3-0 
11172872001 Lawrence W_105-62 2AS07980 Lawrence ne We 


‘o/09/5982.._—Lawrence... 


it 


‘01/90/1983 .Lawrence 


PSsrsrsssrs 


127217963. 


snena72, 


“NOAA Semnais 


SAMVHA' 


SLN3NOddO 


ainanss7. 


“NOAA Semifinals; ANCA West Regional 1272071580 Lawrence 736 
1221957 Los Angeles, Cat 

SEALE 227988 Lawrence 

KANSAS LEADS, 1-0 121012006 Lawrence 65-58 

1210171988... Lawrence. vo B18 


SEATTLE PACIFIC 
KANSAS LEADS, 1-0 "NOAA Westem Finals 
12721790)... Lawrence... 
‘SOUTHERN ILLINOIS 
SETON HALL KANSAS LEADS, 1-0 
‘SERES TED, 1-1 (03/22/2007 —_ San Jose, 038° 
1128/1988... Anchorage, Alaska. NCAA Westem Regional 
11v217200% Lahaina, Hawait® 
“Great Alaska Shootout; Maul intaional 
SIENA 
KANSAS LEADS, 1-0 103-83 


(01/06/2000... Lamrence.. 


smu 
KANSAS LEADS, 26-4 


12N9N938. 1101-69 


12N97998.. 
12n4ri946. 
s2nangst 
12/8/1951 
sansa. 
12/20/1952. 
12/7/1955. 
1221/1955... 


“01-64 
TBA 


== 


68-58 


nnveont 
rwe2r3. 
Bate 4 Ataris; “Las Vegas ination; Mau ination 


‘TRUMAN STATE 
KANSAS LEADS, 2-0 


“09-83 
00-74 
“Great Alaska Shootout; “Preseason NT, SNCAA St Louis Regional 


LUC SANTA BARBARA 
WANGAS LENS, 1-0 
nani... Lawrence... 


Ue IRVINE 
YANSAS LEADS, 1-0 
PRON LMR ne Wis OSE 


voa 
UCLALEADS, 108 
12/2N968......Los Angeles, Cat. 
120871961 Los Angeles, Cal. 
snanges Manta, Kan. 
sai 12AT/MES Los Angeles, Cal. 
KANSAS LEADS, 1-0 ouzansa7—— tamenee_ W886 ‘og5/1971 Houston, Texas. 
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1898: THE BEGINNING 

Dr. James Naismith, the game's 
inventor, took the helm as the first 
basketball coach in Kansas history. 
Recommended by Alonzo Stagg, 
Naismith accepted the job for $1,300 
per year. In 1906, one of Naismith’s 
players, Forrest Clare “Phog” Allen, 
asked him about the coaching 
profession, Naismith said: “You can't 
coach basketball Forrest, you play it.” 
Allen went on to coach at KU for 39 
seasons. Allen had two stints as KU 
head coach, from 1908-09 and from 
1920-56. W.0. Hamilton coached the 
10 seasons in between Allen's tenures 
and won five conference titles in the 
Missouri Valley Intercollegiate Athletic 
Association (MVIAA). Three of 
Hamilton's KU teams were near 
perfect, losing only one game: 18-1 in 
1910, 17-1 in 1914 and 16-1 in 1915. 


1908: BEWARE OF THE PHOG 
Known as the “Father of College 
Basketball,” Allen's first team in 1908 
won KU's first-ever of what is now an 
NCAA Division | all-time high 56 
conference regular-season titles. 
Following Hamilton's 10 seasons 
‘sandwiched between Allen's illustrious 
career, in 1920, Karl Schlademan was 
KU's head coach for the season opener. 
‘Schlademan resigned after the game 
to concentrate on his duties as track 
coach, allowing Phog Allen to return as 
coach. 


1922-23: THE FIRST TWO 
NATIONAL CHAMPIONSHIPS 
‘Seventeen years before the first NCAA 
Tournament in 1939, Kansas was 
awarded its first national crown by the 
Helms Foundation. Allen's team 
finished with a 16-2 mark in 1922. In 
1923, the Helms Foundation again 
awarded its national title to KU, which 
went 16-0 in the league and 17-1 
overall. The 1923 team included greats 
Charlie T, Black, Tus Ackerman and 
Paul Endacott. From 1922 to 1927, 
Kansas won six-consecutive league 
regular-season titles, a string that held 
‘up until current head coach Bill Self 
coached KU to what is currently nine- 
straight championships from 2005-13. 


1934: CONSECUTIVE CONFERENCE 
TITLES, 

In 1934, Allen's Jayhawks capped 
‘another remarkable run, winning the 
Big Six Conference title for the fourth- 
consecutive season and posting a 
16-1 record. Sophomore Ray Ebling 
(12.8 ppg.) led KU in scoring. KU would 
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go on to win seven conference crowns 
in eight seasons and 11 in a 13 year 
span from 1931-43. 


1936: INTERNATIONAL SCENE 
Thanks in part to the work of Phog 
‘Allen, the FIBA organized the first 
Olympic basketball tournament in the 
1936 Summer Olympics at Berlin as an 
outdoor tournament. Dr. Naismith 
presented the medals to the top three 
teams. In keeping up with the Olympic 
tradition, all of the competitors were 
amateurs, and FIBA introduced the 
indoor game in the 1948 Summer 
Olympics. 


1938: KU'S FIRST CONSENSUS 
‘ALL-AMERICAN 

In 1938, Fred Pralle became KU's first 
consensus All-American, leading the 
Big Six in scoring and the Jayhawks to 
an 18-2 record. Two-years later, Allen 
convinced the NCAA to hold its second 
national championship in Kansas City, 
Mo., in Municipal Auditorium. The 
venue has hosted more NCAA Final 
Fours, nine, than any other facility. KU's 
1940 team battled all the way to the 
title game, where it lost to Indiana, 
60-52, in Municipal Auditorium. 


1941: ENGLEMAN TO THE RESCUE 
Howard Engleman averaged 16.5 
points per game and became the 
second KU player to eam consensus 
All-America first-team honors in 1941. 
Engleman later filled in as KU's interim 
head coach during the 1946-47 
‘season when Allen was ordered to take 
a rest for health reasons on Jan. 7, 
1947. 


1943: TWO-SPORT ATHLETES 
The Jayhawks’ 22-6 team in 1942-43 
was led by consensus first team All- 
‘American Charlie B. Black and Ray 
Evans, one of KU's greatest two-sport 
athletes. Three seasons later, in 1945- 
46, Otto Schnelibacher, another two- 
sport superstar, led KU to a 19-2 mark 
and a spot in the NCAA Tournament. 


1952: KU'S FIRST NCAA TITLE 
Led by senior All-American Clyde 
Lovellette, Kansas cruised to its first- 
ever NCAA national championship, 
defeating St. John’s, 80-63, in the 
championship game. Coach Phog Allen 
built his team around Lovellette, the 
only player to lead the nation in scoring 
and win a NCAA crown in the same 
season. Lovellette was surrounded by 
talented role players such as Charlie 
Hoag, Bill Hougland, Bob Kenney, Bill 
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KANSAS’ MILESTONE VICTORIES 


Win # 


Date Site Coach 
Jan.15,1910 St.Louis,Mo. WO. Hamion 
Jan. 24,1917 Lawrence WO. Hamiton 
Feb.9,1925 Lawrence FC.Allen 
Jan,2,1933 Lawrence FC. Allen 
Jan, 18, 1939 Lawrence FC.Allen 
Jan. 30, 1945 Lawrence FC.Allen 
Dec. 29,1951 Kansas Ciy,Mo. FC. Allen 
March 15, 1957 Dallas,Texas Dick Harp 
Dec. 1, 1964 Fayetteville, Ark. Ted Owens 
Feb.3,1969 Lawrence Ted Owens 
Jan. 25,1975 Lawrence Ted Owens 
Dec.1,1980 Lawrence Ted Owens 
Dec.3, 1985 Lawrence Lary Brown 
Feb, 25,1989 Lawrence Roy Wiliams 
Jan.16,1993 Louisville, Ky. Roy Wiliams 
Nov.27, 1996 Maui, Hawaii Roy Wiliams 
Jan. 8,200 Boulder, Colo. Roy Wiliams 
March 29, 2003 Anaheim, Calf. Roy Wiliams 
March 3,2007 Lawrence Bill Sef 


March 11,2010 Kansas City, Mo. Bill Self 
‘March 24, 2013 Kansas City, Mo. Bill Seif 


‘Score, Opponent 
34-13 vs. Washington (Mo) 
27-19 vs. Kansas State 
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Lienhard, Dean Kelley, John Keller and 
others. The NCAA Tournament title was 
the crowning jewel in Allen's illustrious 
coaching career. Also in 1951-52, 
LaVannes Squires, from Wichita, 
became the first African-American to 
play at Kansas. 


1953: ANOTHER TITLE GAME 

The following season, BH. Born and 
Kansas came within a point of winning 
back-to-back NCAA championships, 
losing to Indiana, 69-68, in the 
championship game. Born was named 
the tournament's Most Outstanding 
Player despite the loss. 


1957: WILT COMES TO KU 
In a memorable NCAA Tournament 
final, Kansas fell to undefeated North 
Carolina in triple overtime, 54-53. The 
Jayhawks, coached by Dick Harp and 
led by All-American Wilt Chamberlain, 
finished 24-3, including a 12-0 record 
to begin the season. The following 
season Chamberlain, hampered by 
injuries, still had many individual 
highlights including a school-record 36 
rebounds against lowa State. KU 
finished 18-5 and ranked in the top 10. 
The next year Chamberlain took his 
game to the pros with the Harlem 
Globetrotters. 


1962: GAME OF THE DECADE 

In what many consider the “game of 
the decade,” KU beat rival Kansas 
State in four overtimes at the Big Eight 
Holiday Classic at Municipal Auditorium 
in Kansas City in 1962. Reserve Jay 
Roberts’ shot at the buzzer won the 
game. In April, former KU men's 


basketball player Wilt Chamberlain set 
‘an NBA record by scoring 100 points. 


1966: HISTORIC CALL 
In head coach Ted Owens second 
season, 1965-66, Jo Jo White was 
ruled out of bounds while making what 
would have been the winning shot 
against eventual NCAA champion 
Texas Western in the regional final. 
KU finished 23-4 and won the Big Eight 
regular-season title. The following 
season Rodger Bohnenstiehl and White 
‘uided Kansas to a 23-4 finish and the 
Jayhawks ended ranked third in the 
nation. KU won claimed the 1967 Big 
Eight Conference title and advanced to 
the second round of the 
NCAA Tournament. 


1968: NIT FINALS 

In 1968, Owens’ team advanced all the 
way to the finals of the postseason NIT, 
where it lost to Dayton, 61-48, at 
Madison Square Garden. Behind All- 
American White, Kansas finished 22-8. 
Also in 1968, the Naismith Memorial 
Basketball Hall of Fame, named for Dr. 
James Naismith, opened in Springfield, 
Mass. The University of Kansas has 16 
representatives in the Hall of Fame, 


1969: MILESTONE VICTORY & 
FINAL FOURS 

Kansas registered the 1,000th win in 
school history by beating Oklahoma 
State, 64-48, on Feb. 3, 1969. The 
Jayhawks finished the season at 20-7, 
eaming a bid to the postseason NIT. 
‘Two seasons later, led by the one-two 
scoring punch of Dave Robisch and 
Bud Stallworth, Kansas cruised to a 
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27-3 overall record, a perfect 14-0 
‘mark in the Big Eight and a Final Four 
berth. Kansas lost to UCLA in the 
national semifinals at the Houston 
Astrodome. The following season 
Stallworth would score 50 points 
against Missouri, which stil ranks as 
the most points ever scored by a 
Jayhawk in a conference game. 


1974; ANOTHER FINAL FOUR 

Ted Owens’ 1973-74 team came from 
seven points back with 3:19 remaining 
to beat Oral Roberts on ORU's home 
court. The win sent Kansas to the Final 
Four for the second time in four 
seasons. The Jayhawks finished at 
23-7, including a 13-1 mark in the Big 
Eight Conference. 


1978: BE MINE 

In 1978, KU freshman Darnell Valentine 
led the Jayhawks to a 13-1 mark in the 
Big Eight Conference and a 24-5 
record overall. During the season, KU 
played Kentucky in Alien Fieldhouse on 
the day KU grad Adolph Rupp died. 


1981: FIRST POSTSEASON 
CONFERENCE TOURNEY TITLE 
Behind senior Valentine, Kansas won 
its first Big Eight Conference 
postseason tournament title in 1981 by 
beating Kansas State, 80-68, in the 
championship game at Kemper Arena 
in Kansas City, Mo. Valentine, an All- 
American, and junior Tony Guy led the 
Jayhawks to a 24-8 record and the 
NCAA Tournament Sweet 16. 


1984: BROWN AND MANNING 

North Carolina graduate Larry Brown 
took over as the sixth head coach in 
Kansas history, replacing Ted Owens, 
in 1983-84. Brown's first Jayhawk 
team won the Big Eight Tournament 
title and advanced to the second round 
of the NCAA Tournament, finishing with 
a 22-10 record. The following season, 
1984-85, Danny Manning, KU's most 
heralded freshman since Wilt 
Chamberlain, made an immediate 
impact for the Jayhawks. Manning 
averaged 14.6 points per game and 
was the Big Eight Newcomer of the 
Year. Manning helped lead Kansas to a 
26-8 season. 


1986: ELITE FINAL FOUR 

Many call KU's 1985-86 team the most 
talented in school history, posting a 
35-4 record and advancing to the Final 
Four in Dallas. An injury to Archie 
Marshall and Manning's foul trouble 
Contributed to a loss against Duke in 
‘the NCAA semifinals, which was the 
first national semifinal in which both 
teams each had 30 or more victories. 


1988: DANNY AND THE MIRACLES 
On the 50th anniversary of the first 
NCAA Tournament, National Player of 
the Year Danny Manning led Kansas 
past Oklahoma, 83-79, to win the 
NCAA championship in Kansas City, 
Mo. Considered a “bubble” team to 
get into the NCAA Tournament, KU put 
together a remarkable run, highlighted 
by a win over rival Kansas State in the 
Midwest Regional final and a victory 
cover Duke in the national semifinals. 
KU finished 27-11. Manning (24.8 
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NCAA TOURNAMENT 
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NCAA TOURNAMENT 
VICTORIES 

TEAM VICTORIES 
Kentucky 12 
North Carolina 417 


NCAA TOURNAMENT 
GAMES PLAYED 
TEAM 


Indiana 100 
Michigan State 92 
Connecticut 86 


NCAA TOURNAMENT 
W-L PERCENTAGE 
TEAM (W-L) 

Duke (109-35) . 

UCLA (99-38) 

North Carolina (117-45) 
Florida (39-15) 
Kentucky (121-49) 
KANSAS (100-44) ..... 
Michigan State (63-29), 
Connecticut 69-29) 
Indiana (66-34), 
Michigan (64-33) 


MOST VICTORIES COLLEGE 
BASKETBALL HISTORY 


Duke. 2,087-864 
Syracuse 1,943-865 
Temple 1,870-1,037 
UCLA 1,818-819 
Notre Dame 1,819-1,014 
St. John's 1,803-980 
‘Indiana 1,783-1,003 
Louisville 1,776-892 
BYU 1,764-1059 
Utah 1,759-966 
Minos... 1,744-958 
Wester Kentucky. 1,743-878 

Tc wnronen se 1,739-1,032 
Avizona 1,737-1,008 
Pennsylvania. 1,736-1,076 
Washington. 5-1,140 
Purdue 1,720-1,011 
Cincinnati 718-992 
Oregon State 1,706-1,293 
West Virginia. 1,702-1,059 
Princeton... 1,695-1,055 
North Carolina State 1,677-1,025 
Bradley. . 1,616-1,154 
FINAL FOUR 


GAMES PLAYED 


Louisville 16 
Indiana 15 
Michigan State reese 
Cincinnati eres || 
CURRENT CONSECUTIVE 
NCAA TOURNAMENT 
APPEARANCES 

TEAM ‘APPEARANCES 
KANSAS... <a 
Duke. 

Michigan State ...........ee cece ee 1D 
Gonzaga. 18 


Wisconsin. 18 


TEAM 
North Carolina 19 
UCLA 7 
Kentucky 7 
Duke. 16 
KANSAS... . seven 
Ohio State. n 
Louisville 10 
Michigan State 9 
Indiana 8 
‘Arkansas 6 
Cincinnati 6 
Oklahoma State 6 
FINAL FOUR VICTORIES 
TEAM VICTORIES 
UCLA 25 
Kentucky 20 
Duke. 7 
North Carolina 16 
KANSAS... . oud 
Indiana 12 
Ohio State. 8 
Cincinnati i 
NCAA TOURNAMENT 
CHAMPIONSHIPS 

TEAM TMS 
UCLA 1 
Kentucky 8 
Duke. 5 
Indiana 5 
North Carolina. 5 
Connecticut 4 
KANSAS. .. oe 
Louisville 3 
Cincinnati 2 
Florida 2 
Michigan State 2 
NC. State 2 
Okiahoma State 2 
San Francisco. 2 
Villanova. 2 
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points per game) led Kansas with help 
from players such as Milt Newton, 
Kevin Pritchard, Chris Piper and Jeff 
Gueldner. Manning would later be the 
first player selected in the NBA Draft. 


1989: THE ROY WILLIAMS ERA 

Roy Wiliams, facing a major rebuilding 
task as well as an impending 
NCAA probation, took over as the 
seventh coach in Kansas history in 
1988-89. Williams guided the youth- 
laden team to a very respectable 
19-12 mark and was later named the 
national rookie coach of the year for 
his efforts. 


1990: UNRANKED TO NO. 1 
Unranked in the preseason polls, 
Kansas won its first 19 games in 
1989-90, including consecutive wins 
over LSU, No. 1 UNLV and St. John's in 
the Preseason NIT. The Jayhawks 
bolted to the top of the national polls 
where they spent most of the season 
ranked No. 1 oF No. 2. KU finished with 
a sterling 30-5 record, paced by senior 
guard Kevin Pritchard. The following 
season, a scrappy Kansas team 
stunned the experts by knocking off 
Indiana, Arkansas and North Carolina 
in succession before falling to Duke in 
the NCAA championship game in 
Indianapolis. KU finished at 27-8 after 
earning Williams a share of his first Big 
Eight championship. 


1993: FINAL FOUR 
ORLEANS 

Led by the backcourt duo of Adonis 
Jordan and Rex Walters, Kansas won 
its third-straight Big Eight title in 1992- 
93. KU then topped California and 
Indiana to advance to the Final Four. 
KU, which won its 1,500th game in 
January against Louisville, finished 
with a 29-7 record. 


1996: FINAL YEAR OF THE BIG 
EIGHT 

In the final year of the Big Eight 
Conference, 1995-96, Kansas rolled to 
its fifth league title in six years. Coach 
Roy Williams’ team finished 29-5 and 
came within one game of advancing to 
the Final Four. Sophomore Raef 
LaFrentz paced a balanced attack. 


1997: A PAIR OF ALL-AMERICANS 

One of KU's best teams ever, the 1996- 
97 squad went 34-2, won the first Big 
12 Conference title and finished No. 1 
in the Associated Press poll. The 
senior-laden Jayhawks included 


Jacque Vaughn, Scot Pollard and Jerod 
Haase. KU began the year by winning 
its first 22 games. 


1998: JAYHAWKS RECORD 35 WINS 
The following season, 1997-98, led by 
two first team All-Americans -- Raef 
LaFrentz and Paul Pierce -- Kansas 
tied a then-school record for wins with 
its 35-4 mark. KU, which also won the 
Big 12 Touament title for the second 
of what would be three-straight 
seasons and ran its homecourt winning 
streak to a then-school-record 60 
games. 


2002: THE ONLY UNDEFEATED BIG 
12 SEASON 

Kansas enjoyed another one of its 
banner seasons, going 33-4 overall 
while becoming the first team in the 
history of the Big 12 Conference to go 
undefeated in conference play at 16-0 
in 2001-02. The Jayhawks advanced 
‘to the Final Four for the 11th time in 
school history. KU ended the year by 
leading the nation in an impressive 
four statistical categories. Junior Drew 
Gooden was named All-America First 
Team and the co-National Player of the 
Year. 


2003: 
FOURS 
The 2002-03 season was unforgettable 
for Jayhawk fans. Kansas went 30-8 
overall on the way to the NCAA 
Championship game where they fell to 
Syracuse, 81-78. KU won its second- 
straight Big 12 Conference title and its 
1,800th game all-time -- a dramatic 
78-75 win over Arizona in the NCAA 
Tournament to send the Jayhawks to 
their second-straight Final Four. Senior 
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2008 NATIONAL CHAMPIONS 


Nick Collison emerged as one of the 
nation’s brightest talents, earning 
consensus First-Team All-America 
honors and being named the National 
Player of the Year by the National 
Association of Basketball Coaches. 
After the season, coach Roy Williams 
accepted an offer to return to his alma 
mater, North Carolina, and a week 
later, KU introduced Bill Self as the 
eighth head coach in Kansas men's 
basketball history. 


2004: A DECADE OF DOMINANCE 
BEGINS 

In his first season as head coach, Bill 
Self tied former Jayhawk coach Dick 
Harp for most victories by a KU coach 
in his first season. KU finished 24-9 
and made its third-straight appearance 
in the the NCAA Tournament Elite 
Eight. The following season, 2004-05, 
Kansas opened the season No. 1 in 
both the Associated Press and ESPN/ 
USA Today Coaches’ polls. It marked 
the first time KU had been No. 1 in the 
first AP poll since the 1956-57 season. 
Kansas won its fifth Big 12 and 48th 
overall league regular-season 
championship and made its 
16th-straight | NCAA Tournament 
appearance 


2006: YOUNG JAYHAWKS COME ON 
STRONG TO WIN BIG 12 TITLE 

tn 2005-06, Kansas was unranked in 
the preseason polls for the first time 
since 1990-91. The Jayhawks, which 
included 10 freshmen and sophomores, 
won 14 of their last 15 en route to the 
Big 12 regular-season and postseason 
tournament titles and a No. 12 final 
ranking. Brandon Rush became the 
first freshman in Big 12 history to earn 
All-Big 12 First Team honors. Bill Self 
was named the Big 12 Coach of the 
Year. The season also marked the final 
year of KU broadcasting legend Max 
Falkenstien, who concluded 60 years 
behind the mic for Kansas Athletics. 


2007: NOT A SENIOR ON THE 
ROSTER, KU ADVANCES TO ELITE 
EIGHT 

Kansas’ 2006-07 men's basketball 
team etched its name into KU's rich 
tradition by capturing its third-straight 
and 50th overall regular-season 
conference title. The team successfully 
defended its Big 12 Championship title 
and claimed the school's 1,900th all- 
time victory. KU entered the NCAA 
Tournament as a No. 1 seed and 
advanced to the Elite Eight of the event 
for the fourth time in six years. 


2008: THE NCAA NATIONAL 
CHAMPIONSHIP 

'n. 2007-08, Kansas set a school record 
for mast wins in a season with a 37-3 
record after winning its first 20 games 
to open the season. The Jayhawks 
won their fourth-straight Big 12 title 
and their third-straight Big 12 
Championship title, entering the NCAA 
Tournament for the second- 
consecutive year as a No. 1 seed. 
Kansas appeared in the first-ever all 
No. 1 seed Final Four. On the 20th 
anniversary of “Danny and the 
Miracles,” Kansas won its third NCAA 
championship and fith overall national 
championship, beating Memphis 
75-68 in OT in the title game. Junior 
guard Mario Chalmers was named 
Final Four Most Outstanding Player. KU 
went on to have a record five players 
taken in the 2008 NBA Draft with 
Brandon Rush, Darrell Arthur, Mario 
Chalmers, Darnell Jackson and Sasha 
Kaun. 


2009: KU RELOADS, SELF NAMED 
NATIONAL COACH OF THE YEAR 
Retuming less than 20 percent of all 
stats, KU went 27-8 and 14-2 in Big 12 
play, winning its fitth-straight Big 12 
regular-season title in 2008-09. Bill 
Self was named national coach of the 
year by eight different outlets and Big 
12 Coach of the Year for the second 
time while at KU. Kansas advanced to 
the NCAA Sweet 16 for the third- 
straight season. Sophomore center 
Cole Aldrich recorded the first official 
triple-double in school history with 13 
points, 20 rebounds and 10 blocked 
shots against Dayton in the second 
round of the NCAA Tournament. 


2010: NO. 1 FOR 15 WEEKS 
In 2009-10, Kansas posted its third 
30-win season in the last four years 
going 33-3. The Jayhawks entered the 
year No. 1 nationally and held the top 
spot for 15 weeks. KU won the Big 12 
title going 15-1 in league play and 
entered the NCAA Tournament as the 
No. 1 overall seed. Individually, Aldrich 
was named the ESPN The Magazine/ 
Academic All-American of the Year. 
Senior Sherron Collins, a consensus 
All-America first-team selection, 
ended his career with 130 all-time 
victories, the most ever by a Jayhawk. 


2011: JAYHAWKS POST SECOND OF 
FOUR-STRAIGHT 30-WIN SEASONS 
The 2010-11 Jayhawks went 36-3, 
matching their second-most victories 
in a single season. KU won its seventh- 


straight, 11th Big 12 and NCAA-leading 
S4th all-time conference regular- 
season title by going 14-2 in Big 12 
play. KU went on to win its 12th overall 
conference toumey title and for the 
10th time in schoo! history once again 
entered the NCAA Tournament a No. 1 
seed. Junior forward Marcus Morris 
became the fifth Jayhawk to win Big 
12 Player of the Year honors as he led 
the team in scoring with 17.2 ppg. 
Tyrel Reed became the 16th Jayhawk 
to be named Academic All-American 


2012: TITLE GAME IN NEW 
ORLEANS 

Led by consensus All-American 
Thomas Robinson, Kansas reached the 
school's 14th Final Four and ninth 
NCAA title game in 2011-12. The 
Jayhawks went 32-7 and won its 
unprecedented eighth-straight Big 12 
tile with a 16-2 record. Robinson led 
the nation with 27 double-doubles 
which was a KU single-season record 
His 463 rebounds rank second on 
Kansas’ season list behind legend Wilt 
Chamberlain's 510 in 1957. Jeff 
Withey broke the KU and Big 12 single- 
season record with 140 blocked shots, 
included were a league conference 
game record of 65 and an NCAA 
Tournament record with 31. Robinson 
was also the Big 12 Player of the Year 
and was joined on the all-conference 
first team by senior Tyshawn Taylor, a 
two-time Bob Cousy Award finalist. Bill 
Self garmered his fourth national coach 
of the year honor claiming the 
prestigious Naismith Award and the 
Rupp Award. He was also named the 
Big 12 Coach of the Year. 


118 Years HJ 


2013: WIN NO. 2,100 

Kansas won an unprecedented ninth- 
straight Big 12 regular-season title, its 
NCAA-leading 56th overall, and its 
13th conference touriament title in 
2012-13. Guard Ben McLemore broke 
the KU freshman scoring record set by 
Danny Manning in 1985 and he also 
broke Manning's freshman single- 
game scoring mark with 36 points 
versus West Virginia. Withey surpassed 
his own KU and Big 12 single-season 
(146) blocked shots record and ended 
his school and conference career 
blocks mark at 311. Included was the 
second official triple-double in KU 
history with 16 points, 12 rebounds 
and a school and league-record 12 
blocked shots and his 49 all-time 
NCAA Tournament rejections rank 
second in tourney history. The 
Jayhawks went 31-6 claiming the 
school’s 12th 30-win season and 
advanced to its 30th Sweet 16. 


2014: TEN THERE, DONE THAT 

Kansas won its 10th-straight Big 12 
regular-season tile by going 25-10 
and 14-4 in the Big 12 race, securing 
the league title with two games left in 
the regular season. The 10-straight 
championships moved KU into a tie for 
third all-time in NCAA history. All five 
KU starters were named to the 2014 
All-Big 12 Team led by freshman 
sensation Andrew Wiggins who was a 
first-team selection and the Big 12 
Freshman of the Year. Wiggins, who 
broke the KU freshman scoring record 
with 597 points, including a KU frosh 
mark with 41 at West Virginia, was a 
freshman All-American along with 
center Joel Embiid, who was the Big 
12 Defensive Player of the Year. 


Wiggins became KU's second No. 1 
NBA Draft selection in 2014 while 
Embiid was the third overall selection. 


2015: TITLES & GOLD 

Kansas won its 11th-consecutive Big 
12 regular-season title which ties for 
the second-longest streak in NCAA 
Division | history. In the summer of 
2015, Bill Sef guided the USA National 
Team, made up mainly of University of 
Kansas student-athletes, to the gold 
medal at the World University Games in 
Gwangju, Korea, by posting an 8-0 
record. The medal was USA's first in 
three World University Games and the 
first gold, 14th overall, for the 
‘Americans since 2005, 


2016: 12 STRAIGHT 
Kansas moved into second all time on 
consecutive conference championships 
won with its 12th straight in 2015-16 
The Jayhawks also won the Maul 
Invitational and Big 12 Tournament en 
route to being the overall No. 1 seed in 
the NCAA Championship. KU was 
ranked No. 1 for five weeks in 2015- 
16. KU's 33 wins were its 13th 30-win 
season, including seven in the Bill Self 
era. KU entered the NCAA Tournament 
No. 1 seed for the 12th time in schoo! 
history and advanced to the Elite Eight. 
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HELMS FOUNDATION AWARDS KU ITS FIRST NATIONAL TITLE WITH 
WIN OVER MISSOURI 


Kansas 26, Missouri 16 - February 21, 1922 - Columbia, Mo. 


COLUMBIA, Mo. — Co-captain George Rody scored 12 points and future Hall of Fame 
member Paul Endacott added six points to lead Kansas past Missouri, 26-16, in 
Columbia, Mo. 


The Helms Foundation crowned the Jayhawks as champions 14 years later in 1936, 
when national champions and championship games were awarded retroactively. 


Kansas and Missouri tied for the Missouri Valley title with 15-1 records. KU's 16-2 overall 
mark, combined with the win over Missouri, earned KU its first national championship. 


Kansas (26) Missouri (16) 

FG FT PF TP FG FT PF TP 
Frederick,f...0..0...0...0  Browning,f...2..0...0...4 
Rody,f..... 85 Bis tes 2 a Dies Bnd 
Bowman,f...2..0...4...4 205.5 Pardee) 
McDonald! ..0..0...0...0 10..0...3...0 
Wulf,c Ds ai ioetinane MieaBirenil ae 
BAL Grace «Abs 2lDs scalsie 3 ADieaifhicraBeiae0 
Endacott,g...3..0...2...6 CO re Giaeil sexn0 
TOTS... 10... 6...9.. 26 1.5..6...138.. 16 


Referee — E.C. Quigley, St. Mary's 
Umpire — Leslie Edmonds, Ottawa 


ACKERMAN, BLACK, ENDACOTT LEAD JAYHAWKS TO SECOND 
‘STRAIGHT TITLE 


Kansas 23, Missouri 20 - February 28, 1923 - Lawrence, Kan. 

LAWRENCE, Kan. — Early Kansas greats Tus Ackerman, Charlie Black and Paul Endacott 
led Kansas to a 23-20 win over visiting Missouri, giving the Jayhawks their second 
national title in as many years. 


Helms Foundation national champions and national championship games were not 
awarded until 1936, when champions were selected retroactively. 


Kansas went 16-0 in the Missouri Valley Conference and finished 17-1 overall. 


‘Kansas (23) 


} 
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Referee — E.C. Quigley, St. Mary's 
‘Umpire — Leslie Edmonds, Ottawa 


NCAA Champions & 


KS CAPTURE 1952 NCAA CROWN BEHIND LOVELLET 


Kansas 80, St. John's 63 - March 26, 1952 - Seattle, Wash. 


SEATTLE, Wash. — Center Ciyde Lovellette was nearly unstoppable, scoring 33 points 
and grabbing 17 boards, leading Kansas to its first NCAA crown, 80-63, over St. John’s 
in the championship game. 


Lovellette became the first player in NCAA history to lead the nation in scoring and win 
NCAA title in the same season - a feat that has yet to be matched. Lovellete, who 
‘canned 12 field goals and nine free throws despite being double-and triple-teamed by 
the Redmen, was the easy selection for NCAA Toummament Most Outstanding Player 
honors. 


Kansas never trailed in the game. Lovellette gave the Jayhawks an early 1-0 lead on a 
free throw and KU led 18-13 after one quarter. The Jayhawks led 41-27 at halftime and 
‘were never threatened in the second half. 


AYOLSIH 


Bill Lienhard scored 12 points on five jumpers. He benefitted the most from the St. 
John’s plan to defend Lovellette with multiple players. Bob “Trigger” Kenney also added 
12 points. Charlie Hoag, one of KU's great multi-sport athletes, chipped in nine points. 
Dean Kelley added seven points and was a factor in the rebounding department. Bill 
Hougland, plagued with an injured leg, contributed five points and six rebounds. John 
Keller came off the bench for two points and was credited for his defensive effort. 


The 1951-52 Jayhawk roster included reserve guard Dean Smith, who went on to 
become the winningest coach in college basketball history at North Carolina, The roster 
also included LaVannes Squires, the first African-American to wear the Crimson and 
Blue. 


Kansas finished the year with a 28-3 mark after opening the season with 13 consecutive 
victories before losing back-to-back games at Kansas State and Oklahoma State. 


KU went on to play in the U.S. Olympic Playoffs, where it lost to Peoria (lI) in the finals. 


St. John's (63) 

fT oR Fo FT 1 
4-114-6..4..12 McMahon, . . 6-12 .1-4 13 
5-B..2-2..4..12 Walsh... .. 3-6, .0-0 6 
0-0. .0-0..0...0 Peterson... 0-1, .0-0.. 0 
1-1..0-0..4...2  Zawok....7-12 6-11..9.. 20 
12-25 9-11. .17.. 33 MacGilvray . . 3-8. 2-5. 8 
0-0..0-0..0...0 Duckett... 25..22..2...6 
0-2..0-0..1...0 Walker... . 0-2, .0-0..2...0 
25. .9-6..3...7  McMorrow .. 1-3..0-0..0...2 
26..5-7..4...9  Giancontiei. . 0-0. .0-2..1...0 
0-0..0-0..0...0  Sagona.... 2-2..00..0...4 
11128. 143..6...5 Davis... . 1-4,.23..2...4 
| 28-6324-35 43... 80 ‘TOTALS. . . .25-55 13-27 .32. . 63 


Halftime Score: Kansas 41, St. John's 27 


1952 NCAA Tournament 

Round 1: Kansas 68, TCU 64 
Round 2: ‘Kansas 74, St. Louis 55 
Semis: Kansas 74, Santa Clara 55 
Finals: Kansas 80, St. John's 63 


CLYDE LOVELLETTE & COACH PHOG ALLE! 


126] 67, NCAA Champions 


MANNING LEADS JAYHAWKS TO ONE LAST MIRACLE — AN NCAA 
TITLE 


Kansas 83, Oklahoma 79 - April 4, 1988 - Kansas City, Mo. 


KANSAS CITY, Mo. — Danny Manning scored 31 points -- including four clutch free 
throws in the closing seconds -- and grabbed 18 rebounds to lead Kansas past Big Eight 
Conference rival Okiahoma, 83-79, in the SOth anniversary of the NCAA Championship 
‘game at Kemper Arena in Kansas City, Mo. 


The Jayhawks were considered a “bubble” team before receiving an at-large bid to the 
NCAA Tournament. Once in, “Danny and the Miracles” overcame many odds to win the 
title for coach Larry Brown. 


KANSAS 83 NATIONAL : Manning, the national player of the year and the Most Outstanding Player of the 
CHAMPIONS 


NCAA Tournament, “was phenomenal, ust spectacular,” Brown said after the game, 


Brown's Jayhawks used two different tempos to keep the Sooners off balance. in the 
first half, Kansas ran with Oklahoma and the two teams went to the lockerroom tied at 
50-50. In the second half, KU went to more of a halfcourt game. 


In the end, however, it was Manning who carried the Jayhawks, who entered the 
NCAA Tournament unranked and seeded sixth. With 14 seconds left, Manning converted 
two free throws to give Kansas an 81-77 lead. After a Ricky Grace lay-in at 07, Manning 
was fouled and calmly sank two more charities with five ticks left. 


Manning's success at the line followed a shaky stretch in which the Jayhawks made just 
one of five free throw attempts, allowing Oklahoma to slice a 77-71 lead to one, 78-77. 


The two teams slugged it out all night with neither team taking a sizable lead. 
Oklahoma, which beat KU twice during the regular season, held its biggest lead of five 
points with 12:14 left. Kansas led by as many as six points in the first half 


“We didn't panic when we were five down,” Brown said. “Our kids believed we could 
beat them. There's a sense of pride, confidence in our club.” 


The key run for Kansas came with the score tied 71-71 and with the Jayhawks milking 
each possession. KU scored six unanswered points when Kevin Pritchard hit a lean-in 
six-footer, followed by a short Manning jumper and a baseline jumper by Chris Piper. 


Depth was a factor for Kansas. Ten different Jayhawks saw action, while Oklahoma 
played just six players. 


The Jayhawks became the first unranked team and the first team with double-digit 
losses to win the NCAA championship. 


Kansas, plagued with injuries all season, finished the year with a 27-11 mark. 


Kansas (83) Oklahoma (79) 

M FG FT R ATP M FG FT R ATP 
*Newton . 32. .6-6.1-2.4.115 “Grant... 40. 6-14 2-3.5.1 14 
"Piper... 37. 4-6 .0-0.7.2.8 “Sieger. . 40. 7-15 1-2.5 .7 22 
*Manning . 36 . 13-24 5-7.18.2 31 “King 39. 7-14 3-3.7.017 
*Pritchard. 31. .6-7 .0-0.1.4 13 “Blaylock . 40. 6-13 0-1.5 .4 14 
*Gueldner. 15. .1-2.0-0.2.1.2 “Grace... 34. 4-14 3-4.7 .5 12 
Barry 9. .0-2.1-2.0.2.1 Mullins. .4 . .0-0 .0-0.0.0 .0 
Normore . 16. .3-3.0-1.1.4.7 TOTALS. . 200 30-709-13 31 1979 
Harris 13. 1-1 .0-0.1.0 .2 
Minor... 11. .1-4.2-2.1.1.4 
Maddox ..1 ..0-0 .0-0.0.0.0 1988 NCAA Tournament 
TOTALS. . 200 35-559-14 36 17 83 


Round 1: Kansas 85, Xavier 72 
Round 2: Kansas 61, Murray State 
58 

Round 3: Kansas 77, Vanderbilt 64 
Round 4: Kansas 71, Kansas State 
58 

Semis: Kansas 66, Duke 59 
Finals: Kansas 83, Oklahoma 79 


“Starters 


Halftime Score: Kansas 50, Okiahoma 50 
Turnovers: Kansas 23, Oklahoma 15 
Three-Point Field Goals: 

Kansas — 4-6 (Newton 2-2, Manning 
0-1, Pritchard 1-1, Gueldner 0-1, 
Normore 1-1) 

Oklahoma — 10-24 (Sieger 7-13, 
Blaylock 2-4, Grace 1-7) 


KANSAS 75 


Kansas (37-3) 

MP 
arthur. 35 
ackson* 29 
Robinson* 20 
Chalmers 40 
Rush a2 
Collins 34 
Kaun a 
‘Nich 4 
Team 
TOTALS 225 
Memphis (38-2) 

MP 
Doctors 39 
Dorsey" 26 
‘Anderson. 242 
Douglas-Roberts*. . 42 
Rose 2 AS 
Taggert 224 
Kemp ail 
Niles wh 
Mack ms 
Team ah 
TOTALS 25 

ist 
Kansas 33 
Memphis 28 
Officials: Ed Hightower, Ed Corbett, John Cahill 
Technicals: None 
2008 NCAA Tournament 


FG 
9-13 
34 
1 
513 
59 
4-10 
25 
0-0 


29-55 


FG 


411 
33 


39. 
7-16. 


TAT 
15 
0-0 
0-0 
oF 


* 25-62 


‘2nd 
30 
35 


262 


or 
12 
5 


Round 1: Kansas 85, Portland State 61 


Round 2: Kansas 75, UNLV 56 
Round 3: Kansas 72, Villanova 


57 


Round 4: Kansas 59, Davidson 57 
‘Semis: Kansas 84, North Carolina 66 
Final: Kansas 75, Memphis 68 (ot) 
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NATIONAL 
CHAMPIONS 


14-15 


"1249 


Total 
75 
68 


NCAA Champions 


MEMPHIS 68 (OT) 
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KANSAS WINS 2008 NCAA CHAMPIONSHIP OVER MEMPHIS 75-68 IN 
OVERTIME — CHALMERS’ HEROIC THREE SENDS GAME TO OT 


‘SAN ANTONIO, Texas - Trailing 60-51 with 2:12 left in regulation, Kansas mounted a 
‘comeback that will go down as one of the most memorable in KU history to win the 2008 
NCAA Division | National Championship in the Alamodome. In overtime, Kansas defeated 
Memphis 75-68 for its fifth national tite in schoo! history. 


After Final Four MOP Mario Chalmers hit a game-tying three-pointer with 2.1 seconds 
left in regulation to send the game to overtime, the Jayhawks owned the extra period. 


Overtime began with Sherron Collins stealing the ball and pitching ahead to Brandon 
Rush for a lay-in. Darrell Arthur slammed a lob from Chalmers and Darnell Jackson hit a 
bucket, and Memphis was never able to catch up. 


Despite the historic finish, Kansas struggled in the early going, and ultimately had three 
unforced turnovers in the first three minutes and 10 seconds. But, despite the early 
‘rouble handling the ball, KU trailed only 9-5 at the first commercial break. The timeout 
served the Jayhawks well as KU immediately got a dunk from Sasha Kaun and an easy 
lay-in from Arthur to knot the score at nine-apiece. 


Over the course of the next four minutes the two teams traded punch-for-punch as 
Kansas got buckets from Collins and Jackson, while Chris Douglas-Roberts did all the 
‘damage for the Tigers. At the second media timeout, the score was tied 13-all. 


Once again after the timeout, Kansas got two quick buckets - one on a slash by Rush and 
the next on a three from Chalmers. With 8:26 on the clock, Kansas reached its biggest 
lead of the half with the score 22-15. 


But the lead did not last as Memphis went on an 11-2 tear over the next two minutes 
to take a 26-24 advantage with 6:23 left in the period. Kansas answered with a driving 
layup from Collins and a vicious dunk by Kaun and, after another bucket from Douglas- 
Roberts, ended the half with a three-point play from Rush and a bucket from Arthur to 
lead 33-28 at intermission. 


Memphis was the aggressor as the second haif opened with the Tigers quickly outscoring 
the Jayhawks 8-2 to retake the lead. The game went back and forth until the 10-0 mark 
when, with the score 47-44 in KU's favor, Memphis went on a 10-0 run with the Tigers’ 
Derrick Rose scoring eight points in the stretch. Memphis continued to stretch its lead 
until the 2:12 mark when it led by nine, 60-51 


With their backs against the wall, KU went to work. Arthur hit a mid-range jumper. On 
the ensuing inbounds pass, Collins dove forthe ball, grabbed it, and saved it to Jackson 
‘who kicked it right back to Collins for a three-pointer to cut the lead to four in a span of 
eight seconds. 


With time ticking away, Kansas put Memphis on the free throw line where the Tigers 
missed three crucial charity shots in the final 1:15. With 10.8 seconds and Memphis up 
62-60, Dougias-Roberts went tothe line where he missed the first and made the second 
to make it 3-60. 


Collins then raced the floor, drove into the lane and kicked the ball out to Chalmers with 
3.9 seconds left. Chalmers then hit biggest shot of his life - a contested three that sent 
the game to overtime with 2.1 seconds remaining. 


‘Arthur led Kansas with 20 points and 10 rebounds. Chalmers scored 18 points to go 
with three boards, three assists and four steals. Rush and Collins finished with 12 and 


11 points, respectively. 


Douglas-Roberts led all scorers with 22 for Memphis. Rose scored 18 and Robert Dozier 
had 11 points and 10 boards. 


KU once again owned the lane, outscoring the Tigers 44-26 in the paint and outrebounding 
Memphis 39-28. 


The title was Kansas’ third NCAA Championship and fifth overall all-time championship. 
The Jayhawks’ ended their storybook season with a 37-3 all-time record, while Memphis 
dropped to 38-2. 


Joining Chalmers on the all-tournament team were Rush, Arthur, Douglas-Roberts and 
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Dr. James 
NAISMITH 


1898-1907 


‘As a physical education instructor at Springfield (Mass.) College 
in the winter of 1891, Naismith was asked to come up with a 
‘game that would occupy students’ time between football and 
baseball. 


‘As a former rugby player, he tried to incorporate that game into 
‘an indoor contest. Passing the ball, rather than tackling, was 
instituted and he placed peach baskets above the players’ 
heads for goals. From this beginning, basketball evolved into 
today's game. 


His innovations in sports did not stop with basketball. AS a 
{ootball player at Springfield under Amos Alonzo Stagg, Naismith 
‘complained of bruised ears from rough play. He took a football, 
‘out it lengthwise and placed it over his head to protect his ears. 
‘Thus, the first football helmet was invented. 


‘Naismith, the “Father of Basketball,” is the only Kansas 
‘basketball coach to have a losing record, Dr. Naismith compiled 
a 85-60 record as the Jayhawks’ first coach. 


‘Naismith joined the KU faculty in 1898 and later became the 
director of physical education. He retired from active teaching in 
11937 and died in 1939 at the age of 78. 


‘The National Basketball Hall of Fame, located in Springfield, 
‘Mass., is named for him. He was elected to the Hall of Fame in 
11959. He is buried in Lawrence, Kansas, in Lawrence Memorial 
Park Cemetery. 


Dr. F.C. “Phog’ 
ALLEN 


1907-09; 1919-56 


‘The winningest coach in Kansas basketball history, Allen 
compiled a record of 590-219 in 39 seasons as the Jayhawk 
head coach, 


All totaled, Allen won 746 games. The win total still ranks as the 
‘4th best of alltime. 


‘As a student at KU, Allen's Coach was “the Father of Basketball,” 
Dr. James Naismith. When Alan was fist thinking about making 
a.career of coaching he talked with Naismith and was told, “You 
‘don't coach basketball, Forrest; you play it.” Despite that bit of 
advice, Allen. went-ahead with his career and disproved 
‘Naismith 


He played basketball, too, eaming three letters at KU (1905-07), 
‘and also earning a spot on the roster of the Kansas City Athletic 
Chi. 


‘Alen began his coaching career in 1907, serving as Kansas’ 
‘head coach for the 1907-08 and 1908-09 seasons. During that 
same time period, Allen also coached at Baker University in 
‘nearby Baldwin City, and added the coaching position at Haskell 
Jnstitute in Lawrence in 1908-09. 


He dropped out af coaching for four years and retumed in 1912 
‘a8 coach of all sports at Central Missouri State. In the seven 
years he was head coach at CMSU, his teams won seven 
championships and their combined record was 102-7. 


‘Allen became athletics director at KU in 1919 as well as football 
‘and basketball coach. He also was instrumental in the 
establishment ofthe Kansas Relays in 1923, but basketball was 
his passion. 


His KU teams won 24 conference championships and one NCAA 
title in 1952, The 1922 and 1923 teams were awarded the 
Helms Foundation National Championship. His 1940 and 1953 
‘teams won the NCAA westem regional, but lost in the national 
finals. In addition, he coached 14 All-Americans, 


‘Allen was one of the founders of the National Basketball 
‘Coaches Association and served as its frst president. He was 
‘named National Coach of the Year in 1950, and was a charter 
member of the Helms Foundation Basketball Hall of Fame. Allen 
was elected to the Naismith Memorial Basketball Hall of Fame 
in 1959, 


‘Allen was the driving force behind the addition of basketball to 
the Olympic Games in 1936. During the late 1920's and early 
‘1930's, he conducted a personal crusade trying o coax Olympic 
officials to include the sport. It finally paid off when the game, 
invented by his coach, Dr. James Naismith, was recognized by 
the committee in 1996. He served as an assistant coach to the 
1952 Olympic team, a combination of KU players and a team 
from Peoria, 


He was also behind the efforts of the implementation of the 
NCAA Tournament, played for the first time in 1939, 


‘Allen Fieldhouse, named for him, was first opened March 1, 
11955, and is sill the home court for KU basketball. 


‘Allen died on September 16, 1974, at the age of 88 and is 
bburied in Lawrence, Kansas, at Oak Hil Cemetery. 


William 0. 
HAMILTON 


1909-19 


The Jayhawks’ third head coach, Hamilton bridged the gap 
between Phog Allen's two tenures as Kansas’ coach, 


Hamiton came to KU in 1909 as track and basketball coach, 
‘and accepted the athletics director's position in addition to his 
coaching duties. Prior to his appointment at Kansas, he served 
a director of physical education at Central High Schoo! in 
Kansas City, Mo., and acted in the same capacity at Wiliam 
Jewell College in Liberty, Mo 


Hamilton's teams compiled a 125-59 record and captured five 
‘conference championships, including three straight from 1910- 
12. Under his guidance three players achieved All-American 
status: Tommy Johnson in 1909 (KU's first AllAmerican in any 
‘spor, Ralph “Lefty” Sproull in 1915 and A.C. “Dutch” Lonborg 
in 1919. 


‘After gaining @ wealth of knowledge 2s Phog Allen's understudy, 
Harp became the Jayhawks’ head coach from 1956-64. Harp 
compiled a 121-82 record in those eight seasons and led the 
Jayhawks to two conference titles and two NCAA toumament 
berths. In 1957, the Jayhawks captured the Midwest Regional 
‘and made it to the finals, only to be stopped by North Carolina 
ina memorable 54-53 loss in triple overtime in Kansas City, Mo. 


a, Coaching History 


Under Harp’s guidance, Witt Chambertain and Bil Bridges 
achieved All-American status. 

Harp had served as Phog Allen's assistant for eight seasons 
before taking over for Allen in 1956. Prior to that, Harp was head 
‘coach for two seasons at Wiliam Jewell College in Liberty, Mo. 


Harp played basketball at KU, lettering from 1938-40 and was 
‘one of the starting guards on the 1940 team that lost to Indiana 
inthe NCAA finals. Harp served as the director of the Fellowship 
of Christian Athletes for 13 years after leaving the Jayhawks, 
Harp is one of only five people to have played and coached in an 
NCAA title game. He served as an assistant coach at North 
Carolina for Dean Smith from 1986-89. 


Harp died on March 18, 2000, at the age of 81. 


‘Owens ranks as the third-winningest coach in Kansas basketball 
history behind Phog Allen and Roy Willams. His record of 348- 
182 (.657) was compiled over 19 seasons from 1964-83, 


‘in Owens’ tenure as the Jayhawks’ head coach, Kansas won six 
Big Eight Conference titles and advanced to NCAA postseason 
play seven times. His 1971 and 1974 teams made it to the Final 
Four, and in 1968 the Jayhawks lost to Dayton in the finals of 
the National Invitation Tournament. 


‘Owens was named Big Eight Coach of the Year five times and 
‘was named National Coach of the Year in 1978 by Basketball 
Weekly. He coached five All-Americans: Jo Jo White, Darnell 
Valentine, Dave Robisch, Bud Stalhvorth and Walter Wesley. 


AA three-year letterman at Oklahoma (1949-51), Owens honed 
his coaching skills as head coach at Cameron State Junior 
College in Lawton, Okla. in four seasons his teams never won 
fewer than 20 games and three times advanced to the national 
junior college tournament semifinals. At Cameron, he amassed 
‘a 93-24 record and boasted four junior college AllAmericans, 


‘Owens then accepted an assistants postion under Dick Harp in 
1960, and was promoted to head coach when Harp resigned 
{ollowing the 1963-64 season, 


SD 
RECORDS OF KANSAS COACHES 


NAME (SEASONS) = W 
James Naismith (9) .. 55 
W.0. Hamilton (10) ... 125 
*Karl Schlademan . 
“Howard Engleman .. 8 
Dr. FC. Allen (39) .... 
Dick Harp (8) . 
Ted Owens (19) . 
Larry Brown (5) 
Roy Williams (15). 
Bill Sef (13)... 
Totals (118)........ 


*Schlademan coached first game of 1920 season before Dr. Allen 
‘ook over. ““Engleman finished 1947 season as head coach after 
Dr. Allen was ordered to take a rest following 13th game. 


The sixth head coach in Jayhawk basketball history, Brown 
‘maintained Kansas’ national prominence while leading his 
teams to NCAA Tournament appearances in each of his five 
‘seasons. Brown accepted the head coaching position with the 
‘San Antonio Spurs follawing the 1987-88 season and spent 
23 seasons as a head coach in the NBA. Brown had a 
‘cumulative collegiate coaching record of 177-61 (744) in 
seven seasons, including a five-year mark of 135-44 (.754) at 
Kansas. 


‘A 1963 graduate of North Carolina, Brown was an honorable 
mention All-America quard under former Kansas basket 
player Dean Smith. After playing on the 1964 United States gold 
medal-winning Olympic team, Brown went on to distinguish 
himself fist as a player then as a coach In the American 
Basketball Association. He aso served as a head coach in the 
[NBA following its merger withthe ABA 


While the head coach at UCLA (1979-80, 1980-81), Brown led 
his freshman-dominated 1979-80 team to the NCAA title game 
before falling to Louisville, 59-54, Brown's 1985-86 Kansas 
‘team reached the NCAA Final Four, and the 1987-88 Jayhawk 
‘squad won the national title, defeating Oklahoma 83-79. He 
Was selected as the 1986 Big Eight Conference Coach of the 
Year. 


To cap off his Incredible career, Brown was inducted Into the 
Basketball Hal of Fame in 2002. 


hd 
WILLIAMS 
1989-2003 


Foy Witiams will go down as one of the greatest coaches in 
Kansas basketball history 


He came to Lawrence after 10 seasons as an assistant coach 
at his alma mater, the University of North Carolina, where he 
Worked for KU alum Dean Smith. 


I 15 seasons at Kansas, Willams led the Jayhawks to an 
amazing 418-101 record, for a winning percentage of 80.5 
percent. He won more games in the first 15 years of a coaching 
career than any coach in Division | history, and he isthe second 
Winningest coach alltime at KU, trailing only Phog Allen. 


During Willams’ tenure, Kansas made four trips to the NCAA 
Final Four, including playing for the national championship in 
1991 and 2003. He coached four consensus first-team All- 
‘Americans (Nick Collison, Drew Gooden, Raef LaFrentz and Paul 
Pierce), while seeing 10 of his players selected inthe first round 
of the NBA Draft. 


Under Willams, the Jayhawks won nine conference titles, and, 
in 2002, became the frst and only team in the history of the Big 
12 Conference to go undefeated in league play (16-0). 


Athree-time National Coach of the Year and the recipient of the 
2003 John R. Wooden Legends of Coaching Award, Wiliams 
returned to his alma mater to assume head coaching duties at 
North Carolina in the spring of 2003. Willams was inducted into 
the Naismith Hall of Fame in September of 2007. 


Coaching History 


KANSAS’ ALL-TIME 
ASSISTANT COACHES 


2003-PRESENT 


in Bil Sel's 13 seasons as head coach at Kansas he has won 
cone national championship, 12 Big 12 regular-season titles, 
seven league tournament championships, advanced to two Final 
Fours, six NCAA Elte Eights and eight Sweet 16s. 


In his first trip to the Final Four in 2008, Set's team won the 
tile. In 2012, KU advanced to the NCAA title game. 


tn 2008-09, Self was named national coach ofthe yearby eight 
different organizations, including four sted in the NCAA record 
book - Associated Press, CBS/Chevrolet, Sporting News and 
USBWA. In 2015-16 he won the same honor by AP, NABC, USA 
Today and Bleacher Report. While at KU, Self has been named 
Big 12 Coach of the Year six times (2006-09-11-12-15-16) 


While at Kansas, Self has coached three Big 12 Players of the 
Year: Wayne Simien (2005), Marcus Marrs (2011) and Thomas 
Robinson (2012); four Big 12 Defensive Player(s) of the Year - 
Mario Chalmers (2007), Cole Aldrich (2009, 2070), Jeff withey 
(2012, 2013) and Joel Embid (2014) and one Big 12 Soh Man 
‘Award winner in Sherron Collins (2008). Additionally, Aldrich 
was named the Academic Al-American of the Year in 2010. 


In all, Self has had 51 Jayhawks named to an Al-Big 12 team, 
including 19 first-team selections. Additionally, he has had 21 
Jayhawks taken in the NBA Draft, including a KU and 
Conference-record five selected in the 2008 draft. 
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pevcgt terme APPEARANCES WL 


Phog Allen (1906). . 
Tad Boyle (1985) 
Tim Carter (1979) 
Frosty Cox (1930) 
Dick Harp (1940) . . 
Jarod Haase (1997). - 
Danny Manning (1981) 
Ralph Miller (1942) . 
Adolph Rupp (1923). - 
Dean Smith (1953) . 
Mark Turgeon (1987) . 
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Naismith Basketball Hall of Fame HJ 


The University of Kansas proudly boasts its rich basketball history as 19 former basketball student-athletes - 18 men and one woman - have been enshrined 
in the Naismith Memorial Basketball Hall of Fame, located in Sprinafield, Massachusetts. The latest Kansas addition is John McLendon, who was inducted 
for the second time in 2016. KU women's great Lynette Woodard was enshrined in 2004. Additionally, KU radio voice Max Falkenstien was honored with 
the prestigious Curt Gowdy Award presented by the Hall of Fame in 2004. The Hall of Fame is named in honor of the game's inventor and first KU head 


coach, Dr. James Naismith. 


DR. JAMES NAISMITH 

‘As physical education instructor at 
Springfield College in 1891, Naismith 
invented the game of basketball placing 
peach baskets above the players’ heads for 
goals. From this beginning, basketball 
evolved into today's game. 

His innovations in sports did not stop 
with basketball, As a football player at 
Springfield under Amos Alonzo Stagg, 
Naismith, because of bruised ears from 
rough play, took a football, cut it lengthwise 
and placed it over his head to protect his 
ears. Thus, the first football helmet was 
invented. 

Naismith, who compiled a 55-60 record 
2 the Jayhawks’ first coach, joined the KU 
faculty in 1898 and later became the 
director of physical education. He retired 
from active teaching in 1937 and died in 
1939 at the age of 78. 

The National Basketball Hall of Fame, 
located in Springfield, Massachusetts, is 
named for him. He was elected to the Hall 
cof Fame in 1959. He is buried in Lawrence, 
Kansas, in Lawrence Memorial Park 
Cemetery, 


DR. F.C. “PHOG” ALLEN 
The winningest coach in Kansas 
basketball history, Allen compiled a record 
of §90-219 in 39 seasons as the Jayhawk 
head coach, All totaled, Allen won 746 
games. The mark stil ranks as the 14th 
highest in men’ college basketball history 
‘As a student at KU (Allen eamed three 


letters in basketball from 1905-07), Allen's 
coach was Dr. James Naismith. When Allen 
as first thinking about making a career of 
coaching he talked with Naismith and was 
told, “You don’t coach basketball, Forest 
you play it.” 

Allen began his coaching career in 1907 
as Kansas’ head coach for the 1907-08 
and 1908-09 seasons. During that same 
period, he also coached at Baker University 
and at Haskell Institute in Lawrence in 
1908-09. He dropped out of coaching for 
four years and retumed in 1912 as coach of 
all sports at Central Missouri State. In seven 
years at CMSU, his teams won seven 
championships and their combined record 
was 102-7. 

Allen became KU's athletics director in 
1919 as well as football and basketball 
coach. He was instrumental in the 
establishment of the Kansas Relays in 
1923, but basketball was his passion. His 
KU teams won 24 conference titles and one 
NCAA title in 1952. The 1922 and 1923 
teams won Helms Foundation National 
crowns. His 1940 and 1953 teams won 
NCAA western regionals. In addition, Allen 
coached 14 All-Americans. 

‘Allen was a driving force behind the 
addition of basketball in the Olympic Games 
and was later an assistant coach on the 
1952 Olympic team. He was behind the 
efforts of the implementation of the 
NCAA Tournament, played for the first time 
in 1939. Allen was one of the founders of 
the National Basketball Coaches Association 


and served as its first president. He was 
National Coach of the Year in 1950 and a 
charter member of the Helms Foundation 
Basketball Hall of Fame. Allen was elected 
to the Naismith Basketball Hall of Fame in 
1959. 

‘Allen Fieldhouse, named for him, first 
opened March 1, 1955, and is stil the 
home court for KU basketball. Allen died on 
September 16, 1974, at the age of 88 and 
is buried in Lawrence Oak Hill Cemetery 


E.C. QUIGLEY 

Quigley was best known as a referee and 
oficial, but he was also a player, coach and 
administrator. 

He served as athletics director at KU 
from 1944-50. in six years, he succeeded 
in retiing a $113,000 debt owed on 
Memorial Stadium. He hired George Saver 
and J.V. Sikes as football coaches, brought 
in Bill Easton as track coach and hired Dick 
Harp to be Phog Allen's assistant coach. 

A four-sport letterman, Quigley played 
football at KU in 1900 and 1901, and went 
‘on to coach football at Central Missouri 
State and St. Mary's College. 

After suffering a broken hand in 
professional baseball, he tumed to 
officiating sports. Quigley estimated he 
officiated 400 football games, 5,400 major 
league baseball games and 1,500 
basketball contests in 40 years, including 
three Rose Bows and six World Series. He 
spent 23 years in the National League as an 
umpire, supervisor of umpires and public 
relations director. He also worked several 
NCAA tournaments and the 1936 Olympic 
basketball finals. 

He was elected to the Hall in 1961. 


JOHN BUNN 

Bunn came to Kansas in 1917 as a 
three-sport athlete, eaming four letters in 
football and three each in basketball and 
baseball. Upon graduation, he went on to 
coach basketball for 42 years at Stanford, 
Springfield (Massachusetts) College and 


Northern Colorado, He accumulated 321 
wins and three Pacific Coast titles (1936- 
37-38). 

‘A graduate of Humboldt (Kansas) High 
‘School, Bunn became the first athlete ever 
to earn 10 varsity letters from Kansas. After 
he retired as a coach, he was a member of 
the NCAA rules committee and served as 
the national rules editor and interpreter for 
nine seasons (1959-67). He served as 
chairman of the Hall of Fame committee of 
the NABC from 1949-61, and the first 
Executive Director of the Basketball 
Federation in 1965. 

Bunn served as the freshman football, 
basketball and baseball coach at Kansas 
from 1924-27, He was elected to the Hall of 
Fame in 1964 


ADOLPH RUPP 

Known as the “Baron of Basketball,” 
Pupp was a member of the 1922 and 1923 
teams which won Helms Foundation 
National Championships under Phog Allen 

Pupp went on to coach at Kentucky for 
41 seasons and compiled a record of 876- 
190, surpassing his former coach Phog 
‘Allen as the winningest college coach ofall 
time (a record since broken by Kansas 
‘graduate Dean Smith and three others). 

‘As coach of UK, Rupp guided his teams to 
27 Southeastern Conference titles, an NIT 
crown and four NCAA championships. 
Under Rupp, 31 players went on to 
professional careers and 25 eamed All- 
‘America status. 

He was named National Coach of the 
Year four times and SEC Coach of the Year 
seven times. He served as co-coach of the 
1948 Olympic team and was an Olympic 
‘goodwill ambassador to the 1968 games in 
Mexico City. 

He was elected to the Hall of Fame in 
1959, 


PAUL ENDACOTT 

Endacott lettered in basketball at Kansas 
from 1921-23 and was captain of the 1923 
squad which captured a conference tile 
and finished the season with a 17-1 record, 
The 1922 and 1923 teams were later 
recognized by the Helms Foundation as 
national champions for those years. 

Kansas coaching legend Phog Allen 
called Endacott “The greatest player | have 
ever coached.” 

Endacott was awarded all-conference 
honors in 1921-22-23 (the first triple al- 
conference selection in KU histon), and was 
named Helms Foundation National Player of 
the Year in 1923. 

He was elected to the Hall in 1971. 


AYOLSIH 


ARTHUR LONBORG 

“Dutch” Lonborg was a three-sport 
letterwinner at Kansas in football, basketball 
and baseball, He was a three-time all- 
conference performer in football (1917-19) 
and was twice named all-conference in 
basketball and was an All-American in 
basketball in 1919. 

‘Ater graduating from the KU Law Scho, 
Lonborg coached at McPherson College 
‘and Washbum before beginning a 23-year 
career as coach at Northwestern. At 
Northwestern, he was instrumental in 
organizing the first NCAA basketball 
tournament in 1939, 

He retumed to KU in 1950 as director of 
athletics, a position he held for 14 years 
During his tenure, the Jayhawks won 38 


With 19 Jayhawks in the Naismith Hall of Fame, 


2016-17 


was considered a giant in an era when the 
center jump after each basket was a part of 


given annually to an all-time sports great 
from Oklahoma. 

He was named to the Hall of Fame in 
1976, 


JOHN MCLENDON 

John McLendon was the first African- 
‘American college coach elected to the Hall 
of Fame in 1978. in 2016, McLendon was 
inducted for the second time being 
recognized as the first African-American 
coach in a professional league. 

‘After becoming the first African- 
‘American to graduate from KU with a 
bachelor's degree in physical education in 
1936, McLendon tumed to coaching. 
Mentored by Dr. James Naismith who 
insisted basketball should be played as a 
fast break pace, offensively and defensively, 
McLendon began his 14-year career at 
North Carolina College in 1938, then later 
coached at Hampton (Virginia) Institute and 
Tennessee A&l. While head coach there, his 
teams won three consecutive NAIA national 


impact on the Jayhawk basketball program. 
Inhis freshman basketball debut, he scored 
42 points as the freshman team defeated 
the varsity 
Chamberlain's varsity debut was equally 
impressive as he poured in 52 points and 
grabbed 31 rebounds against Northwestem. 
That scoring total stil ranks as a Kansas 


single-game record. 

‘in 1957, Chamberlain led the Jayhawks 
to a 24-3 record and a spot in the NCAA 
finals where Kansas was defeated by North 
Carona, 54-53 in three overtimes, Despite 


Naismith Hall of Fame 


BERLA 
Carolina, he compiled an NCAA record 879- 
254 mark. 

He took his North Carolina teams to 23 
‘consecutive NCAA tournaments, breaking 
John Wooden's UCLA streak. His Tar Heels 
played in the Final Four 11 times. 

‘Smith's Tar Heels won 13 Atlantic Coast 
Conference championships and won either 
the regular season race or the postseason 
tournament 20 out of 27 years. 

He coached 32 all-conference players 
and 26 All-Americans while seeing 51 of his 
former players go on to play in the 

ranks and more than 20 of his 
former players, are coaches or 
administrators. 

He was elected to the Hall of Fame in 


Kansas has more inductees than any Division | school. 


conference ties and four NCAA crowns, 
including the 1952 basketball ttle. Under 
his guidance, Allen Fieldhouse, Quigley 
Field (now Hoglund Ballpark) and Memorial 
Stadium expansion projects were 
completed. 

Lonborg served as the manager of the 
1960 Olympic basketball team and spent 
13 years as the chairman of the NCAA 
basketball toumament committee. 

He.was elected tothe Hall in 1972. 


WILLIAM C. JOHNSON 

The dominant collegiate \center of his 
time, Bill “Skinny"-Johnson achieved All- 
American ‘Status in 1933 as he led the 
Jayhawks to°a third consecutive Big Soc 
Conference tite. Johnson, who stood 6-4, 


titles (1957-59). He also coached at 
Kentucky State, Cleveland State, the 
National Industrial League and professionally 
with Cleveland (ABL) and Denver (ABA). He 
retired in 1969 with a 25-year college mark 
of 523-165 (.760). 

McLendon served as a State Department 
basketball specialist to Southeast Asia and 
@ consultant to the Virgin Islands and 
Bahamas basketball federations. He 
coached the 1964 NAIA Olympic Trials team 
and the 1973 USA team at the World 
Basketball Festival in Peru. 

He was honored as the NAIA national 
coach of the year in 1958, and named 
coach of the decade by the Central 
Intercollegiate Athletic Association in 1956. 


the loss, Chamberlain was named 
toumament MOP. He was a two-time All- 
‘American and All-Big Eight selection. 
‘Chamberfain was a versatile performer as 
he also lettered in track. He cleared 6-6 3/4 
in the high jump to tie for first in the 1958 
Big Eight track and field championships. 
After leaving school following his junior 
season for the Harlem Globetrotters, he 
became the NBA's second-leading all-time 
scorer (31,419 points), Rookie ofthe Year in 
1960, four-time MVP and 10-time AI-NBA 
performer, He also set the NBA single-game 
scoring record March 2, 1962, with 100 
points against the New York Knicks. 
Chamberiain, who passed away on Oct. 
12, 1999, was elected to the Hall in 1978, 


DEAN SMITH 

Smith, the fourth-winningest college 
basketball coach ever, was a member ofthe 
1952 Kansas team which claimed the 
NCAA title and a member of the 1953 team 
wich reached the NCAA finals. 

A native of Emporia, Kansas, Smith 
coached North Carolina to the 1982 and 
1993 NCAA titles and his 1971 team 
claimed the NIT crown. He was the coach of 
the 1976 Olympic squad that won a gold 
medal. In 36 
seasons as the head coach at North 


RALPH MILLER 

‘After 39 years as a college coach, Ralph 
Miller retired in 1989 as the sixth- 
winningest coach in NCAA history with a 
674-370 record. 

At Chanute (Kansas) High Schoo! Miller 
earned 12 letters in five sports. He was a 
two-sport star at Kansas where he eamed 
three football letters as a_ starting 
‘quarterback and three in basketball playing 
for Phog Allen. Miller was a starter on KU's 
1940 NCAA Tournament runner-up team: 

Upon graduating from KU in 1942, Miller 
served three years in the Air Force before 
starting his coaching career at Wichita 
(Kansas) East High School After three years 
and a state ttl, he moved on to coach at 
Wichita State, He compiled a 220-133 
record in 14 years at WSU, then moved on 
to lowa, where he had a 95-51 mark in sit 
years. Miller then left for Oregon State, 
where his 18-year stint produced a 359- 
186 record. 

‘A two-time national coach of the year, 
Miller was coach of the year at least twice 
in each of the three conferences he 
coached -- Missouri Valley, Big Ten and 
Pacific 10. 

Miller was elected to the Hall in May, 
1988. He passed away on May 16, 2001. 
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CLYDE LOVELLETTE 

‘A two-time All-American center, Clyde 
Lovelete led Kansas to an 80-63 win over 
St. John's in the 1952 NCAA championship 
game, set a then-NCAA Tournament scoring 
record and eared most outstanding 
performer honors for his efforts, 

Today, he ranks as the fourth all-time 
leading scorer in KU history with 1,979 
career points and as the No. 10 all-time 
leading rebounder with 813. In 1952, 
Lovellette became the only player in NCAA 
history to lead the nation in scoring (28.4) 
and be on the NCAA National Championship 
team. 

‘n addition to his All-America selections, 
Lovellate was a three-time All-Big Seven 
‘center and capped his career by leading the 
United States to the gold medal in basketball 
at the 1952 Olympic games in Helsinki, 
Finland, 

Following his career at KU, Lovellette 
played one year of AAU ball then embarked 
on a 12-year NBA career with stops at 
Minneapolis, Cincinnati, St. Louis and 
Boston. He retired from basketball in 1964. 

Lovelette was elected to the Hall in May 
1988. 


LARRY BROWN 

The sixth head coach in Kansas 
basketball history, Brown maintained 
his teams to NCAA Tournament appearances 
in each of his five seasons. Brown accepted 
the head coaching position with the San 
‘Antonio Spurs following the 1987-88 
season and spent 23 seasons as a head 
coach in the NBA. 

‘A 1963 graduate of North Carolina, 
Brown was an honorable mention All 
‘America guard under former Kansas 
basketball player Dean Smith, After playing 
on the 1964 United States gold medal- 
winning Olympic team, Brown went on to 
distinguish himself first as a player then as 
a coach in the ABA and NBA. 

While the head coach at UCLA, Brown 
led his 1979-80 team to the NCAA tite 
game before falling to Louisville, 59-54. 
Brown's 1985-86 Kansas team reached the 
NCAA Final Four, and the 1987-88 Jayhawk 
squad won the national title, defeating 
Oklahoma 83-79. He was selected as the 
1986 Big Eight Conference Coach of the 
Year. 

He was elected to the Hall of Fame in 
202 


LYNETTE WOODARD 

Lynette Woodard was a three-time All- 
State selection at Wichita North High 
School A national high school AlAmerican 
in 1977, Woodard went on to play at KU 
from 1978-81 

Woodard was a four-time Kodak All- 
‘American and is the leading soorer in the 
history of women's basketball with 3,649 


Points. 
‘A four-time Al-Big Eight selection, 
Woodard led the nation in scoring in 1979, 
rebounding in 1978 and steals in 1979, 
1980 and 1981. Woodard was MVP of the 
Big Eight Tournament in 1979, 1980 and 
1981 and was later named the Big Eight 
Conference Player of the Decade. 
Woodard was a member of the 1980 
Olympic Team and co-captained the gold 
medal-winning Olympic team in 1984. She 
also earned a gold medal at the World 
University Games in 1979. Following KU, 
Woodard played intemational basketball in 


italy during the 1980s. She eared notoriety 
in 1985 when she became the fist female 
ever to play for the Harlem Globetrotters. 
‘She played two professional seasons in the 
United States with the WNBA's Cleveland 
Rockers and Detroit Shock. 

‘She was elected to the Hall of Fame in 
2004 


ROY WILLIAMS 

In 15 seasons at Kansas, from 1989- 
2003, Roy Wiliams led the Jayhawks to a 
418-101 record, He won more games in 
the first 15 years ofa coaching career than 
any coach in Division | history. Wiliams 
came to KU after serving 10 seasons at 
North Carolin, his alma mater, under KU 
‘alum Dean Smith. 

During Wiliams’ tenure, Kansas made 
four trips to the NCAA Final Four, including 
laying for the national championship in 
1991 and 2003. He coached four 
consensus first-team All-Americans, while 
seeing 10 of his players selected in the frst 
round of the NBA Draft 

Under Wiliams, the Jayhawks won nine 
‘conference tiles, and, in 2002, became the 
first team in the history ofthe Big 12 to go 
Undefeated in league play (16-0). 

‘A three-time national coach of the year 
‘and the recipient of the 2003 John R. 
Wooden Legends of Coaching Award, 
Wiliams retumed to North Carolina in the 
spring of 2003. 

Wiliams was elected tothe Hall of Fame 
in 2007. 


ALLEN KELLEY 

‘Alen “AI" Kelley was inducted to the 
Naismith Basketball Hall of Fame as a 
member of the 1960 U.S. Olympic Team 
‘which won the gold medal in Rome. On the 
1960 coaching staff was Dutch Lonborg 
‘who was inducted into the Hall of Fame as 
an individual in 1972. Additionally, KU 
legendary trainer Dean Nesmith also 
assisted in Rome. 

Kelley participated in five of the US.’ 
eight victories and the 1960 team went on 
that year to win the gold medal in Rome, 
tly, winning every game played by 30 
points or more. 

Kelley was a three-year letterman at 
Kansas for head coach Phog Allen from 
1952-54 and was a member of the 1952 
NCAA National Championship team. He 
was an All-Big Seven Conference First 
‘Team selection in 1953 and 1954. 

The 1960 US. Olympic Team was 
inducted to the Hall of Fame in 2010. He 
passed away in August 2016. 


NATIONAL COLLEGE 
BASKETBALL 

HALL OF FAME 

The National College Basketball Hall of 
Fame opened in 2006 and is located at 
the College Basketball Experience at the 
‘Sprint Center in Kansas City, Missouri 


The following Kansas players/coaches 
were part of the founding class: 


FG. “Phog” Allen 
Larry Brown 

Paul Endacott 

William Johnson 
‘Arthur “Dutch” Lonborg 
Ciyde Lovellette 

John McLendon 

Ralph Miller 

‘Adolph Rupp 

Dean Smith 

Roy Wiliams 


Formally Inducted .. . 
Danny Manning... . 
Clyde Lovellette......... 
————— 
JO JO WHITE 

Two-time Kansas men's basketball All- 
‘American and seven-time NBA All-Star Jo 
Jo White was inducted into the Naismith 
Basketball Hall of Fame in September 
2015. 

White played at KU from 1966-69. An 
‘Al-America selection in 1968 and 1969, 
White was a three-time All-Big Eight 
Conference honoree and KU's Most 
Valuable Player for three-straight seasons, 
The Saint Louis native scored 1,286 career 
Points while at Kansas. 

His four years at KU saw the Jayhawks 
‘win two Big Eight Championships, three Big 
Eight Holiday Tournaments, make two 
NCAA Tournament appearances and finish 
runner-up in the NIT. He was a member of 
the 1968 Gold Medal USA Olympic team 
and played 11 seasons in the NBA. 

Drafted by Boston with the ninth overall 
pick in 1969, White led the Celtics to NBA 
Championships in 1974 and 1976, where 
in the latter he was named NBA Finals MVP. 

‘A major impact at the collegiate and 
professional levels, White's No. 10 was 
retired by the Celtics in 1982. His Kansas 
jersey was officially retired on Jan. 27, 
2003. 
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The concept of retiring the jerseys of outstanding Jayhawk men’s 
basketball players was initiated prior to the 1991-92 season when 
banners honoring Clyde Lovellette, Danny Manning, B.H. Born, 
Charlie Black, Paul Endacott, Wilt Chamberlain and Charlie Black 
were unveiled in the south end of Allen Fieldhouse. The original 
criteria for a retired jersey included KU players named college 
basketball player of the year, most valuable player of the NCAA 
Tournament or being named a four-time All-American. The list was 
expanded in 1997 to include Ray Evans, who holds the distinction 
of being an All-American in both football and basketball. 


The criteria was expanded prior to the 2002-03 season to include 
consensus first-team All-Americans, two-time first-team All- 
America selections and Academic All-American of the Year. 


In 2006, longtime KU broadcaster Max Falkenstien was added for 
his 60 years of calling Kansas Athletics. 


MARIO CHAL 


Foundation National Championship game, 
‘Tus Ackerman was also a 1924 first team 
All-American, 

Ackerman, a member of the Kansas 
Athletics Hall of Fame, was named to the 
‘Al-Missouri Valley team in 1924 and 1925. 

In his three years with the Jayhawks, he 
led KU in scoring each year. He captained 
the 1925 team and produced 10.2 points 
er game. 

‘Ackerman and the Jayhawks 
accumulated three conference 
championships in 1923, 1924 and 1925 
and in that period lost only five games 
overall 

‘Ackerman's jersey was officially retired 
on Jan. 15, 2003. 


CHA 


IE B. BLACK 1942-43, 46-47 

Charlie Black, nicknamed the “Hawk” for 
his defense, is a four-time All-Big Six player 
and the only four-time All-American in KU 
basketball history 

During his frst year at KU, Black led the 
Jayhawks to a share of the Big Six 
Conference tite. 

After the 1943 season, Black spent the 
ext two years fighting in World War I 

Black returned to Mt. Oread in 1946 and 
helped the Jayhawks to a 19-2 record and 
a retum to the NCAA playoffs. 

Among the all-time scoring leaders in 
KU history, Black led the Big Six in scoring 
in 1946. 

Black's jersey was retired during the 
1992 season. He died in December 1992 
at the age of 71 


CHARLIE T. 

Charlie Black, a two-time all-conference 
and All-American selection, helped the 
Jayhawks compile a 49-6 record in his 
three years at KU. 

Hiss main asset to the team came in the 
form of his intense defensive style. 

Black contributed to KU's three Missouri 
Valley Championships and the 1922 and 
1923 Helms Foundation National 
Championships. 

After leaving Kansas, Black eventually 
made his way to the University of Nebraska. 
He was head coach of the Comhuskers for 
six seasons, from 1927-32 

Black's jersey was one of seven Jayhawk 
jerseys retired during the 1992 season 


B.H. BORN 1952-54 

In 1953, Bor became the center of 
attention for the Jayhawks and established 
himself as one of the nation’s best centers. 
He was selected All-American and first- 
team All-Big Seven 

That same year, Bom was selected as 
the most outstanding performer in the 
NCAA Tournament, the first player ever to 
win the award from a non-championship 
team 


In Bom's senior season, he was 
named to the All-Big Seven Team, He 
went on to play in the 1954 World 
Championships. 

His jersey was retired on Feb. 15, 
1992, in a ceremony honoring the 1952 
NCAA title team. 


BILL BRIDGES 1959-61 

‘A Hobbs, New Mexico, native, Bill 
Bridges eamed All-American honors in 
1961. In three years at Kansas, he 
earned three selections to the All-Big 
Eight Conference, 

Bridges grabbed 1,000 rebounds in 
78 games and averaged an amazing 
13.9 rebounds per game as a center at 
Kansas from 1959-61. KU's postseason 
rebounding award bears Bridges’ name. 

Bridges’ jersey was officially retired on 
Dec. 9, 2004, 


MARIO CHALMERS 2006-08 

Mario Chalmers was the 2008 Final 
Four’s Most Outstanding Player on 
Kansas’ NCAA National Championship 
team, but is most widely known for his 
game-tying three-pointer in the tile 
game in KU's 75-68 overtime win 
against Memphis. 

The Anchorage, Alaska, guard was 
the 2007 co-Big 12 Defensive Player of 
the Year as a sophomore and an All-Big 
12 Second Team selection during his 
junior year. He appeared on the league's 
all-conference teams all three seasons 
he was a Jayhawk, including every Big 
12Al-Defensive squad. 

Besides his 2008 Final Four MOP, he 
was named to the Big 12 Championship 
All-Tournament team in 2007 and 2008, 
the second of which was bestowed on 
him after he scored a career-high 30 
points against Texas in the ttle game. 

Chalmers’ jersey No. 15 was retired 
during halftime of the Kansas-Texas 
game on Feb, 16, 2013, when KU 
hosted ESPN College GameDay. 


WILT CHAMBERLAIN 1957-58 

Witt Chamberlain's career averages of 
299 points and 18.9 rebounds per 
game are easily the best in Jayhawk 
history and rank among the tops in the 
NCAA record books 

In his varsity debut, Chamberlain 
tumed in a dominating performance, 
scoring @ career-high 52 points and 
grabbing 31 rebounds. The 52 points 
scored by Chamberlain stil stands as a 
KU record 

He was twice named a consensus 
first-team All-American and All-Big 
Seven member. 

Chamberlain became the third 
Kansas player since 1952 to win the 
NCAA Tournament's Most Outstanding 
Player award 

Chamberlain's average of 30.1 points 
per game in 1958 is the highest in 


Kansas history 

He became the first NBA player to ever 
win the Rookie of the Year and Mast Valuable 
Player awards in the same season. During 
the 1962 season, Chamberlain recorded his 
100-point game. 

Chamberlain, who passed away on Oct. 
12, 1999, was on hand Jan. 17, 1998 to see 
his jersey officially retired, 


NICK COLLISON 2000-03 

‘A four-year standout power forward, Nick 
Collison is the Jayhawks’ second all-time 
leading scorer, third all-time leading 
rebounder and second all-time leading shot 
blocker. He left KU ranked as the leading 
scorer and rebounder in Big 12 Conference 
history 

‘A native of lowa Falls, wa, Collison was 
named the 2003 NABC National Player ofthe 
‘Year, a consensus first-team All-American in 
2003 and the 2003 Big 12 Male Athlete of 
the Year. 

Colson led the Jayhawks to back-to- 
back Final Fours his junior and senior 
‘seasons, including playing for the national 
championship in 2003, He was also a starter 
‘on the 2002 team, which became the first 
‘squad in the history ofthe Big 12 Conference 
to go undefeated in league play (16-0). 

Colson was a first-round selection (12th 
pick overall) ofthe Seattle Supersonics in the 
2003 NBA Draft. 

Colison's jersey was offically retired Nov. 
25, 2003. 


PAUL ENDACOTT 1921-23 

Paul Endacott, the 1923 National Payer of 
the Year and a member ofthe Basketball Hall 
of Fame, led Kansas to a pair of Helms 
Foundation National Championships in 1922 
and 1923, 

Endacott was a two-time all conference 
performer and a two-time All-American 

In 1923, Kansas posted an unblemished 
16-0 Missouri Valley Conference record. 

Phog Allen once called him, “the greatest 
player I have ever coached,” 

He was inducted into the Naismith 
Basketball Hall of Fame in Springfield, 
Massachusetts, on April 20, 1972. Endacott's 
Jersey was retired in a ceremony at halftime 
ofthe KU-Nebraska game on Jan. 25, 1992. 


HOWARD ENGLEMAN 1939-41 


Howard Engleman, the second Jayhawk 
to receive consensus first-team All-America 
honors, led KU to two Big Six conference 
championships and an appearance in the 
Final Four. 

Engleman led Kansas in scoring in 1939 
and 1941. His 16.1 points per game in 1941 
was the highest average to date in Jayhawk 
history. 

He was a 1940 NCAA All-Tournament 
team member after leading Kansas to the 
championship game, and was twice named 
to the All-Big Six team. 

Engleman replaced Phog Allen as coach 
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for half of the 1947 season when Allen 
was ordered to bed rest. The team 
finished with a 16-11 mark. 

Engleman's jersey was officially retired 
on March 1, 2008. 


RAY EVANS 1942-43, 46-47 

Ray Evans is one of the greatest two- 
sport athletes in NCAA history and holds 
the distinctive honor of being named All 
American in both football and basketball 

He is a member of the Orange Bowl and 
College Football Halls of Fame. 

‘After playing two seasons of football 
and basketball in 1942 and 1943, Evans’ 
career was interrupted by World War I 
Evans returned to KU for the 1946 and 
1947 seasons. 

The Ray Evans trophy honors a member 
of the current Jayhawk football team 
whose all-around excellence both on and 
off the field best exemplify the traits ofthe 
former KU star. 

Evans was voted into the Kansas All 
Sports Hall of Fame in 1971. 

Evans, a four-time All-Big Six 
Conference selection in the 1940s, was on 
hand in Allen Fieldhouse in 1997 to see his 
jersey retired 


MAX FALKENSTIEN 1946-2006 

Kansas basketball and football 
broadeaster Max Falkenstien worked more 
than 650 football games and 1,750 men's 
basketball games for KU from 1946-2006 

A Lawrence native, Falkenstien was 
part of the radio broadcast for every men's 
basketball game played in historic Allen 
Fieldhouse from 1955 until 2006. He 
began his KU broadcasting career March 
18, 1946, when KU played then-Oklahoma 
A&M jin the NCAA Tournament, and it 
concluded March 17, 2006. 

In 2004, Falkenstien was given the 
prestigious Curt Gowdy Award presented 
by the Naismith Basketball Hall of Fame 
He has also been honored by the College 
Football Hall of Fame, the KU Hall of Fame 
and the state of Kansas Hall of Fame. in 
2001, The Sporting News named 
Falkenstien “the best college radio 
personality in the country." 

The No. 60, for his years of service to 
KU, was officially retired on March 1, 2006, 


DREW 2000-02 

Drew Gooden, a 2002 first-team All- 
American and the Big 12 Player ofthe Year, 
helped lead the Jayhawks to their first Final 
Four since 1993, 

He was the runner-up for the 2002 
Wooden Award, and he was named NABC 
Co-National Player of the Year, ESPN The 
Magazine Power Forward of the Year and 
Basketball America's Player ofthe Year. 

Gooden ranks 12th on KU's alltime 
scoring fist with 1,526 points, ‘fifth in 
rebounding and third with 44 career 
double-doubles. 

He became just the second player in 


Kansas history to record at least 1,500 
points, 900 rebounds, 100 blocks and 100 
steals in a career. 

Gooden was drafted as the fourth overall 
pick in the 2002 NBA draft by the Memphis 
Grizzlies. 

Gooden's jersey was officially retired on 
Jan. 18, 2003 


GALE GORDON 1925-27 

Gale Gordon was an important factor on 
the 1927 Jayhawk squad that won the 
conference championship for the ‘fifth 
straight year. 

Gordon was part of Kansas’ 300th 
victory in 1925 when the Jayhawks beat 
lowa State 33-11. During his career, KU 
only failed to win on five occasions 

He was twice named a first-team All- 
American in 1925 and 1926, and earned 
A-Missouri Valley Conference honors. in 
1926 and 1927. 

Gordon's three-year efforts were 
rewarded when he was named to the 
Kansas Athletics Hall of Fame. 

Gordon's jersey was officially retired on 
dan. 15, 2003 


KIRK HINRICH 2000-03 

A native of Sioux City, fowa, Hinrich 
guided KU to back-to-back Final Fours in 
2002 and 2003. The 2002 KU team is still 
the only team to go undefeated (16-0) in the 
history ofthe Big 12 Conference. 

In 2003, KU won its second-straight 
league regular-season tile. Hinrich ranks 
10th on the Kansas career scoring list with 


1,753 points. His 668 assists are fourth on 
the school lst and his 206 steals are sixth. 

In 2003, Hinrich was selected to the 
Wooden AllLAmerican team and was a 
third-team Associated Press All-American, 
‘Aso his senior season, he was on the Final 
Four all-ournament team and was the 
NCAA West Regional Most Outstanding 
Player. 

Hinrich was named All-Big 12 First Team 
both his junior and senior seasons. He was 
the seventh overall selection in the 2003, 
NBA Draft by the Chicago Bulls. Additionally, 
fhe was a member of Team USA in the 2006 
World Championships. 

Hirnich had his jersey No. 10 retired on 
March 1, 2008, 


RAEF LAFRENTZ 1995-98 

Raef LaFrentz, a two-time consensus 
first-team All-American and Big 12 Player 
of the Year, is also the third-leading scorer 
in Kansas history. 

LaFrentz is one of three players in KU 
history to Score 2,000 points, and his 1,186 
career rebounds placed him second all- 
time for the Jayhawks, 

Ranked among the top 10 in Jayhawk 
history for career field goals, field goal 
attempts, free throws, free throw attempts, 
field goal percentage and blocked shots, 
LaFrentz is the Kansas leader for career 


double-doubles at 56, 
He played an integral part in helping KU 
win 35 games during the 1997-98 season. 
LaFrentz was the third pick in the 1998 
draft by the Denver Nuggets. 
LaFrentz’s jersey was officially retired on 
Feb, 16, 2003. 
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CLYDE LOVELLETTE 1950-52 


A native of Terre Haute, Indiana, 
LLovelltte became the fourth Jayhawk to be 
named a consensus first-team All- 
‘American, and was also named All-Big 
Seven in 1951 and 1952. 

In 1952, he led the Jayhawks to their 
first NCAA crown. Lovellette became the 
only player to ever lead the nation in scoring 
and win the NCAA tite in the same year. 

In 1952, Lovellette and six Jayhawk 
teammates helped lead the United States to 
the gold medal atthe Olympics in Helsinki, 
Finland. KU's Phog Allen was an assistant 
coach onthe team. 

Lovellette was elected to the Naismith 
Basketball Hall of Fame in May 1988 and 
inducted into the College Baskethal Hall of 
Fame in 2012. His jersey was retired in a 
ceremony honoring the 1952 NCAA title 
team on Feb. 15, 1992. 


DANNY MANNING 1985-88 


College basketball's 1988 Consensus 
Player of the Year, Danny Manning ended 
tis briliant career by leading the Jayhawks 
to the 1988 NCAA tite 

He was named the Big Eight Newcomer 
of the Year and was second-team All-Big 
Eight in 1985, 

Manning was a three-time Big Eight 
Player of the Year, two-time All-American 
‘and a winner of the Naismith and Wooden 
‘Awards. 

‘Manning re-wrote the KU record books, 
becoming the al-time leading scorer and 
rebounder in Kansas history. He also owns 
the record for mast points scored ina single 
season with 942 points his senior yea. 

He becamié the fourth Jayhawk to eam 
the NCAA Toumament's Most Outstanding 
Payer award, 

His-KU jersey was retired on Dec. 1, 
41992. Manning was inducted into the 
College Basketball Hall of Fame Nov. 23, 
2008. 


AL PETERSON 1925-27 

A Kansas City, Kansas, native, Al 
Peterson gamered two first-team All 
‘American selections during his Kansas 
caret. 
Peterson was a three-time All-Missouri 
Valley Conference member and helped lead 
the Jayhawks to three-straight conference 
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crowns. 
He saw the Jayhawks go three seasons 
with only five losses, achieve their 300th 
victory and win the conference 
championship for five straight years. 
Peterson led Kansas in scoring in back- 
to-back seasons and averaged 10.3 points 
his final year. 

He is a member of the Kansas Athletics 
Hall of Fame. 
Peterson's jersey was retired on Jan. 15, 
2003. 


PAUL PIERCE 1996-98 

In three years at Kansas, Paul Pierce 
accumulated numerous honors and 
records. A 1998 consensus first-team All- 
‘American, Pierce was also a first-team All- 
Big 12 member. 

He was a 1998 John Wooden Award 
finalist and a back-to-back Big 12 
Tournament MVP. 

Pierce is the seventh all-time leading 
scorer for KU and one of just seven players 
to score more than 700 points in a season. 

He ranks among KU's leaders in free 
throws made, free throw attempts, 
rebounding and steals after just three years 
at KU. 


Pierce was the 10th overall draft pick in 
1998 by the Boston Cettcs, 

Pierce's jersey was officially retired on 
Jan, 25, 2003 


FRED PRALLE 1936-38 

Fred Pralle accumulated three Big Six 
‘conference championships for KU in 1936, 
1937 and 1938. 

He was named to the Al-Big Sic team 
three times. Pralle led the Jayhawks in 
scoring in back-to-back years with 10.9 
points per game his final year. 

Pralle captained the 1938 Kansas team 
that went 18-2 and won nine-straight 
games to finish the season 

He was a member of the 1936 Kansas 
team that was one win away from 
Competing in the Olympics for the United 
States. 


His efforts at Kansas eamed him a spot 
in the KU Athletics Hall of Fame. 

Pralle's jersey was officially retired on 
Jan. 15, 2008 


DAVID ROBISCH 1969-71 

AA Springfield, Wlinois, native, Robisch 
eamed Helms Foundation All-America 
following the 1969-70 and 1970-71 
seasons. He was also named an Al-Big 
Eight conference honoree in 1969, 1970, 
and 1971 

His most productive season was his 
junior year, when he averaged 26.5 points 
per game. His 689 points in 1969-70 stil 
ranks ninth on the KU single-season list. He 
ended his career with a 21.1 scoring 
average. 

Robisch was also an All-Big Eight pitcher 
forthe KU baseball team in 1969, posting 
four wins and a team-leading 55 strikeouts 
in 56 innings. 

Robisch's jersey was officially retired on 
Feb. 27, 2006. 


WAYNE SIMIEN 2002-05 

‘Anative of Leavenworth, Kansas, Simien 
ended his career at Kansas as No, 12 in 
scoring (1,593 points), No. 7 in rebounds 
(884) and No. 4 in double-doubles (28). 
‘Simien helped lead Kansas to a 110-28 
record during his career, along with three 
Big 12 Championships, four NCAA 
Tourament appearances, two Final Fours 
‘and an Ete Eight 

‘A Consensus First-Team All-American 
his senior year (2005), Simien was also a 
two-time All-Big 12 First Team selection 
(2004 and 2005). He was the 2005 Big 12 
Player of the Year, as well as an all 
tournament team selection at the 2005 Big 
12 Championship. Also in 2005, Simien 
‘was recipient of the Lowes’ Senior CLASS 
‘Award, 


Simien was selected 29th in the first 
round of the 2005 NBA Draft by the Miami 
Heat, with whom he won an NBA 
Championship in 2006. 

Simien's jersey was offically retired on 
Jan. 29, 2011 


BUD STALLWORTH 1970-72 

One of only three players in schoo! 
history to eam All-American honors on the 
floor and academically, Stallworth was 
named the 1972 Big Eight Conference 
Player of the Year. 

Stallworth was a two-time allleague 
selection and was named Academic All- 
‘American in 1971 and All-American the 
following season. 

He ended his career with an 18.1 
scoring average and his 50 points against 
Missouri in 1972 ranks second on the KU 
single-game scoring list. 

‘Stallworth’s jersey was officially retired 
‘on Jan. 31, 2005. 


DARNELL VALENTINE 1978-81 
AA three-time Academic All-American in 
1979, ‘80, and ‘81, Valentine was also 
named an All-American following his senior 
‘season in 1981. He isthe only player to be 
named first-team all-conference four times. 
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Valentine sfil ranks fist in free throws 
made with 541 and first in steals with 336. 
‘A Wichita, Kansas, native, Valentine ranks 
fifth on the school career scoring with 
41,821 points. 

‘A four-time team most valuable player, 
Valentine ranks fith on the career assists 
lst with 609. He is one of three players in 
Kansas history to eam All-American honors 
both on the floor and academically 

His jersey was officially retired Jan, 1, 
2005. 


JACQUE VAUGHN 1994-97 

The all-time Kansas and Big Eight 
assists leader with 804, Jacque Vaughn 
eamed second-team Al-American honors 
his senior year. 

He is a twortime first-team GTE 
‘Academic All-American and the 1997 
‘Academic All-American ofthe Year. 

Vaughn garnered two All-Big Eight 
selections and was the 1996 Big Eight 
Player of the Year. He also received the 
‘Athur Ashe J Scholar-Athlete Award, 

Vaughn ranks among KU's all-time 
leaders in career 10-assist games at 18, in 
consecutive career games started at 100 
and in most career steals in conference 
action at 93. 

‘The Cedric Hunter assist award was 
renamed to include Vaughn's name in 1997 
at the conclusion of his senior year. 

Vaughn's jersey was offically retired on 
Dec, 21, 2002 


WALTER WESLEY 1964-66 

A two-time All-American in 1965 and 
1966, Walter Wesley was also a two-time 
‘Al-Big Eight selection following his junior 
and senior seasons 

Wesley's career average of 19.3 points 
peer game ranks inthe top 10 on the KU list 
He averaged over 20 points in junior and 
senior seasons. 

Wesley's jersey was offically retired on 
Dec. 18, 2004 


JO JO WHITE 1966-69 

‘A two-time AllkAmerican selection in 
1968 and 1969 and a three-time All-Big 
Eight member, Jo Jo White was also KU's 
Most Valuable Player for three straight 
seasons, 

White scored 1,286 career points, and 
he led Kansas in scoring in 1968 after 
accumulating 459 points. 

His four years at KU saw the Jayhawks 
win two conference championships, three 
Big Eight Holiday Tournaments, make two 
NCAA Tournament appearances and 
become the runner-up inthe NIT. 

He was a member of the United States 
Olympic Basketball Team and played 11 
easons in the NBA. 

White left his mark with the Celtics, for 
whom his number 10 jersey is retired. 

White's jersey was officially retired on 
Jan, 27, 2003, 


OLYMPIC GAMES 

(USA unless noted) 

Charles Hoag (1952) Gold 

Bill Hougland (1952, 1956) Gold, 
Gold 

Sasha Kaun, Russia (2012) Bronze 

otin Keller (1952) Gold 

Alen Kelley (1960) Gold 

Dean Kelley (1952) Gold 

bert Kenney (1952) Gold 

Bill Lienhard (1952) Gold 

Clyde Lovelette (1952) Gold 

Danny Manning (1988) Bronze 

Darnell Valentine (1980) 

Jo do White (1968) Gold 

Phog Allen (1952) Gold, 
assistant coach 

Larry Brow (2004) Bronze, 
assistant coach 

oy Wiliams (2004) Bronze 
assistant coach 

‘Arthur Lonborg (1960) Gold, 
manager 

Dean Nesmith (1960) Gold, trainer 


PAN AMERICAN GAMES 
‘Norm Cook (1975) Gold 
Melvin Kelley (1955) Gold 
Robert Kenney (1955) Gold 
Keith Langford (2015) Bronze 
Danny Manning (1987) Bronze 
Jo Jo White (1967) Gold 


WORLD UNIVERSITY 
GAMES 
Carlton Bragg ur. (2015) 1st 


International Presence 


James Cox (2015) 1st, 
assistant coach 
Greg Dreling (1985) 2nd 
Perry Elis (2015) 1st 
Jerod Haase (1995) 1st 
Jerrance Howard (2015) 1st, 
assistant coach 
‘Adonis Jordan (1991) 1st 
Rn Kellogg (1985) 2nd 
Landen Lucas (2015) 1st 
Evan Manning (2015) 1st 
Frank Mason Il (2015) 1st 
Hunter Mickelson (2015) 1st 
Fred Quartlebaum (2015) 1st, 
assistant coach 
Mark Randall (1989) 1st 
Dave Robisch (1970) 2nd 
Fichard Soott (1993) 3rd 
‘Wayne Selden J. (2015) 1st 
Bill Sef (2015) 1st, head coach 
Tyler Self (2015) 1st 
Jamati Traylor (2015) 1st 
Lagerald Vick (2015) 1st 
JoJo White (1967) 4th 
oy Willams (1991) 1st, 
assistant coach 


WORLD 

CHAMPIONSHIPS 

B. H. Born (1954) 1st 

Allen Kelley (1954) 1st 

‘Mark Randall (1990) 3rd 

Kirk Hinrich (2006) 3rd 

Sviatoslav Mykhailiuk, Ukraine 
(2014) 


Larry Brown (1987), 2nd 
head coach 


FIBA U20 EUROPEAN 
CHAMPIONSHIP 

Svitostav Myktaliuk, Urine 
(2016) 


NIKE HOOP SUMMIT 
Eric Chenowith (1997) 

Nick Colson (1999) 

Kirk Hinrich (1999) 

yan Robertson (1995) 
Brandon Rush (2005) 

Julian Wright (2005) 
Xavier Henry (2009) 

‘Andrew Wiggins (2013) World 
Clif Alexander (2014) 

Kelly Oubre J. (2014) 
(Udoka Azubuike (2016) World 
Josh Jackson (2016) 


KANSAS’ MCDONALD’S HIGH SCHOOL ALL-AMERICANS 


1981 
1984 
1985 
1985 
1986 
1987 
1990 
1991 
1991 
1993 
1994 
1995 


1977 st GE 


Damel Valentine 1996 
Greg Dreiing 1997 
-Danny Manning 1997 
. -Rick Calloway 1998 
Tony Guy 1999 


Mark Randall 2001 
Mike Maddox 2001 
Darrin Hancock 2003 
Ben Davis 2003 


‘Calin Rayford 2005 
. - Jacque Vaughn = 2005 
. -RaefLaFrentz 2005 


Paul Piece 2006 


basketball, 


U.S. OLYMPICS 
DEVELOPMENT TEAM 
Roy Wiliams (1992), head coach 


USA WORLD 
CHAMPIONSHIPS FOR 
YOUNG MEN 


QUALIFYING TEAM 
‘Nick Collison (2000) 2nd 
‘Drew Gooden (2000) 2nd 


USA MEN'S SELECT 
TEAM 

‘Nick Collison (2000) 
‘Marcus Morris (2010) 


U.S. OLYMPIC FESTIVAL 
“Kerry Boagni (1983) 
Greg Dreiling (1981, 1982) 
Jerod Haase (1993) 
‘Adonis Jordan (1989) 
Raef LaFrentz (1994) 

Mike Maddox (1987) 
Danny Manning (1985) 
Lincoln Minor (1987) 

Paul Pierce (1995) 

Scot Pollard (1993) 

Kevin Pritchard (1986) 
Mark Randell (1986) 
Richard Scott (1991) 

Billy Thomas (1995) 
“Jacque Vaughn (1993) 
“All-Festival Team 


2007 
2009 
2010 
2012 
2013 
2013 
2014 
2014 
2015 
2015 
-Micah Downs 2016 
- . Julian Wright == 2016 
Darrell Arthur 
‘Sherron Collins 


KANSAS IN 
INTERNATIONAL 
COMPETITION 


The University of Kansas -- its players, coaches and 
administrators -- has played a big role in international 


Hall of Fame Kansas coach Forrest “Phog” Allen was 
instrumental in making basketball part of official Olympic 
competition in 1936. Allen later served as an assistant 
‘coach on the USA's 1952 Olympic team. 


Seven members of KU's 1952 NCAA championship team 
joined a group of AAU players from Peoria, Ilinois, to form 
‘the 1952 U.S. Olympic team in Helsinki, Finland. 


USA WORLD 
CHAMPIONSHIPS FOR 
YOUNG MEN TEAM 
‘Nick Collison (2001) 1st 


USA MEN'S WORLD 

CHAMPIONSHIPS TEAM 

‘Nick Collison (2002) 

Raet LaFrentz (2002) 

Sviatostav Mykhailiuk, Ukraine 
(2014) 

Paul Pierce (2002) 


USA MEN'S SENIOR 
NATIONAL TEAM 
‘Nick Collison (2003) 1st 


USA U18 NATIONAL 
TEAM 

‘Nick Collison (1998) ‘st 
Travis Releford (2008) 2nd 


‘Note: USA unless noted 


Cole Aldrich 
Xavier Henry 
Josh Selby 
Perry Elis 
. Wayne Selden Jr 
-Andrew Wiggins 
. Glff Alexander 
«Kelly Oubre dr. 
Cartton Bragg Jr 
Cheick Diallo 
-Udoka Azubuike 


AYOLSIH 


2016-17 


ALL-AMERICANS 
Consensus First Team Selections 
(source: NCAA Records Book) 


1909 Tommy Johnson (Lawrence, Kan.) 
1915 Ralph Sproull (Lawrence, Kan.) 
1919 Dutch Lonborg (Horton, Kan.) 
1922 Paul Endacott (Lawrence, Kan.) 
1923 Paul Endacott (Lawrence, Kan.) 
(Charlie T. Black (Alton, iL) 

1924 Tusten Ackerman (Lawrence, Kan.) 
(Charlie T, Black (Alton, iL) 

1925 Tusten Ackerman (Lawrence, Kan.) 
1926 Gale Gordon (Kansas City, Kan.) 
‘Al Peterson (Kansas City, Kan.) 

1938 Fred Pralle (St. Louis, Mo) 
1941 Howard Engleman (Arkansas City, Kan.) 
1943 Charlie Black (Kansas City, Kan.) 
1951 Clyde Lovellette (Terre Haute, Ind.) 
1952 Clyde Lovellette (Terre Haute, Ind.) 
1957 Wilt Chamberlain (Philadelphia, Pa.) 
1958 Wilt Chamberlain (Philadelphia, Pa.) 
1987 Danny Manning (Lawrence, Kan.) 
1988 Danny Manning (Lawrence, Kan.) 
1997 Raef LaFrentz (Monona, lowa) 
1998 Raef LaFrentz (Monona, lowa) 
Paul Pierce (Inglewood, Calif) 

2002 Drew Gooden (Richmond, Cali) 
2003 Nick Colison (lowa Falls, lowa) 
2005 Wayne Simien (Leavenworth, Kan.) 
2010 Sherron Collins (Chicago, lL) 
2012 Thomas Robinson (Washington, D.C.) 


OTHER FIRST TEAM SELECTIONS 
1930 
1932 


Forrest Cox (Newton, Kan.) 
Ted O'Leary (Lawrence, Kan.) 

Bill Johnson (Oklahoma City, Okla.) 
Ray Ebling (Lindsborg, Kan) 

Fred Pralle (St. Louis, Mo.) 

Ray Noble (Arkansas City, Kan.) 
Charlie Black (Kansas City, Kan.) 
Ray Evans (Kansas City, Kan.) 
Ray Evans (Kansas City, Kan.) 
Charlie Black (Kansas City, Kan, 
Charlie Black (Kansas City, Kan, 
Clyde Lovellette (Terre Haute, Ind.) 
B. H. Born (Medicine Lodge, Kan ) 
Bill Bridges (Hobbs, N.M) 

Jerry Gardner (Wichita, Kan.) 
Walt Wesley (Ft. Myers, Fla.) 

Walt Wesley Ft. Myers, Fla.) 

Jo Jo White (St. Louis, Mo.) 

Jo Jo White (St. Louis, Mo.) 

Dave Robisch (Springfield, IL) 
Dave Robisch (Springfield, IL) 
Bud Stallworth (Harselle, Ala) 
Darnell Valentine (Wichita, Kan ) 


National Honors 


MOST CONSENSUS 
FIRST TEAM ALL-AMERICANS 


‘SCHOOL ‘NO. PLAYERS 
KENTUCKY 26 21 
NORTH CAROLINA 26 al 
PURDUE 25 7 
PENN 24 14 
NOTRE DAME 23 4 
DUKE 21 18 
WISCONSIN 21 18 
1986 Danny Manning (Lawrence, Kan.) Dean Kelley (McCune, Kan.), R, FF 


1996 Jacque Vaughn (Pasadena, Cali.) 4953 
197 Jacque Vaughn (Pasadena, Calif) 
2003 Kirk Hinrich (Sioux City, lowa) 
2007 Brandon Rush (Kansas City,Mo) 4957 
2008 Brandon Rush (Kansas City, Mo.) 
2011 Marcus Moris Philadelphia, Pa) 97 
2013 Ben McLemore (St. Louis, Mo.) 
2014 ‘Andrew Wiggins (Vaughan, Ontario, Canada) 1974 
2016 Perry Elis (Wichita, Kan) 
1986 

NCAA TOURNAMENT MOST 
OUTSTANDING PLAYER ‘so 
1952 Clyde Lovellete (Terre Haute, nd.) jag 
1953 BH. Bom (Medicine Lodge, Kan.) 
1957 Witt Chamberiain (Philadelphia, Pa.) 
1988 Danny Manning (Lawrence, Kan.) 4994, 
2008 Mario Chalmers (Anchorage, Alaska) 
NCAA ALL-TOURNAMENT TEAM 
(R — Regional; FF — Final Four) 1993 
1940 Howard Engleman (Salina, Kan.), FF 

Bob Allen (Mission, Kan), FF 996 
1952 Clyde Lovellette (Terre Haute, Ind), R, FF 


Mario Chalmers, 2008 NCAA Tournament Most Outstat 


BH. Bom (Medicine Lodge, Kan.), R, FF 
Dean Kelley (McCune, Kan.) R, FF 

Gil Reich (Steetton, Pa.), R 

Wilt Chamberlain(Philadelphia,Pa),R, FF 
Maurice King (Kansas City, Kan.), R 
Dave Robisch (Springfield, tl), R 

Bud Stallworth (Hartselle, Ala), R 
Roger Morningstar (Dundee, tl), R 
Danny Knight (Salina, Kan.), R 

Danny Manning (Lawrence, Kan), R 
Calvin Thompson (Kansas City, Kan), R 
Danny Manning (Lawrence, Kan.), R 
Danny Manning (Lawrence, Kan.), R, FF 
Milt Newton (Washington, D.C), R, FF 
Kevin Pritchard (Tulsa, Okla), R 

Mark Randall (Englewood, Colo.) FF 
‘Alonzo Jamison (Santa Ana, Cali), R 
‘Adonis Jordan (Reseda, Cali), R 

Terry Brown (Clyde, N.Y), R 

‘Adonis Jordan (Reseda, Cali), R 

Rex Walters (San Jose, Calif), R 
Jacque Vaughn (Pasadena, Calif), R 


1997 Paul Pierce (Los Angeles, Calif), R 
2002 Nick Collison (lowa Falls, lowa), R 
Drew Gooden (Richmond, Calif), R 

Keith Langford (Fort Worth, Texas), R 

2003 Nick Collison (lowa Falls, lowa), R, FF 
Kirk Hinrich (Sioux City, lowa), R, FF 

Keith Langford (Fort Worth, Texas), R, FF 


2004 Aaron Miles (Portland, Ore.), R 
Wayne Simien (Leavenworth, Kan), R 
2007 Brandon Rush (Kansas City, Mo.), R 
Julian Wright (Chicago Heights, tL), R 
2008 Darrell Arthur (Dallas, Texas), FF 


Mario Chalmers (Anchorage, Alaska), R, FF 
Sasha Kaun (Melboume, Fla), R 
Brandon Rush (Kansas City, Mo.) R, FF 


2009 Cole Aldrich (Bloomington, Minn.), R 
2011 ‘Marcus Mortis (Philadelphia, Pa.), R 
2012 Thomas Robinson (Washington, D.C.) R, FF 


Tyshawn Taylor (Hoboken, Nl), R, FF 
Jeff Withey (Gan Diego, Calif), R 


2013 Ben McLemore (St. Louis, Mo.), R 
2016 Devonte’ Graham (Raleigh, N.C.), R 
REGIONAL MOST 

OUTSTANDING PLAYER 

1991 ‘Alonzo Jamison (Santa Ana, Calif) 
2002 Drew Gooden (Richmond, Calif) 
2003 Kirk Hinrich (Sioux City, Iowa) 
2012 Thomas Robinson (Washington, D.C.) 


ACADEMIC ALL-AMERICANS 


1971 Bud Stallworth (Hartselle, la) 
1974 ‘Tom Kivisto (Aurora, lll.) 
197 Cris Barnthouse (Winfield, Kan_) 

Ken Koenigs (Goddard, Kan.) 
1978 Ken Koenigs (Goddard, Kan.) 
1979 Darnell Valentine (Wichita, Kan.) 
1980 Darnell Valentine (Wichita, Kan ) 


Jacque Vaughn 
1997 Academic All-American of the Year 


National Honors % 


1981 Damell Valentine (Wichita, Kan.) 
1982 David Magley (South Bend, ind.) 
1996 Jacque Vaughn Pasadena, Cali) 
1997 “Jacque Vaughn Pasadena, Cali) 

Jerod Haase (S. Lake Tahoe, Calif) 
1999 Ryan Robertson (St. Charles, Mo.) 
2010 **Cole Aldrich (Bloomington, Minn.) 
2011 Tyrel Reed (Burlington, Kan.) 


“Academic All-American of the Year 


NCAA POST-GRADUATE AWARDS 

1974 Tom Kivisto (Aurora, ti) 

1978 Ken Koenigs (Goddard, Kan.) 

1997 Jerod Haase (South Lake Tahoe, Cali) 

1999 TJ. Pugh (Omaha, Neb) 

NATIONAL PLAYER OF THE YEAR 

HELMS FOUNDATION 

1923 Paul Endacott (Lawrence, Kan.) 

1924 Charlie Black (Alton, ll) 

1952 Clyde Loveliette (Terre Haute, Ind.) 

JOHN R. WOODEN AWARD 

1988 Danny Manning (Lawrence, Kan.) 

NAISMITH AWARD 

1988 Danny Manning (Lawrence, Kan.) 

KODAK 

1988 Danny Manning (Lawrence, Kan.) 

NABC 

2002 Drew Gooden (co-Player of the Yeat) 
Richmond, Calit) 

2003 Nick Collison (lowa Falls, lowa) 


Cole Aldrich 
2010 Academic All-American of the Year 


LUTE OLSON PLAYER OF THE YEAR 
(COLLEGEINSIDER.COM) 
2010 Sherron Collins (Chicago, ll.) 


FRANCES POMEROY NAISMITH AWARD 
2010 Sherron Collins (Chicago, I) 


ESPN.COM PLAYER OF THE YEAR 
2012 Thomas Robinson (Washington, D.C.) 


NATIONAL DEFENSIVE PLAYER OF THE 
YEAR (NABC) 
2013 Jeff Withey (co-Defensive POY) (San Diego, Cali) 


NATIONAL COACH OF THE YEAR 
1978 Ted Owens (Basketball Weekly) 
1988 Larry Brown (Naismith Foundation) 
1989 Roy Williams (National Rookie 
Coach-of-the-Year/Basketball Times) 
1990 Roy Williams (USBWA) 
Roy Williams (Moulton, Billy Packer) 
1991 Roy Willams (Los Angeles Times) 
1992 Roy Williams (Associated Press) 
1997 Roy Williams (The Sporting News) 


Roy Williams (Naismith) 
2009 Bill Self (Associated Press/Yahoo! Sports/ Sporting 
‘News/Athlon Sports/CBSSports.com/USBWA/CBS/ 
Chevrole/ESPN.com) 
2012 Bill Self (Sporting News/Naismith/Rupp) 
2016 Bill Self (Associated Press/NABC/USA Today? 
Bleacher Report) 


Bill Self 
2009, 2012, 2016 National Coach of the Year 
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85252", Conference Honors 


ALL-MISSOURI VALLEY A sce secrecy smears © MOST ALL-BIG 12 SELECTIONS 
Penaeent BY SCHOOL 
1913 . 
1915 . 
1919 : 
1920 . 
1922 . 
1923. 
1924 : 
1925 . 
1926 | 
1927 | 
ALL-BIG SIX 
1930 . 
1931. 
1932 | 
ue 3 BIG EIGHT NEWCOMER 
1934 OF THE YEAR 
1935 . 1967 . 
. 1977 . 
1936 . 1978 . 
. 1985 . 
. 1990 
1937 . 1992 
1938 . 1994 . 
1939 . 1995 . 
1940 . “co-winner 
, BIG EIGHT FRESHMAN 
_— OF THE YEAR (1994-96) 
’ 1995, Raef Lafrentz 
1942 . 1996 
a? BIG EIGHT PLAYER 
OF THE YEAR 
1970 . 
~ 1971 . 
1945 . 1972 . 
” 1986 . 
1946" 1987 . 
. 1988 . 
1996 
BIG 12 GES RAEF LAFRENTZ 
TIE] WAYNE SIMIEN 
SXEEEIRAEF LAFRENTZ PEN MARCUS MORRIS 
Yili DREW GOODEN Yiir4 THOMAS ROBINSON 


PLAYER 
PLAYER = MAIIEINICK COLLISON 


BIG 12 FRESHMAN 


OF THE YEAR 
eer 


2014... 


BIG 12 DEFENSIVE 
PLAYER OF THE YEAR 
2009 . . 
2010... 
2012... 
2013... 
2014... 


Lai 12 SIXTH MAN AWARD 


Conference Honors HJ <2) 


BIG 12 ALL-NEWCOMER 


ACADEMIC ALL-BIG 12 SELECTIONS 


BY SCHOOL 
SCHOOL FIRSTTEAM SECOND TEAM TOTAL 
KANSAS a 13 54 
TEXAS 30 23 53 
IOWA STATE 22 19 41 
OKLAHOMA 22 19 a 
TEXAS TECH 23 15 38 
OKLAHOMA STATE 2 4 36 
KANSAS STATE 26 7 3 
BAYLOR 4 2 6 
WEST VIRGINA 6 8 “4 
TCU 3 4 7 
8 16 
12 24 
4 2 
5 31 
CONFERENCE MALE ATHLETE 
OF THE YEAR 
1988... .. 
1993 . ! 
1997 . . - Jacque Vaughn 
2003... «Nick Colson 
men 12 Jide ANNIVERSARY 
2007 


BIG 12 MEN'S BASKETBALL 
SCHOLAR-ATHLETE OF THE 
YEAR (started in ments) 


SCHOLARSHIP AWARD 
. Jerod Haase 
* Christian Moody 


ACADEMIC ALL-BIG 12 
ROOKIE TEAM eet in 2013) 
2013 +. Peny Bis 


tienes 


AYOLSIH 


Jayhawks in the NBA 


NAME ae SEASON(S) 
Hine, ak... - 2000-08. 2003-10, 
- 2010-11 
2011-12 
© 2012-15 
2016 present 
erander CH... . 2015... Housey. At... 1980-81. 
ute, Cee 198487 1992 
‘thu Darell.. . , 2007-08. Jackson, Daal... - 2005-08. 2008-10 
2. 2010 
Blak, Chale... 1942-43; 46-47 2010-12 
©. 2012-13 
293-94 
os «1986-88 
Black Tac » 2014... Lees. 26 
Bonnensti, Roger... 1966-68... 
Bom, BH...» 1952-54. 
Bridges, Bl. < - . 1959-81. 
Brown, Roger 1969-71 
eth Langtod 7002-05 
Lockman, Riny - . - 1964-66 
ones, Ron. 1957-58 
Lopes, Al 1965-66... 
Calloway, Rick... 1990... Lovet, yde - -- 1950-52 
Carol, Randolph... 1978-79. . 
Chalmers, Mario. . 2006-08 
Magy, Dav 1979-82 
Chamberan, Wit... 1957-58 Manning, Danny - 1985-88 | 
1998-2001. 
2007-10, . 
2000-03 
Marsal Arche... 1986, 88. 
+ 97478. Marth Brien 1982-84 + 1985-86 
1986-86, 
1978-81 Mctemore, Ben... 2013. 2014-present 
2s 2016... Mies, Aaron. 2002-05. « + 2008 
2. 1977-78 Mokesti, Paul. - . 1976-79 “1978-80, 
1984-86 “1980-82 
1982-83, 
1983-89 
1961-63 1989-91 
2013-14 = 1991 
2 1946-48 Morningstar Roger... 1974-75... 
25 198567", Monts, Marcus... 2009-11. » 2011-13 
2013415 
2015-gresent 
Mois, Mae... 2008-11 2011-18 
2016-present 
= 1979-82... Nash, Dave » 1988-69... 
+ 2000-02. Nobles, Het. 1976-77... 
Ostertag, Greg, 1992-95. - 
Outre J, Kelly... 2015. 
Perce, Paul... 1996-98. - 
Hancock, Dain 
Henny Cat... 1983-84... 
Hemy, xavier... 2010... 
Highiowes, Wayne... 1960-61... 
-. 2000 
2012-13 
2 3 
‘2013.15, 
2. 2015 


Jayhawks in the NBA HJ <: 


LETTERS. 
NAME aK DRAFTED TEAMS) 
Robisch, Dave... 196871... 5 Denver Rockets (ABA) 4971-74 
Fash, Brandon... , 2006-08... 1 
sso, Pleve 1969-71... . 13... . Kentucky Colonels (ABA). 1971-73 
Schnelbacher, Oto. . 1943; 46-48. St.Louis Bombers NBA) 1948-49 
‘Steamvollers (NBA). 1948-49 
Sly, Josh 2010-11 2 Memphis Grzaies. .. . 2011-12 
Selden sc, Wayne. 2014-16 Memphis Greaies. 2016 present 
Sinien, Wayne 2002-06. 1 Mii Heat 2006-06 
Sloan, Bruce, 1967-68 11... Philadelphia 76ers 
Sut, Pick 1973-75. Los Angeles Lakers 
Stalerth, Bud 1970-72 1 Seattle SuperSonics 1972-74 
New Orleans Jazz. =. 1974-77 
Tayo Tyshawm .. . . 2008-12 2 Brook Nets. 2 2012-14 
Thomas, Bly... . 1995-98, , Saran oan 
2006 
2008 
2008 
2008 
Thompson, Canin... 1989-86... 4 
Used, George 1963-64, . 
Valrtine, amet! . 1978-81 1981-86 
1986-88 
1988-89 
Vaughn, Jacque... . 1994-97 1 1998-2001 
2002 
2003 
2004 
2005-06 
2006-09 
Waters, Rex 1992-93 62.1 1994-96 
1996-98 
1998-2000 
Wiestey, Wat 198406... 1966-69 
1969-70 
1970-72 
1973 
1973-74 
1974-75 
1975 
1975-76 
White, Jo Jo 1966-69 1 1969-78 
1978-80 
1980-81 
1967-68 
15-present 


"Selected by New Orleans (NBA) in 1978 draft. ¢Seeced by Indiana QA) in 1984 drat 


KU NBA CHAMPIONS (*NBA FINALS MVP) 


CLYDE LOVELLETTE (1950-52 AT KU) 
1954... . Minneapolis Lakers 
1963, 1964 . Boston Celtics 

(MAURICE KING (1955-57 AT KU) 


1960. . . . Boston Celtics 

WILT CHAMBERLAIN (1957-58 AT KU) 
1967 . . . . Philadelphia 76ers 
"1972... LA. Lakers 


JO JO WHITE (1966-69 AT KU) 
1974, *1976 Boston Celtics 
BILL BRIDGES (1959-61 AT KU) 


1975 . . . . Golden State Warriors 
WAYNE SIMIEN (2002-05 AT KU) 
2006 . . . . Miami Heat 


JACQUE VAUGHN (1994-97 AT KU) 
2007 . .. . . San Antonio Spurs 

PAUL PIERCE (1996-98 AT KU) 
“2008. . . . Boston Celtics 

00 LAO 4 97 AT KU) 


QVERALL DRAFT PICKS 


NAME (ROUND/OVERALL SELECTION) 
1948. . - Otto Schnelibacher (Providence region) 
1952 oss + + « Clyde Lovelete (1/10) 
1953 ORES ONES a "Dean Kee (56, Gi Rech (11/32) 
1954... cece ee eee ee eee + + «BI Born (3/22), Alan Kelley (7/56) 
1957 ae SUAS Seco ALTE SY c 
1988... 
1959. 
1961 Wayne Hightower (1/5), Bridges (2/82) 
1963. ‘ [Nolen Elison (4/29) 
1966 - * Wal Westy (1/6) Lopes (12/106) 
1967 - » « Ron Franz (4/33) 
1968 - ee Roger Bohnesnste! (@/120) 
ee vs «doo ite (1), Dave Nash (4/48), Bruce Sloan (1/153) 
1971 . 2 ‘Dave Robisch (3/44), Roger Brown (4/64), Pierre Russell (13/207) 
ais carers SEES cents eae eae se ee « Bud Stallworth (1/7) 
1975 . cece e ee cuss + ++ Rick Sule (710), Roger Morningstar (8/144) 
1976. ape ce eeeteeeeee + +» Norm Cook (1/16) 
1977 + Her Nobles (124) 
1978 * Ken Koanigs (6/99), Joon Douglas (6/118) 
1979 . + +s « » Paul Mokeski (2/42), 
198% . Dara Vento (1/16), At House /47, Jon Caer (7/160), Raph Carol (10/20) 
2 aclanse oeiekicat apis iain aUgASIRORIN ‘Tony Guy (2/46), David Magley (2/28) 


‘ ~ Carl Henry (4/80), Brian Martin (9/185) 

* Greg Ding 2725, Fon Klong (2/42, Cain Thompson 4/71) 
s+ +++ + + Danny Manning (1/1), Archie Marshal (3/75) 

. Kevin Pritchard (2/34) 

~- Mark Randall (1/26) 

+ x ators (1/16), Adonis Jordan (2/42) 
ne Darrin Hancock (2/38) 

- Greg Ostertag (1/28) 

* Scot Pod 19), Jacque Vaughn (1/27) 
Raat LaFrentz (1/3), Paul Pierce (1/10) 

‘ Ryan Robertson (2/45) 

Eric Chencwth (2/42) 
- Drew Gooden (1/4) 

© Nick Cation (1/12), Ke Hiv 17) 

¥ - Wayne Simien (1/28) 
alin Wright (1/13) 
rand sh (1/19, Darel Aer (127), Mato Chale (28), Dame Jackson (2152) 
Sasha Kaun (2/56) 

. - Xavier Henry (1/12), Cole Arch (1/11) 
"Marcus Mais (1/19), Market Mois (1/14, ash Sey 2/49) 

‘ Thomas Robinson (1/5), Tyshawn Taylor (2/41) 

« Ben McLemore (1/7), Jett Withey (2/89) 

+ Aton waa Joe Embid (1/3) 

5 -Kelly Oubre J. (1/15) 

= Cheick Diao (2/33) 


Drew Gooden 
Nick Colison 
Kirk Hinrioh 
Wayne Simien 

_ lian Wright 
Brandon Rush 
Darrell Arthur 

~ Xavier Henry 

~ Cole Aldrich 

. Marcus Morris 
._.Markieff Moris 

. Thomas Robinson 
Ben McLemore 
Andrew Wiggins 
«aloe! Embid 
Kelly Oubre Jr 
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Ps 2 3 Mo 13.14 wo 
ISAS 4. 4. tessininitee Tosa 
poets 85.11 eter er pee a8 
Doraa4 55. -2 48.015. 8.16 .. 8 aa 
20123 7.7. 412 POU et Beet 6.4 
DorI2. 13-12 14 30.-7..5...8..7 a..8) 
20H. 7.7.18 cir Neat ia tae 3 22 
200310. 1.2 1.01 Baades teal sae. Bosal 
2008.08. 24 24 22 pecsenten Jee s6t 1 an 
2007-08. 4. 4.4 30.3 2-4 a5 
2006-07. 2. 2..3 9.6 8.6 ee 
2005-06. = - =. .- ees oes 18.117 
200805. 1.2 1.2 SE CA Rae sae tan esr ey ee 
2003-04. 6. 6. 8 44,12. 095 - 20. "42. 20 a0. at 8 
200208. 2. 2. .2 32..6..12. 12...9..6...7..6..4 
2001-02. 7. 4. 8 AaB RanPes Bes hed kone 
2000-01. 7. - 4. .3 5..5..4...9...5..6...11..10..9 
ion 10, BLT. .12. 1S. 20. 24-23. 23. . 28 
BBB. crt ae eee Oeeneereee} 
222 z £ pet lee Set peer ee reer Ber Deer} 
eae 1 ASGAceMieal sekscteal sch asad 
222 Ma bn Sind edie iue SeSonow 
8.7 5 ER DACA err Pek ETRE T 
L883, tis pec jee jeer peer bet Ba tee 
22.8. “ cP Ac I aes 
42-12 10: Pe eel cas Pe Ha ea weet He a Jee | 
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ALL-TIME TOP-10 FINISHES 


AP POLL COACHES POLL 
Kentucky 2 Kentucky 39 
Duke 36 North Carolina 7 
North Carolina 34 KANSAS a 
KANSAS 2B Duke 5 
UCLA 2B UCLA 24 
Indiana 1% Indiana 19 
Louisville 16 Louisville 7 
Michigan 3 ‘Syracuse 4 
Syracuse 13 Notre Dame 4 
Marquette " 


POLL STREAKS & NOTES 

‘ALL-TIME (ASSOCIATED PRESS POLL) 

Weoks ranked inthe tp 25... oss ee eve ee 2 
Weeks out ofthe op 25. eee eee 408 
Weeks ranked in he top 10... ss ve vee ee ee 507 
Weoks raked inthe top 5... sss s ee eee BOB 
Weeks ranked No.1 in pol... ss ee vee eee 
ost consecutive weeks in op 25... 2s eo 2 MB 


‘Most consecutive weeks at No. 1 
‘W-L vs, ranked teams 


BILL SELF ERA (ASSOCIATED PRESS POLL) 
Weeks ranked in the top 25... . . ‘ 
‘Weeks out ofthe top 25 
‘Weeks ranked in the top 10, 
‘Weeks ranked in the top 5 
‘Weeks ranked No. 1 eo rian 
‘Most consecutive weeks in top 25 . . 141 (Feb. 2, 2009 - Present) 
‘Most consecutive weeks at No. 1 eee 
‘WAL vs, ranked teams... 5.28 

home . . 

neutral. 

road. 
‘WAL vs. top 10 teams 

home 

neutral. 

road. 


‘ALL-TIME (ESPN/USA TODAY POLL) 
‘Weeks ranked in the top 25. =... 
‘Weeks out of the top 25... 
‘Weeks ranked in the top 10. 
‘Weeks ranked in the top 5. . . 
‘Weeks ranked No. 1 in poll . < " 
Most consecutive weeks in top 25... .... . 
Most consecutive weeks atNo.1 .. 2... 6. 


orca kerk =n aaeallaaad 
‘Weeks ranked in the top 25. . 
Weeks out ofthe op 25... . 
Weeks ranked in the top 10 . 
Weeks ranked inthe top 5... 
‘Weeks ranked No. 1 
Most consecutive weeks in top 25 

Most consecutive weeks at No.1... 


KU'S NO.1 VS. NO. 2 GAMES 
1-North Carolina 54, 2-KANSAS 53 (30) 

(March 23, 1957 - NCAA tile game) 
1-Duke 71, 2-KANSAS 67 

(March 29, 1986 - NCAA semifinals) 
2-Missour 77, 1-KANSAS 71 

(Feb. 13, 1990 - in Lawrence, Kan.) 
1-Olahoma 95, 2-KANSAS 77 

(March 10, 1990 - Big Eight Tournament) 
“KANSAS 109, 2-Oklahoma 106 Sot 

(Jan. 4, 2016 - in Lawrence, Kan.) 


Conference Champions & 


‘MISSOURI VALLEY CONFERENCE - 1908-28 
CONFERENCE GAMES ALL GAMES. 


YEAR TEAM WoL PCL OW OL PCT. 
1908 Kansas 6 01.000 18 6 .750 
1909 Kansas 8 2 800 25 3 892 
1910 Kansas 7:1 «875 «18 1 947 
1911 Kansas 9 3 750 12 6 667 
1912" Nebraska 8 01.000 14 1 933 

Kansas 6 2 750 11 7 611 
1913 Nebraska 10 01.000 16 2 889 
1914" Nebraska 7 01.000 15 3 .833 

Kansas 13 1 929° 17 1 944 
1915 Kansas 13:1 «929 «16 1 941 
1916 Nebraska 12 01.000 13 1 929 
1917 Kansas State 10 2 833 15 2 882 
1918 Missouri 15 1 938 17 1 944 
1919 Kansas State 10 2 833 16 2 889 
1920 Missouri 17-1 944 17 1 944 
1921 Missouri 171 944 17 1 944 
1922 Kansas 15 1 938 16 2 .889 

Missouri 15 1 938 «16 1 941 
1923 Kansas 16 01.000 17 1 .944 
1924 Kansas 15 1 938 15 3 833 
1925 Kansas 15 1 938 17 1 .944 
1926 Kansas 16 2 889 16 2 .889 
1927 Kansas 10 2 833 «15 2 882 
1928 — Oklahoma 18 01.000 18 01.000 


CONFERENCE GAMES = ALL GAMES. 


YEAR TEAM wei per Wi iL PCT. 
1929 Oklahoma 10 01.000 13 2 867 
1930 Missouri 8 2 800 15 3 833 
1931 Kansas 7 3 700 «15 3 833 
1932 Kansas 7 3 700 «13 5 .722 
1933 Kansas 8 2 800 13 4 .764 
1934 Kansas 9 1 900 16 1 941 
1935 —_lowa State 8 2 800 13 3 812 
1936 Kansas 10 01.000 21 2 913 
1937 Kansas 8 2 800 15 4 789 
Nebraska 8 2 800 13 7 .650 
1938 Kansas 9 1 900 18 2 900 
1939 Missouri 7 3 700 12 6 .667 
Oklahoma 7 3 700 12 9 571 
1940 Kansas 8 2 800 19 6 .760 
Missouri 8 2 800 13 6 .684 
Oklahoma 8 2 800 12 7 632 
1941 Iowa State 7 3 700 15 4 .789 
Kansas 7 3 700 12 6 .667 
1942 Kansas 8 2 800 17 5 773 
‘Oklahoma 8 2 800 11 7 611 
1943 Kansas 10 01.000 22 6 .786 
1944 Iowa State 9 1 900 14 4 778 
‘Oklahoma 9 1 900 16 8 .667 
1945 Iowa State 8 2 800 11 5 .688 
1946 Kansas 10 01.000 19 2 .905 
1947 Oklahoma 8 2 800 24 7 871 
BIG SEVEN CONFERENCE - 1948-58 
CONFERENCE GAMES ALL GAMES. 
YEAR TEAM WoL PCL OW OL PCT. 
1948 Kansas State 9 3 750 22 6 .786 
1949 Nebraska 9 3 750 16 10 615 
‘Oklahoma 9 3 750 14 10 583 
1950 — Kansas State 8 4 667 17 7 .708 
Nebraska 8 4 667 16 7 696 
Kansas 8 4 667 14 11 560 
1951 Kansas State 11 «917 «25 4 862 
1952 Kansas 111 «S17 28 3 903 
1953 Kansas 10 2 833 19 6 .760 
1954 Kansas 10 2 833 16 5 .762 
Colorado 10 2 833 11 11 500 
1955 Colorado 11 «917 19 6 760 


(CONFERENCE GAMES 
‘TEAM WoL PCT. 
Kansas 15 1 938 
Kansas 15 1 938 
Texas 13.3 813 
lowa State 14 2 875 
lowa State 13.3 813 
Kansas 16 0 1.000 
Kansas 14 2 875 
Oklahoma State 14 2 875 
Kansas 12 4 750 
Oklahoma 12 4 750 
Kansas 13 3 813 
Teas 133 813 
Kansas 14 2 875 
Kansas 13 3 813 
Teas 13 3 813 
Kansas 14 2 875 
Kansas 15 1 938 
Kansas 14 2 875 
Kansas 16 2 .888 
Kansas 144 «778 
Kansas State 14.4 778 
Kansas 144 «778 
Kansas 135 722 
Kansas 15 3 833 
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Tex Winter 
Dick Harp 
Tex Winter 


COACH 

Tex Winter 
Dick Harp 

Tex Winter 

Tex Winter 
Russell Walseth 
Russell Walseth 
Tex Winter 

Tex Winter 
Henry Iba 

Ted Owens 
Ted Owens 
Tex Winter 
Russell Walseth 
Cotton Fitzsimmons 
Ted Owens 
Jack Hartman 
Jack Hartman 
Ted Owens 
Ted Owens 
Norm Stewart 
Jack Hartman 
Ted Owens 
Dave Bliss 
Norm Stewart 
Norm Stewart 
Norm Stewart 
Norm Stewart 
Billy Tubbs 

Billy Tubbs 
Brown 


Norm Stewart 
Billy Tubbs 
Billy Tubbs 

Norn Stewart 

Roy Williams 

Eddie Sutton 
Roy Williams 
Roy Williams 

‘Norm Stewart 
Roy Williams 
Roy Williams 


COACH 

Roy Williams 
Roy Williams 
Rick Barnes 
Lary Eustachy 
Lary Eustachy 


Roy Williams 
Eddie Sutton 


Bill Self 

Kelvin Sampson 
Bill Self 

Rick Barnes 


Bill Self 
Rick Barnes 
Bill Self 
Bill Self 
Bill Self 
Bill Self 
Bill Self 
Bruce Weber 
Bill Self 
Bill Self 
Bill Self 


AYOLSIH 


156 KANSAS ooic-17 
BASKETBALL 


KU’S CHAMPIONSHIP HISTORY 


CONFERENCE CHAMPIONSHIP 

TITLES (Big Eight/SWC Included) 

THTLES TEAM 

14 KANSAS (1981, 84, 86, 92, 97, 98, 
‘99, 2006, 07, 08, 10, 11, 13, 16) 

13 West Virginia ((1955, 56, 57, 58, 59, 
60, 62, 63, 65, 67, 83, 84, 2010) 

8 — Missouri (1978, 82, 87, 89, 91, 93, 09, 


ai 


12) 
Oklahoma (1979, 85, 88, 90, 2001, 02, 
03) 


5 Texas Tech (1976, 85, 86, 93, 96) 

4 Oklahoma State (1983, 95, 2004, 05) 
3 lowa State (1996, 2000, 15) 

2 Texas (1994, 95) 

2 Texas ABM (1980, 87) 

2 Kansas State (1977, 80) 

1 Nebraska (1994) 


KU’S ALL-TOURNAMENT 
‘SELECTIONS 


“includes Big Eight Conference 


CONFERENCE 
CHAMPIONSHIP 
VICTORIES 


CONFERENCE 
TOURNAMENT 
TITLES 


———— 
BIG 12 POSTSEASON 
CHAMPIONSHIPS 


= = finals 
first, 

- finals 

- semis 

- Semis 

- Semis 

- Semis 
finals 

- Semis 

- finals 

= quarters 
= first 

- Semis 

+ first 

= first 

= first 

- finals 

- Semis 
quarters 

- finals 
quarters 

- Semis 
quarters 
quarters 
quarters 

+ quarters 
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Conference Postseason 


KANSAS VS. OPPONENTS IN CHAMPIONSHIP 


YEAR 
1898-99 . 
1899-1900 - 
1900-01 


1901-02... 
1902-03... . 
1903-04 . . 
1904-05 . . 
1905-06 . . 
1906-07 . . 


1907-08 


1908-09 . . 
1909-10... . 
INO... 
191-12... 
191213... 


191314. 
1914-15 


1915-16... 
1916-17... 


197-18. 
1918-19. 
1919-20 . 


192021... 
1921-22 .... 


1922-23. 
1923-24. 


1924-25 . . 
1925-26 . . 


1926-27 . 
1927-28. 
1928-29. 


1929-30... 
1930-31... 


1931-32 . 
1932-33. 


1933-34... 
1934-35... 
1935-36... 
1936-37 .... 
1937-38... . 
1938-39... 

1939-40... 

1940-41. . 
1941-42. . 
1942-43. . 
1943-44. . 
1944-45. . 
1945-46. . 
1946-47... 
1947-48... 

1948-49... 

1949-50... 

1950-51. . 
1951-52. . 


1952-53 . . 
1953-54... 
1954-55 .. 
1955-56... 
1956-57 . . 
1957-58 . . 
1958-59 . . 
1959-60 . . 
1960-61. . 
1961-62 . . 
1962-63 . . 
1963-64. . 
1964-65 . . 
1965-66 . . 
1966-67 . . 
1967-68 . . 
1968-69 . . 
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o> 2s2"". Season-by-Season 


CONFERENCE 
YEAR we 
1969-70 . . 8.. 6. 
1970-71 . - 14.0. 
1971-72 . - To. T, 
1972-73 . . 4..10 
1973-74 . . 3.1. 
1974-75 ...- nN. 3. 
1975-76... 6.. 8 
1976-77... 8.. 6. 
1977-78... i FSA 
1978-79... 8.. 6. 
1979-80... Toot 
1980-81... 9... 5. 
1981-82... 4..10 
1982-83... 4.210 
1983-84 9... 5. 
1984-85 n.3 
1985-86 13.1 
1986-87 - 9.. 5. 
1987-88 . 9.. 5. 
1988-89 6.. 8. 
1989-90 i ce 
1990-91.....27..8...10. 4... 
1991-92... qs: _ Big 8 Postseason Champs/NCAA Regionals 
1992-93 . . 23. cs ess « . NCAA Semifinals 
1993-94. . : 5. ~ NCAA Reglonal Semifinals 
1994-95 . . oh -_ NCAA Regional Semifinals 
1905-96 ae . NCAA Regional Finals. 
1996-97 - - at z {1 Passes Chas Ren Serials 
1907-98... 95.415 1 Big 12 Postseason Champs/NCAA Regionals 
190809 2. 23.10.2115. Big 12 Postseason Champs/NCAA Regionals 
1909-2000... 24. 10...11. 5... Roy Wiliams. . . Nick Bradtord, ester Eat, o.oo FIM eee ee eee NCAA Regionals 
2000401. alt ._ NCAA Reglonal Semifinals 
2001-02 - +0. ~ NCAA Semifinals 
200203. wh {INCA Finals Second Place) 
2003-04 - 4. + + + « -NGAA Regional Finals 
200405. 4. ~ NCAA First Round 
2005-06 . 3... BilSell.., , Jeff Hawkins, Cristian Moody, FIETIN ee Big 12 Postseason Champs/NCAA Fist Round 
2006-07 2... . Bill Self . Big 12 Postseason Champs/NCAA Regional Finals 
2007-08 3. Bill Self { «Big 12 Postseason Champs/NCAA Champions 
2008-09 «2. . BilSell . ... Sherron Collins, Cole Aldrich. AIS eee ee NCAA Regional Semifinals 
2009-10 21... Bill Salt "Big 12 Postseason Champs/NCAA Second Round 
2010-11 22... Bill Self «Big 12 Postseason Champs/NCAA Regional Finals 
2011-12 + 2... BilSelf - <<. Thomas Robinson, Tshawn Taylor... IS ieee [NCAA Finals (Second Place) 
2012-13 24... BillSelf _ ai 12 Fastseson Champs NCAA Rial Sema 
2013-14 24. BillSelf > «NCAA Third Round 
2014-15 25... BilSelf H ~_ NCAA Third Round 
2015-16 23... BillSelf «Big 12 Postseason Champs/NCAA Regional Finals 
Overall Total 2,186-836 (723) 


Conference Total —1,072+423 (717) 


‘fschtidein enoched seas’ rst game belore Aen ook vec. “Elected posthumous in 1946. Kid in Guam cring Word Wr Hon iy 21,1944, whe hing with he Ninth Marines as a fs etenanttEngleman fished out season as bead 
coach when Alen was oneed otke a rest afer the 13th game because ofa head in. 


a 
KU’S RECORD BY DECADE, SITE 


YEARS OVERALL HOME AWAY NEUTRAL YEARS OVERALL HOME AWAY NEUTRAL 
1899 7-4 (636) 4-0 (1,000) 3-4 (429) 0-0 (000) 1970-79 178-99 (643) 113-24 ( 825) 41-55 (427) 24-20 (545) 
1900-09 © 91-65(583) 39-16 (709) 50-48 (510) 2-1 (867) 1980-89 219-108 (669) 126-23 (B46) 49-63 (438) 44-22 (667) 
1910-19 125-59(679) 74-22 (71) 50-36 (581) 1-1 (500) 1990-89 286-60(.827) 137-10 (932) 73-29 (716) 76-21 (784) 
1920-29, 130-50(722) _61-20(753) 68-27 (716) 1-3(250) 2000-09 -282-69(.803) 150-9 (943) 68-31 (687) 64-29 (688) 
1930-39 153-37 (805) 77-8 (906) 80-25 (706) 16-4(800) 2010-16 __216-43.(834)__113-3 (974) 50: 17 (7: 
1940-49 155-7 (668) 73-17 (811) ‘55-46 (545) 27-14(659) Totals, 186-836 (723) 1,122-198(850) 685-476 (590) 379-162 (701) 
1950-59 171-74 (698) 79-16 (832) 58-44 (569) 34-14 (708) ve gamesare contests playa in Lanrence enya he 2007 game ve. Ohio in .C. AWAY games ae those played in 
1960-69 173-91 (655) 76-30 (717) 60-45 (571) 37-16 (698) cay of opponent. NEUTRAL games inde games played in Kansas Cy, except when Kansas payed Rocks Clee, 


‘he Kansas Cay Alec Cub othe Kansas Cy YC (hase comied 2s AWAY games}. 


Television History 


ws 12/23/06 . Boston College .. .H . . W, 84-66 
Date Game Ste Result 3/1706. . #8radley No. L737 
123 . Wake Forest....N .. W,87-78 2/106. . Missouri H.. W746 
2/5I06 . . Oklboma H.. W.59-58 
ces 3/605. Missouri A. .L7268 
Date Game Result 2/27/05. - Obama State. -H |. W,81-79 
R66. . silanova No. 159-64 “Y/05 . — Kentucky AL. W6559 
34/6. . #Maryfand N..W,79-63 3/28/04. . #620 Tech. NL. 71-79 (9 
3NQNG. . #Connectout.. ..N.. W,73-61 26/08. . UAB, N . .W,100-74 
RNG. . Bajor H..W,102-74 3/21/04. - Panic N.. W.78-63 
32/5. . Wichita State... . L,65-78 —S/IQIOE. . linois-Chicago - .N. . W,77-53 
3?2Q/5. . ¥New Mexico State N. . W, 75-56 VTA... Mesout A. W8482 
2N4N6. . Bayor H.. W.74-64 2/29/04. . Oklahoma H.. W79-58 
1248. . Taras A. W562 4/78. . Syracuse No. 17881 
145. . UN H.. W.76-61 4/5/03. . Marquet. = NW. 9461 
32414. . Stanford N...L57-60 9/29/03. . #Asizona N.. W£78-75 
1/18/14. . Oklahoma State. .H . . W,80-78 327003. #Duke N 2. 69-65 
WANA. . SanDiego Stale. .H , ..L,57-61 9/2203. #Aizona State... . .W, 108-76 
34/3. . ¥Norh Carina. ..N.. W,70-58 3/20/03. . #AtahState.. MN . . W, 6461 
3/3... West Vigina....H.. W.91-65 903. . Mesour AL. WI978 =x 
19/3. . Texas A. W659 22303. - Odatoma A... 70-77 a 
8/13... Temple H.. W69-62 1/25/03. - Azo Ho. L741 a 
12R2N2 . Ohio State Al. W.74-66 12/2102. UCLA H.. W.87-70 k= ° 
4PN2... #Kentucky N.. 159-67 12/7/02. . Oregon N...L78-84 a 
31/12. . 40hio State... .N . . W.64-62 490/02. #Marytand N.. 08897 2/997 .. owa State AL. W, ABC s 
3/26/12. . #North Carolina. ..N .W, 80-87 (o) 3/24/02. - Oregon N..W.104-86 1/19/97. . Connecticut... -A Date Game Site Result 
28/2. . Missouri H.. W,87-86 3/22/02. . lings, N.. W7369 127/96. . UCLA. A 2/14/09. . Kansas State... JA. . W,85-74 
WRIN2, . Texas A... W.69-68 3/16/02. . Stanford N.. W.86-63 sSyracuse N 2/19. . Onthoma State, .(H . . W, 78-67 
aT. . WCU. N.. L617) 34/02. - Holy Cross <M. . W.70-59 exon N 17/09... Colorado A]. W756 
3/5/11... Missouri A. W.70-68 3/9/02. , Missouri A. . W.95-92 Senta Ciara... N 2/2N8 . . Colorado A. W,7259 
We2Nt1. . Texas H...L63-74 2/24/02. . Nebraska A. W8887 #SC.Sate.. | N 2N007. | Missouri A. W,92-74 
1/9/11. Michigan A W,67-50(o) 112/02. . UCLA A...L7787 3096. . Sowa Sate... | .N ‘V28/06..- twa State A. W.95-85 
30/0. . #Norhem ova. ..N.. L.67-69 12/01. . zona A. .W10597 1722/96. Nebraska A 2/19/05... toa State H 63-61 (a) 
MB/0. . Lehigh N 3/23/01... ins N. L680 12/16/95 | nana’ N 2/18/04. . Nebraska A. .L,65-74 
3/6/10... Missouri A SMBOI. . #Syracuse N.. W758 1272/95. . UCLA. H 3/13... Ontahoma State, . .H . . W, 79-61 
2227/0. . Oklabora State. . A SMBIOI.. #CSNontridge. ..N.. W.99-75 3724/95. | avigiia N 12/28/02 . California. NN. . W,80-67 
1MO/10. . Tennessee A 3/4/01 - Missouri HH. W7559 3/8/95. | a. Kentudy. = .N 1/1902, . OMahoma H.. W.74-87 
9/27/09. . #Michigan State. .N 2017/01... lowa State A 3N6/95. . Colgate N 2/25/01... Nebraska AL. W78-74 
9/2209. . Dayton N 20001. . Teas H W285. . Connecticut... .N 1/13/01. . OMahoma A. W,69-61 
3/20/09. . #North Dakota St. .N 12/2800 . Otio State A 12/17/94 . lndana A 2720/00. . Oklahoma H.. W,5360 
3108. . Toras H 3/19/00. . WOuke N 3/2494. sPurcue N 12200. . Missouri A. 159-81 
3/1/09. , Missouri H 3/17/00. . #DePaul NW.81-77() 3/19/04. . Woke Forest... .N 2720098... Okahoma A. W,60-50 
1/0/09. Michigan State. A 3/5/00. Missouri H.. W8382 3/17/04. . dChattanooga. .. .N. .W, 102-73 2/789. Colorado A. W,86-80 
41108. #Memptis N .W,75-68 (o) 3/14/09. . Kentucky N .L,88-92(0) 4/93. . Norn Carona. .N -.L,68-78 1/16/99. Massachusetts <A. . .L, 60-64 
4/5/08. North Carina. ..N .. W,84-65 3/1299. . #Evansvile N. 2 W.95-74 3783. . indore N.. W.83-77 3/1/98. . OMahoma State. . A 
9790/08. . #Davidson N 2728/99... lowa State A 3/25/93. . Calfomia N 2. W,93-76 2/798. . Nebraska A 
3/28/08. . Witanova N 12489... Mesour H 32093. . #BYU. N 12/787. . Marland N 
3722108, . WUNLY N 12/19/98 . iis N 3N8/93. . Bal State N 387 . . Nebraska A. W.85-65 
320/08. WPortand State. ..N.. W.85-61 3/15/98. . #Rrode land. .N 12892. . Indiana N VR6/97 . . Colrada A. WIT-68 
3/8/08. Texas ABM A... W.72-55 3308. . #Pratie View ABM .N rz2ioe. . suTEP N 3/5/95 . - Oklahoma Site, H.-W, 78-62 
2/23/08. . Oklahoma Ste. A. . .L,60-61 2/8/98. - Missouri H 3720/92. | Howard N 3/6/06 | | Oklahoma AL. W8481 
wucLA N.. 168-55 1/17/98. . Kansas State... .H an) |. Oke N 2/20/94... Nissourt Ha. . .L 7481 
#Southem Winds. N. W,61-58 110008. . Texas A 30/91. . North Carona. LN 2/64. . Nebraska H.. W,98-87 
Kentucky N.. W,88-76 UOT... waieona N 3/23/91... #Ackansas N 3/7M3 . . Ovtahoma Sita. ..A . . W, 74-73 
Niagara N..W107-67 35/97. . #Purdue N 3/21/91... ndana N 2073. . Nebraska A. 164-68 
Teas H.. W.90-86 3/37. . Wackson Site... . 78-64 3/6/91. _ aPhtsburgh. |= | N 3/BA2 . . Nissourt H.. W.97-89 
South Carina. <A. W,70-54 3/97, Missouri N.. W870 3/14/91. | dew Oreans | | N 12/987 - NCStae A. W,7487 
3/8/90. . #UCLA N 2/0/87 . . Notre Dame... .H . . W,70-60 
3N6/90. . Robert Moris. .N 
28/89. Duke A NBC 
4/4/88. . Oklahoma... .N Date Game Site Result 
42/88. . #Ouke N 12/9/04. . Massachusetts .. NW, 81-75 
3/27/88. . #kansas State. | .N 2723/91... Onto H.W, 109-87 
3/25/88... Wanderbit... ..N 12/10/88 . Temple N.. W,95-78 
3/20/88... #Muray Site. N 81/87... Louisville A. W,62-58 
3NB/88. . #xaver N 125/87. . NC. State N 
2/20/88... Duke H.L70-760t 1/17/87. Miami, Fla H 
3N9/87.. #Geoyetown...N...L.57-70 2/24/85. . OMahoma H 
3NS/87. . «SiS N.. W.67-63 2/584. | Wichita Sata. <H 
3N3/87. . sHouston N 
2287. . Si Jon's A ESPN 
3/20/86. . Duke Choe Date Game Site Result 
3/23/86. - S.C. Stale... LN. . W.75-67 —-AN2NG. . $WestVigiia.. .N. . W,81-71 
3/21/86. . ¢Michigan Sate ..N .. W.96-86 S/N. . iowa Sate H.. W,85-78 
3N8/86. . Temple N.. W.65-43 —_2R9N6. . Texas. A. W,86-56 
33/86. . #NC.AST NL. W748 2/27/16. . Texas Tech H.. W.67-58 
1207185. NC. State N..W,71-56 — 2ABAB. . Odahoma Stale. . “H.-W, 94-67 
3N6/85. . thuburn N...L.6466 2436. . Odahoma A. W76-72 
3N4/85... 20hio N.W4938 266 . . TOU A... W,75-56 
2S .. Memphis Sate... W.75-71 —VS0/16. . Kentucky HW, 90-84 ft) 
V2TTRS... Nictigan AL. .L 77-98 — VR5/6. . lowa State A L72-85 
SHANNON SPAKE, DICK VITALE, BILL SELF AND DAN SHULMAN = 1/19/85. Odatoma A...L76-87 — W2aN6. . Texas. H.. W,76-67 
11/26/83 - Houston AL..L7691 — Wen6. . TOU H.. W,70-63 
ANG. . Oxehoma HW, 109-106 


ESPN (continued) 


1255 
11245 
+ATAS 
3nans. 
3s 
28/6. 
2nans. 
anes. 
2nns 
20N5 
1815. 
1g. 
TAT. 
yanang 
12/5/14 
90/14 
18nd 
rinend 
greta 
nna 
2pand 
anona 
24 
anna 
1204 
wand 
nina 
1280/13 
1213 
12NOna 
1e2n3 
1Agg 
AED 
118/13, 
anes. 
39/13 
2ns/3. 
anes. 
anna. 
2913 
1283. 
1/26/13. 
nana. 
sim3ne 
ane 
anemn2 
angn2 
2ani2 
128/12. 
1232 
nena 
120/11 
1123/11 
qeane 
nasi 
anait 
26/1 
arnt 


Vander 
UCLA 
Michigan State 
Siowa Sate. 
Oflahoma 
Teas 

Kansas State 
West Viginia 
Oklahoma State 
Jona State 
Kansas Stato 
Oflahoma 
lowa State 
Utah 

Florida 
Michigan State 
Tennessee 
Kentucky 
West Virginia 
Oklahoma State 
Oklahoma 
Kansas State 
West Virgina 
Tos 

Bayor 

lowa State 
Kansas Sate 
Toledo 
Georgetown 
Florida 

Towson 

tora 

‘Duke. 
Louisiana at Monroe 
$Kansas State 
Bayer 

lowa State 
Tous. 

Kansas Stato 
ahoma 
West Vigna 
Ollahoma 
Baylor 
Michigan State 
Teas 
Ollahoma State 
Kansas State 
Missouri 

lowa State 
Teas A&M 
Baylor 

Ohio State 
Duke 

UCLA 
Kentucky 
STeras 
Oklahoma 
Ofahoma St 


82-85 (ot) 
W, 83-69 


W, 73-47 
W, 83-65 
66-72 
W,61-56 
W.67-54 
wera 
64-67 
W, 73-63 
W, 70-58 
W, 59-53 
71-74 
64-72 
W, 64-54 
W.92-74 
W, 78-67 
61-68 
W,72-56 
65-75 
W,85-73 
W, 82-70 
W,92-65 


a) Television History 


angnt 
anant 
ann 
wean 
wm 
yaneno 
127700 
anano 
2e2n0 
ansno 
2reno 
ya0ro 
W250 
weano 
ranging 
raz 
179 
23a 
2909 
2nina 
weane 
1ngree 
Te) 
121308 
anes 
308 
3108 
272708 
ans 
21408 
12308 
408 
11208 
11508 
121807 
12/807 
1125007 
2607 
2na07 
2ngo7 
veon7 
1wsno7 
naar 
3206 
272506 
2736 
1/28/06 
1/2106 
11606 
176 
iano 
12/605, 
11/215 
3125 
315 
2215 
21505 
1815 
1122105 


HOLLY ROWE AND SHERRON COLLINS 


Massachusetts 
Sleas 

Teas Tech 
Kansas State 
jova Sate 
Tos, 

Mesout 

tova State 
Ofdabora 
Nebraska 
Boston College 
Georgia Tech 
Depaul 
‘zona 
OMahoma 
jowa State 
Kansas State 
Texas Tech 
Mesoui 

jowa State 
STeas 

Teas. 
Odahoma State 
jona Sate 
Nebraska 
Mesour 
Kentucky 
Cabfonia 
Saint Joseph's 
‘zona 
SOMahoma State 
SKansas Sate 
Oklahoma 
Nebraska 
Mesour 
Villanova 


W993 
68-84 
W, 103-86 
W, 90-56 
W.85-65 
W708 
W.81-68 
W72-64 
W.81-68 
W59-54 
W, 80-58 
1-79 (ot 
W,. 84-65 
W, 84-61 
W, 75-64 
W.90-65 
W.57-55 
W, 87-78 
60-62 
W.75-65 
W.82-67 
W7353 
W.92-85 
60-61 
W474 
W, 109-51 
W, 88-74 
W75-64 
69-72 
W,90-71 
W, 83-59 
W.85-55 
W, 79-58 
W, 5-60 
W. 71-66 
W, 84-66 
W, 76-72 (a) 
W, 67-65 
W, 89-52 
W.71-62 
69-64 
W, 80-77 
W, 68-64 fo) 
W, 80-68 
55-80 
W, 64-49 
W.95-85 
W965 


ESPN COLLEGE GAMEDAY AT ALLEN FIELDHOUSE 2016 


Michigan State 
Texas Tech 
Missouri 
Nebraska, 
Tos, 

Jowa State 
North Carolina 
Holy Cross 
$SOahoma 
lowa Sate 
Tors. 

Missouri 

Wake Forest 
Seton Hal 
Jowa State 
Missouri 
Colorado 

Tisa 

DePaul 

Wake Forest 
St. John's, 
Tera. 
Oktahoma State. 
Jowa 

Colorado 
Texas ABM 
Hingis 

Ohio Sate 
Michigan State 
Georgia Tech 
Xavier 

Georgia 
‘Oklahoma State 
Oktahoma State 
Kansas State 
Texas. 

Missouri 

Saint Lous 
DePaul 

fora 

Kentucky 
uy. 


W,76-70 
W.81-51 
W,90-87 
W, 83-54 
56-67 
W,81-57 
55-64 


W. 110-103 (ot 


W, 105-73 
W, 83-76 
W,80-62 
77-79 
66-75 
W, 85-75 
W,92-69 
W, 75-69 
53-84 
W, 82-74 
54-68 
53-86 
69-77 
W,89-74 
W,78-57 
70-84 

80-67 
54-66 
W,84-70 

111-70 

88-78 

53.37 

Wi, 67-66 (of) 

W, 69-46 

76-67 

73461 
64-78 

W, 74-66 
81-85 
45-63 

W,78-50 

72-58 

W, 80-73 

W,81-72 
73-74 

W, 96-76 
L676 

W, 89-82 

W, 69-56 


2panaT 
2n787. 
11387. 
vehaT 
valT 
12/1196 
12/4/96. 
112796 
11/2698 
11/2596 
2726/96. 
2n9r6. 
22! 
i186. 
18/96 
12722195 
11/2995 
2720/95, 
216095 
12386. 
19/95 
127198 
38/94 
181/94 
1794 
1094 
121893 
12493. 
12/88. 
11/2683 
11/2493 
1nge3 
22293 
2n193 
18498. 
+63. 
1183. 
122. 
ay20g2 
2ane. 
213/92 
13m. 
yanant 
276101 
22m 
1/2901 
8/91 
12/8/90. 
227890. 
2n3/90. 
varg0 
117249 
1172289 
2ns/e9. 
2nrea 
ne. 
11/28/88 
11/26/88 
1125/88 
YSI88 
2027188. 
2/28/88 
2ne/e8. 
20/87. 


Oklahoma 
Missouri 

towa Sate 
Texas. 

Kansas State 
6. Washington 
Cincinnati 
Viginia 
California 

usu 

Missouri 
Nebraska 
Oklahoma 
Florida 
Oklahoma State 
Temple 
Vipinia 
Oklahoma 
Oktahoma State. 
Nebraska 
Missouri 
Florida 

lowa State 
Missouri 
Kansas State 
Oklahoma 
Georgia, 
DePaul 
Temple 
Sohtassachusetts 
SeMinnesota 
California 
lowa Stale 
Missouri 
Kansas State 
Louisville 
Oklahoma 
Georgia 
Oklahoma State 
Oklahoma 
Kansas State 
Missouri 
DePaul 

lowa Site 
Missouri 
Kansas State 
Oklahoma 
Kentucky 
Oklahoma 
Nissouri 
Wichita State 
St. John’ 
sa. 
Oklahoma 
Missouri 
Miami, Fla, 
Seton Hall 
California 
Alaska 
Oklahoma State 
Missouri 
Oklahoma 
Kansas State 
“Missouri 


(ci | 


W, 70-68 
W, 79-67 
W, 80-67 
W.86-61 
W.62-59 
Wi, 85-56 
W, 72-65 
W, 80-63, 
W, 85-67 
W, 82-53 
W, 87-65, 
W.81-71 
W, 72-66 
Wi, 69-54 
W, 76-61 


W,97-79 
67-79 
64-68 

W, 94-84 

W,89-79 

W,79-74 


W, 92-80 (a) 
W, 104-76 
W, 88-67 
W,74-70 

W, 78-69 
(82-88 
71-88 
78-100 
L777 

W, 93-66 
W, 66-57 
W,91-7 
89-94 (of) 
66-91 
86-87 
L81-92 

W, 86-71 
W,94-81 


W,82-77 
87-95 
Wi, 64-63 
W,71-70 


anne. . 
3none. . 
2rane. . 
2rone. . 
206 . . 
286. . 
1N9ne. . 
1n2n6. . 


12h 
1265/5. 


3n3ns. . 
3n2ns. . 
3A. 
2nins. . 
2nons. . 
1A3N5. . 


12nd 


174. 
3nana. . 
2mnd .. 
ens. 
12N4N3. 
12703. . 
3nans. . 
2nons. . 
12NeN2. 


1282. 


1Aghe , 
gene. . 


2peane. 
2ren2 


12a. | 


weit 


3nont. . 


3a 


wnann., 


1anvno 
122/10. 
1e7ho 
anno. 
20 


1/200. . 


10. 
1eno 


12722109. 


ipeCrepeHHT 
ee 


Television History HJ -, 


Miami (On). 


ni 


KU’S WIN-LOSS RECORD ON THE NETWORKS 


HOME AWAY NEUTRAL 
= 23-4. . oe AM 2. 7429, 
- 472. 2. 57-43, 
282. . 
2 40.. 
- 30-2. . 
= 23-0. . 
« B32: . 
144-5 
+ 39-3. . 
220. . 


ThlV.... . 00 
CBS Sports Network. .0-0 . . 
Totals 396-25 


AYOLSIH 


KU’S RECORD IN THE BIG 12 ON ESPN’S BIG 


MONDAY (three contests on ESPN2 due to the ESPYs) 
YEAR HOME 
1997 ..30. 
1998 wet, 
- 20. 


1999 a 
sastitate ones OE 

DON secre. acct serps 

+. 20. 

-20. 

10. 

-.10 

-.10 

-.10 

. 30 

10 

- 20 

. 20. 

.- 20. 

. 20 

. 20. 

.- 20. 

20 
let i-« asnies ee) ea ec RNR ve ayia worneie ray DABLZD 
BillSelfera 02... 220.0... 1612. +. 3812 
KU ON ESPN COLLEGE GAMEDAY BE 
(began in 2005) 
DATE GAME OUTCOME 
Jan, 29,2005... . . . . Texas at Kansas _ W,90-65 
Feb. 25,2006... .. .Kansas at Texas... . . - L,55-80 
Feb. 4,2007 .... . . . TexasARM at Kansas . . - |, 66-69 
March 1, 2008... . . . Kansas State at Kansas . = W, 88-74 
Jan. 30,2010... . . . Kansas at Kansas State . - W,81-79 (at) 
Jan. 29,2011... . . . Kansas State at Kansas . W, 90-66 
Feb.4,2012 ...... . Kansas at Missouri. . . 171-74 
Feb. 16,2013... ... TexasatKansas.. . . . W, 73-47 
March 1,2014 .. . . . . Kansas at Oklahoma State 1, 65-72 
“Feb. 28,2015 .... . . Texasat Kansas... . W, 69-64 
Jan, 30, 2016. . ~ Kentucky at Kansas... W, 90-84 (ot) ie 
“part of a split College Gameday fey 


fe oS °252" Postseason History 


POSTSEASON RECORD 


In Round of 16 Games . 
In Final Eight Games . 

* In Final Four Games . 
#In District Playoff Games. 


pian NCAA TOURNAMENT 
ae APPEARANCES 


+1946 NCAA DISTRICT/TOURNAMENT (0-1 IN DISTRICT PLAYOFF PLAY) 
318 . . Ohiahoma State 49. . Kansas 38... 2... 2. ‘at Kansas City, Mo. (District Payot?) 


NCAA TOUNAMENT 
TITLES 


SWEET 16 
APPEARANCES 


NCAA TOURNAMENT TITLES 


1952 1988 
3-46 . . Boston College 78 . . Kansas 62... 2. ....- 222.224 at New York, NY. First Round) 


ROUND OF 16 GAMES 


FINAL FOUR 
APPEARANCES 


Postseason History 


1984 NCAA TOURNAMENT (1-1) 


3416 . 6) -Kansas 57 _at Lincoln, Neb. (Midwest Sub-Regional) 


3:18 | (4) - Wake Forest 69 ‘at Linco, Neb. (Midwest Sub-Regional) 
1985 NCAA TOURNAMENT (1-1) 

3414. @) Kansas 49... . (14). Ohio 38... .. . at South Bend, Ind. Southeast Sub-Regional) 
3416 | (11) Auburn 66 «Kansas 64... - at South Bend, ind. Southeast Sub-Regional) 
1986 NCAA TOURNAMENT (4-1) 

313. (1) .Kansas 71... . (16). N. Carolina ABT 46... . at Dayton, Ohio (Midwest Sub-Regional) 
35... -Kansas 65. | °°). | Temple 43 ‘at Dayton, Ohio (Midwest Sub-Regional) 
321 Kansas 98. .° | 6). . Michigan State 86 (T).  . .at Kansas Cy, Mo. Midwest Regional 
Semin) 

3-23... . .Kansas75. .. . 6). . NC. State 67... . . at Kansas City, Mo. (Midwest Regional Finals) 
3-29. (1) Duke 71 = Kansas 67 at Dalla, Tera (NCAA Semifinals) 
1987 NCAA TOURNAMENT (2-1) 

313 : 

B15 | 


319 | 


1001 NCAA TOURNWET 1) 
314. @) ; 

316 
321 
323. 
30 
41.5.) Duke 72. . 
1992 NCAA TOURNAMENT (1-1) 
3-20... (1). Kansas 100 . 
3-22 . . @) . Texas-E1 Paso 


1993 NCAA TOURNAMENT (4-1) 
318 
3-20 
325 
327 


43... (1) -Noth Carona 78 
1994 NCAA TOURNAMENT (2-1) 
B47. . () Kansas 102... 
349... Kansas 69. 


3-24 |, (1) Purdue 83. 


1995 NCAA TOURNAMENT (2-1) 

3-16 . (1) Kansas 82... 

348... . Kansas 75. 
24. (4) Virginia 67 

1996 NCAA TOURNAMENT (2-1) 

315. 

3H7 

322. 

324 | 

1997 NCAA TOURNAMENT (2-1) 

343. 

315. 

321. 

1998 NCAA TOURNAMENT (1-1) 

3413 (1) -Kansas 110 - Prairie View ABM 52 . at Oshoma City, Ola (Midwest Sub-Regional) 


3-15 . . 8) .Rhode Island 80. . .. . Kansas 75 . . . .at Oklahoma Cty, Okla. (Midwest Sub-Regional) 


1290 NCAA TOURNAMENT (1-1) 


2) tinois 80 - 


«at St.Louis, Mo. (Midwest Sub-Regional) 
+ at St Louis, Mo. (Midwest Sub-Regional) 
~ - at Madison, Wis. (Midwest Regional) 
+ = -at Madison, Wis. (Midwest Regiona) 
~ = = at Atlanta, Ga. (NCAA Semifinals) 


‘at Oklahoma City, Oka. (West Sub-Regional) 
‘at OKhoma City, Oka. (West Sub-Regional) 
~at Anaheim, Calf. (West Regional) 
+. cat Anaheim, Cat. West Regional) 
«at New Orleans, La (NCAA Semifinals) 

«at New Orleans, La. (NCAA Finals) 


«at Kansas City, Mo. (St. Louis Sub-Regional) 
at Kansas Cty, Mo. (St. Louis Sub-Regional) 
at St.Louis, Mo. (St. Louis Regional) 

at St.Louis, Mo. (St. Louis Regional) 


2005 NCAA TOURNAMENT (0-1) 

3418 . . (14) Bucknell 64. . . (3). . Kansas 63 at Oklahoma City, Okla, (Syracuse Regional) 
2006 NCAA TOURNAMENT (0-1) 

SAT. . (13) Bradley 77... (4). . Kansas 73 «at Auburn Hills, Mich, (Oakland Regional) 
‘2007 NCAA TOURNAMENT (3-1) 

3416 . . (1) Kansas 107 ‘at Chicago, Il. (West Sub-Regional) 
348 |. . . Kansas 88 ‘at Chicago, Il. (West Sub-Regional) 
3:22... . Kansas 61. «+ .at San Jose, Cal West Regional) 
3-24. . 2) -UCLAGE -at San Jose, Calif. (West Regional) 
2008 NCAA TOURNAMENT (6-0) 

3-20 . . (1) . Kansas 85. . . . .(16). Portland State 61... . .at Omaha, Neb. (Midwest Sub-Regional) 
32 “Kansas 75... (8). UNVEY . + -At Omaha, Neb. (Midwest Sub-Regional) 
328 Kansas 72. (12). Vilanova 57. « - at Detroit, Mich. (Midwest Regional) 
3-30... .Kansas 59... . .(10)- Davidson 57 . . . .. . . . .at Detroit, Mich. (Midwest Regional) 
45.2... Kansas 84... . (1). . North Carolina 66. . . ..at San Antonio, Texas (NCAA Semifinals) 
47... .. Kansas 75... (1). . Memphis 68 (ot) at San Antonio, Texas (NCAA Finals) 
2009 NCAA TOURNAMENT (2-1) 

3-20... Kansas 4... . (14) .North Dakota State 74 . at Minneapolis, Min. (idwest Sub-Regional) 
3-22... . Kansas 60... . .(11) Dayton 43 . . . . .at Minneapolis, Minn. (Midwest Sub-Regional) 


3-27 . . 2) -Michigan State 67. . . 
2010 NCAA TOURNAMENT (1-1) 

3-18 | . (1) . Kansas 90 (16) Lehigh 74 
3-20. . @) .Northem 


2011 NCAA TOURNAMENT (3-1) 


at Indianapolis, Ind (Midwest Regional) 


«at Okdahoma City, Okla. Midwest Sub-Regional) 
«at Oklahoma City, Okla. Midwest Sub-Regional) 


3-48. (1) Kansas 72... .(16) Boston 53 ‘at Tulsa, Okla. (Southwest Sub-Regional) 
3-20... .Kansas 73... . -(@) . linis 59... . . . . at Tulsa, Okla. (Southwest Sub-Regional) 
3.25 Kansas 77... . .(12) Richmond 57°. . .. at San Antonio, Texas (Southwest Regional) 
327.01) vou7t = = «Kansas 61 «at San Antonio, Texas (Southwest Regional) 


2012 NCAA TORMENT 6-1) 
346 .. Q) J . 
348 


Detroit 50. . . at Omaha, Neb. (Midwest Regional Second Round) 
Purdue 60 . . . at Omaha, Neb. (Midwest Regional Third Round) 
Noth Carolina State $7 at St Louis, Mo. (Midwest Repional Seminal) 


‘North Carolina 67... . at St Louls, Mo. (Midwest Regional Final) 
|. - Ohio State 62. = atNew Orleans, La. (Final Four) 
Kansas 59 at New Orleans, La (NCAA Finals) 


Wester Kentucky 57. at Kansas Cty, Mo, (South Regn Second Round) 
«North Carolina $8 .at Kansas City, Mo. South Regional Third Round) 
- Kansas 85 (of) . . . at Artington, Texas (South Regional Semifinal) 


-2014 NCAA TOURNAMENT (1-1) 
= @) . Kansas 80 


7 (15) Easter Kentucky 69 at St.Louis, Mo. (South Regina Seon Round) 
323... (10) Seto fs 


‘St Louis Mo (Sou Regional Tie Round) 


2015 NCAA TOURNAMENT (1-1) 
320... Kansas 75... 
322... (). Wichita Site 78. 


(15) New Mexico State 56 . at Omaha, Neb. (Midwest Regional Seoond Round) 
: at Omaha, Neb. Midwest Regional Tid Pound) 


2016 NCAA TORENT @-) 
27. _at Des Moines, lowa (South Regional Fst Round) 
«at Des Moines, lowa (Sauth Regional Second Round) 
at Louisville, Ky. (Souh Regional Semifinal) 
at Louisville, Ky. (South Regonal Fa) 


AYOLSIH 


365] 7, Postseason History 


KANSAS VS. ALL OPPONENTS IN THE NCAA TOURNAMENT 


OPPONENT WL LAST FACED OPPONENT we LAST FACED 
UAB 1-0 2004 St Louis. 10 1952 
Alcor State 1-0 1984 San Francisco 10 1957 
Aeona 2-1 2003 Stanford 4 2014 
Azona State 20 2003 Santa Clara 20 1996 
Arkansas 1-0 1991S. Carolina State. 10 1996 
Auburn 0-1 1985 Souther ilinois 10 2007 
‘Austin Peay 1-0 216 USC 10 1940 
Ball State 1-0 1993 SMU. 20 1966 
Boston 1-0 2011 Stanlord 10 2002 
Bradley 0-1 2006 ‘Missouri State 10 1987 
Brigham Young 1-0 1993 Syracuse 1-2 2003 
Bucknell 0-1 2005 Temple 10 1986 
California 1-0 1993 Texas 10 1960 
Cal State Northridge 1-0 2001 Texas Christian 1-0 1952 
Chattanooga. 1-0 1994 Texas EF-Paso 0-2 1992 
Cincinnat 0-1 1960 UCLA 0-5 2007 
Colgate 1-0 1995 UN 10 2008 
Colorado, 0-1 1942 Utah State 10 2003 
Connecticut 1-0 2016 Vanderbilt 10 1988 
Creighton 1-0 1974 VOU 2011 
Davidson 1-0 2008 Villanova 1 2016 
Dayton 1-0 2009 Virginia O-1 1995 
DePaul 1-0 2000 Wake Forest. 1 1994 
Detrolt 1-0 2012 Washington 10 1953 
Drake 1-0 1971 W.Kentucky 21 2013 
Duke 23 2003 Wichita State 0-2 2015 
Easter Kentucky 1-0 2014 Xavier 1-0 1988 
Evansvile 1-0 1999 
Georgetown 0-1 1987 KU’S RECORD VS. SEEDED TEAMS IN 
Georgia Tech 0. 2004 TOURNAMENT 
Holy Cross. 1 a = 
Houston 2 oc =. we probinar 
Seed WL (Opponent) 
Howard 1 1992 
1 88 2012 (Kentucky) 
iinoks 2) a 2016 (i 
Minoi-Cicago 1-0 2004 Lions 
1 3 33 2004 (Georgia Tech) 
indiana 22 1993 : 
. : 4 35 2013 (Michigan) 
Jackson State 1-0 1997 
‘ i 5 4-0 2016 (Maryland) 
Kansas State 1-0 1988 
4 6 1 1993 (California) 
Kem iz m2 7 22 2015 (Wichita State) 
Lehigh, 1-0 2010 : " 
8 1 2013 (North Carolina) 
Louisville 1-0 1967 
9 5-2 2016 (Connecticut) 
Marquette 11 2003 1 
Maryland 1 are 10 a a eens 
11 4-2 2012 (North Carolina State) 
Memphis 1-0 2008 - 
12 40 2011 (Richmond) 
Michigan. o-1 2013 
13, 4-1 2006 (Bradley) 
Michigan State 1 2009 Ss 
4 4-1 2008 (North Dakota State) 
Mississippi 1-0 1981} * 
15. 7-0 2015 (New Mexico State) 
Manny Some ie ee 46, 120 2016 (Austin Peay) 
New Mexico State 1-0 2015 ee 
New Orleans. 1-0 1991 
North Carolina AD 2013 ~--«KU'S PERFORMANCE AS A SEEDED TEAM IN 
N. Carolina A&T. 1-0 1986 THE NCAA TOURNAMENT 
N.C. State 20 2012 Seed KU's W-L Year(s) 
North Dakota State. 1-0 20091... 32-11 1986, 92, 95, 97, 98, 2002, 07,08, 10, 11,13, 16 
Niagara 1-0 20072... 207 1990, 93, 96, 2003, 12,14, 15 
Northern fowa 0-1 210 3. Bd 1985,91, 2005, 08 
Notre Dame o-1 19754 74 1994, 2001, 04, 08 
Ohio. : 1-0 19855 32 1984, 87 
Ohio State - 1-0 2. 12 6 ra 1988, 93 
Oklahoma... 1-0 19887 1981 
Okiaboma City 20 167 8 2000 
Oklahoma State - 10 1953 
Oral Roberts. : ee 1974 _KU’S FINAL FOUR RECORD 
Oregon 1-0 2002 Final Four Total 12-13 
Pacific. . set 2004 in The Semifinals 95 
Pittsburgh 1-0 tet In The NCAA Finals 36 
Portland State 10.22... 2. 2008 in Consolation Games. 02 
Praifie View A&M. 1-0 1998 4940 (Second) 1952 First) 
‘ike ot Aerie ZA 2012 1953 (Second) 1957 (Second) 
Rode Istand o1 19984971 Fourth) 1974 (Fourth) 
Rice... Sp aaa +++. 1942 4996 (Tica 1988 Fist) 
fgetimond 3 ea 20114991 (Second) 1993 (Third-tie) 
Frctert Mons ee 19902002 (Third-ie) 2003 (Second) 


St John's ae 1952 2008 (Firs) 2012 (Second) 


"". Team Records 


MOST POINTS MOST THREE-POINT ATTEMPTS/CONF. 1019. Sayer Jon 13,2013. Lawence MOST REBOUNDS/CONFERENCE 
PTS (Hall, Opponent Da Site FGA Hal), Opponent Date ‘Sie fs} vba Suis... Jon 29, 00....- Ames REB, Opponent Date Site 
0('ah is erioy Doe 9, 1980... Lawence 19(t0 ws Ohhora fen 20, 1995..Noman 9nd vs own Ske «Fe, 1096... Lawn 7Oveoee Sale»... Jan 90,1970. awenoe 
1 ch Ee Cy iS 18,100. Lawerce 17 {isa Sate. 14,2012 Lame 
75 (ia Ord Roberson 4, 1988. Lawence 17 nd Baer je 12.200) "Wisco «MOST BLOCKED SHOTS/CONFERENCE BIGGEST REBOUND MARGIN 
11nd Nebraska Fob. 23, 7004.. Ucan BS (al), Opponent Date Site MAR, Opponent. Date Site 
MOST POINTS/CONFERENCE Tosh Sone Son's, 2013. Lawrnce SB(7E-2h a Cara. Fe 26,1994. Lawn 
PTS (Hal, Opponent Date Site MOST THREE-POINTERS WITHOUT AMISS 312) iz wa Salon 29,200." Ames 
71 at ow Sate 9, 1960... Lawenee FGA (Hal), Opponent ‘Date She Sek eS 22.7, 1000... Lawence MOST FIELD GOALS 
65 {ts Comodo 35 1080. Lamence 9-3 (tshve RC. Sa. Dac 101904, Rah FG, Opponent Date Ste 
63 (2nd) 6. Texas dan 70, 1998... Austin ‘SINGLE-GAME RECORDS ‘52 vs. Elizabeth City St... Jan. 18, 1990, .. Lawrence 
ost REBOUNDS Fr iat Opponent Oa Ste PTS, Opponent Date Pont eps donee ker hele 
| Opponent Date ° , 
EB (Half, Opponent Date site 25 inhi Cour"... den). 1905 Lmwence De 9, 1989......Lawenee MOST FIELD GOALS/CONFERENCE 
38 chi Gamo. nr. 3, 1995.. Lawenee 26 nd Bag feb 22008. Lene Sot 1419001 Lamenee FG, Opponent Date 
38 nh. Cara... ab. 26,1900 Lawence Qin 9.1997... Lawrence ve Men Mach 9, 1974. Lamence 
MOST FREE THROWS/CONFERENCE “Sra 1000-1 Lawene 50 lowe Sie <<<: Maro 81200 Vanes Oy 
MOST REBOUNDS/CONFERENCE Fr(Hall, Opponent Date mig ence 
REB (Hal, Opponent Date Site 26 0nd, Corso... 31985. Lawrece FEWEST FIELD GOALS 
38 chs Gado... den 3, 1995. Lawrence 26 Gnd. gor Feb. 22008, Lawence Dre. 9, 1989 .....Lawene FG, Opponent Date Ste 
38 Gn ve Cara... Fe. 26,1900. Lawrence dene Mach, 000... ea 
Most FIELD GOALS FIAGian, Opponent Dale. Site On Opponents Homa Court Soe haba 
ra (Hal), ‘ “ {ve Nebagca Fab. 19,196... Ln 
FO (alt, Opponent’ Date Site Sood. ve Coren, a 31985 Lace Dee 281900 Hono Since 1968 
51 Gnd we Ee OS... Jon 18,1990. awe The Fenty No. 18, 2074, aap 
MOST FREE THROW ATTEMPTS/CONF. ee eer Dec. 1,008. hago 
MOST FIELD GOAL ATTEMPTS FTA (Half, Opponent Date site 
FGA (HatN, Opponent Date Site Sd guy.w Coons. Jani}, 1005 Lawence —T2e NB "....lawence HIGHEST FIELD GOAL PERCENTAGE 
{8h Ete Seon 4,196... Lawence PCT, Opponent Date site 
48 nds fic Gy SL... 18,1900.. Lwenes_ MOST FREE THROWS WITHOUT A MiSs 750 Pomona Ps... De, 1987 Lawn 
Fr (Hall, Opponent. Date ‘site Site 
HIGHEST FIELD GOAL PERCENTAGE Tee nde Comectat..on 19,197. Sato Laren HIGHEST FIELD GOAL PERCENTAGE/CONF. 
PCT (Hall, Opponent _ Dat site Lawrence PCT, Opponent Date ‘te 
357 End ve Cored)... Fe 2, 1969.. Lawrence MOST ASSISTS Lorene 708. Cura... Feb 25,198. Lente 
50 onde ist -.--- len 10 1907-. amenez SY (Half, Opponent times 
21 cnt Oak ees Liirenc: MOST FREE THROWS 
HIGHEST FIELD GOAL PERCENTAGE/CONF. 2: nd shen Fr, Opponent Date site 
PCT (Half, Opponent” Date he 20(tsh is aver Seis Nowe San 107... Lawn 
357 nd v-Caerado Fe. 25, 1960.. Lawence  20{ teh. Magara Seva Neva Jan 81080. Uncon 
50nd va Mier Jan 19,1981. Lawrence Svs. KO Aes Ou... Mach 27,1899. Kanes Cay 58s West Kerk. Dec. 20,1969. Lamerce 
MOST ASSISTS/CONFERI 3 ye farsa Oy YMCA... Feb 3 1609... Ranese Gay 38 vs Nebraska. Feb 8, 1958, Lamenee 
MOST THREE-POINT FIELD GOALS AST (Hai, Opponent Since 1950 Svan bec a sa6¢ - Lawence 
FG (Hal Opponent Date Site 19nd, Cacra Sra Meson Jon. 20,1980. Cobia 
Ste batons. '9. 2015. Lame 18h Car MOST FREE THROWS/CONFERENCE 
fish athens... dan 13, 2010. Urcan FrrOpponent Date site 
9 (rd ve Ha iu 13,2003. Lawence MOST STEALS Seve haga... Jon 8, 3000... Unc 
Sfishia Nc. Suis ...-.. ec. 10,1004... fabigh ST (Half, Opponent Date site Sev Naas, 1888. ance 
8 istimes 13 (inh we eam Sate... Dae 2.2008, Lec 


13 Qos. UNC Ashe Jan. 22003. Lawrence 
MOST THREE-POINT FIELD GOALS/CONF. —2({st, 5 Saykr 


FEWEST FREE THROWS 
FT, Opponent Date Site 


FG (Half), Opponent Date Site (vs. Warrensburg State. Feb 9, 1909, Waensburg 

9 (1s), ve Ohtaboma n.19,2015 . Lawence MOST STEALS/CONFERENCE 

2 (139, at Nebraska ‘dan 13,2010... Lncoin ST (Half), Opponent FEWEST FREE THROWS/CONFERENCE 

8 FeTimes 12 (1s), vs Bayer FT, Opponent Date Site 
11 (159.15. Bay ve Kansas Site... Feb. 2, 1917... .Manatan 

MOST THREE-POINT FIELD GOAL ATTEMPTS — 11 (isis Kansas Sule 

FGA (Half), Opponent Date Site 11 Gnd, vs Colorado (MOST FREE THROW ATTEMPTS 

20 Ost, vs. Alcom Stte......Dec.2,2008.. Lawence 11 (IS, 6. Nebraska. FTA, Opponent Date. Site 

18 Qn vs. Hawai Det 30,197. . Honus 56s Rte Dec. 18, 1954 .. Lawrence 

18{tsj¥s. Okihora |... Feb. 20,1995...Noman MOST BLOCKED SHOTS 5s Nagar sian 9, 1997... Lawrence 

|, Opponent Date Site Svs Netra Feb. 6, 1958... Lawrence 


BS (Half, 
10 Gd ws Vander. Dec 29, 1997. Hanah 


Records/100-point Games 


MOST FREE THROW ATTEMPTS/CONF. 


eceeseermem ererracone, 
Fever neg ronow renere 
(SINCE 1988-89) 

FTA, Opponent Date Site 
i — 
raven rrerecone 
argon o» 
Mages REE Tino ENCE 
FT-A, Opponent Date Site 
Rew eka um 
fife iec Aah cee 


(100% made other times wth less than 17 atempts) 


215 Bayo dan 25, 2005... Waco 
21 ve Netra Feb 14,1995. Lincon 
25 v5 love Sate sin 14,2012. Lawrence 
25 ve Colorado {ia 31,1995, | Lance 


HIGHEST THREE-POINT FIELD GOAL 
PERCENTAGE 

PCT, Opponent Date Site 
100.0 ve Odahama St. Feb. 10,1988... Sabvater 


875 v5. Brown Jan 3, 71989._-" Lanrence 
750 ve Louie “in 16, 1959.-. Louse 
(er) 


HIGHEST THREE-POINT FIELD GOAL PCT/ 


11-11'vs Raneas Sa 
11-11 vs Nebraska 

11-11 vs. Kansas Sate 
(100% made other mes wth less than 17 aitempts), 


Feb, 25, 1984 itarhatan 
sd. 25, 197... Ue 
Feb, 24, 1968. Lawrence 


MOST THREE-POINT FIELD GOALS 
FG, Opponent Date 

16. Bayon san. 25, 2008... Waco 
15 vs. Chaminade... Now 23,2 stains 
15s. Teas. March 16, 2066hansas Cy 
15 ENG. Sate Dec 10,7994 ... Raleigh 
MOST THREE-POINT FIELD GOALS/CONF. 
FG, Opponent Date Site 
16s. Bor san. 25,2006... Waco 
14. Teas Tech. March 3, 2008 Laence 
13 ve Nebraska san. 13,2 ‘neal 
13. Colada Feb. 15, 1997 Lawrence 
13.8 Odshoma Sie | dan. 31, 1996. Lawrence 


MOST THREE-POINT FIELD GOAL ATTEMETS 
FGA, Opponent Date 


Ste Aon Sat... Da, 2009 Lawes 
348. Teme. Dec 22, 1995 Puerto 
31 vs. Bayar Feb. 12,200T...... Waco 
31 ve Kenuchy March 14, 199atew Orleans 
31 ve Oxabora, Feb, 20, 1995... Norman 
308 ce Dec 7, 1995 .., Houston 


‘MOST THREE-POINT ATTEMPTS/CONF. 


(867 vs Odetoma.. Feb. 1,1992.-... Noman 
(667 vs Teas AZM... Mart’ 8, 2072 Kans iy 
(6-06) 

MOST ASSISTS (SINCE 1973-74) 

AST, Opponent Date Site 
Sv koer Now. 28, 1999, Anchorage 
36 vs Kemmcy Dee. 9, 1989 -. Lawrence 
34 ys Nagar Jn 9.1997. Lawrence 
34 3 Cobredo ep 21, 1990. Bowler 
33 vs Chatlanaoga, ~~ March 17, 1954 Lexington 
33 ys UMC 992 Kansas Oty 
MOST ASSISTS/CONFERENCE 

AST, Opponent Date Site 
345 Cobrado Feb. 21, 1990... . Bouter 
313 Misout Feb. 11; 1986... Lawrence 
23 vs West Vega -_ °° March 2, 2013. Lawrence 
28 vs Cobrado Jan 7, 1998. | Lawrence 
28 vs. Onlaboma St" Jan. 31, 1986. Lawrence 
FEWEST ASSISTS (SINCE 1988-89) 
AST, Opponent Date site 
ys Kern Now 18, 2014. dnfanaps 
5 vs. OMahoma Stat |" Feb 20,2013. Sawater 
5s. Long Beach St.” Jan 25, 1983. Lawrence 
6 vs Tras Tech Feb. 18,2014. Lubbock 
6a USC, Dec. 2, 2007. Las Angeles 
6 vs Duke Now 23,2011... Maul 
FEWEST ASSISTS/CONFERENCE 
AST, site 
5s. Oahoma State... Feb 20,2013... Satwater 
8 vs Temas fech Feb. 18,2014. Lubbock 
Ts. Oiahoma. March 7, 2015. Norman 
7s. Okahoma Stic |” Feb. 23, 2008... Sitwater 
7s Tens, Feb. 28, 2000... Austin, 
7s loa State Feb. 9, 1997.20. 2. Ames 
MOST STEALS (S8ICE 1975-70) 

2s Dec. 

21 vs Alco Sate. Dec 

21 Pitsburg Sate | Now 

20 vs Pitsburg State: Dec. 

20 vs. Ul-Ostoeh «Jan 

MOST STEALS/CONFER! 

‘ST, Opponent Date Site 
19s. Baylor Jn. 28,1998... Lawrence 
17 vs Tors Alb Feb. 26, 2003... Lawrence 
17 vs Kansas Ste Feb. 27,2002... Lawrence 
17s Nebrasa Fab. 1, 1997. Lawrence 
17s Colorado Feb. 15, 1992... Lawrence 
FEWEST STEALS (SINCE 1988-80) 

‘ST, Opponent Date Site 
Ove, Syracuse March 18,2001... Dayton 
‘ST, Opponent site 
1 Teas Jan. 23,2016... Lawrence 
1s TO Feb. 6, 2013. Form Wer, 
MOST TURNOVERS 

TO, Opponent Date site 
30s. aver March 18, 1988... incon 
FEWEST TURNOVERS, 

TO, Site 
3s Tens. Jin. 24, 2015... Austin 
3s bowa Sie “an 15, 1966... Lanrence 
MOST BLOCKED SHOTS (SINCE 1974-75) 
BS, Opponent 

ore ee Sate... Noe 25,2012. Lawent 
15 3 edo Dec 9, 2008 . Kersas Cay 


14s. va Sie Feb. 7, 1996. _- Lanrence 
MOST BLOCKED SHOTS/CONFERENCE 
BS, Opponent Date ‘Site 
14s. lowe State Feb 7, 1996... Lawrence 
13s West rgnia |-°_* March 2, 2013 Lawrence 
13's va Sate Jn 29,2000." "Ames 
FEWEST BLOCKED SHOTS 

BS, Opponent Date ‘ste 
(0, Many Tes: Most Recent 

6. Odahoma Sie... March 10, 2011. Lawrence 


MOST PERSONAL FOULS 
PF, Opponent Date Site 
vs Nowe Dame ....... March 15, 1975... Tus 
FEWEST PERSONAL FOULS 
PF, Opponent Date site 
1 vs Topeka YMCA... Feb. 10, 1890... Lawrence 
FEWEST PERSONAL FOULS/CONF. 
PF, Opponent Date site 
2¥5. Gael Feb. 24, 1925... Lawrence 
2s Nebraska Feb. 12,1925... Lawrence 
TWO TEAMS COMBINED (GAME) 
MOST POINTS 
245 vs Kent (64 150, Kentucky 95) 
2 Lamence, Dec. 9, 1888 
MOST POINTS/CONFERENCE 


216 ve Onabema 
at Norman, Jon 18, 1988 


MOST POINTS IN A HALF 


(Orshoma 123,10 95) 


141 (159 ws. Rertacy ($020, Kenuchy 61) 
3 Lamence, Dec 5, 1568 

MOST FIELD GOALS 

90 xs. datos (04 40, Ovahoma 50) 
3 Norman, dan. 18, 1989 

MOST FIELD GOAL ATTEMPTS 

182 vs. Ontaboma (994, Teas 88) 


2 Lawrence, Jan 4, 2016 

HIGHEST FIELD GOAL PERCENTAGE 

518 63-102) vs, Southwest Mesouti State 
1 Kanaas Gy, Dec. 30, 1988 


MOST THREE-POINT FIELD GOALS. 


305 la Sate 13,5017) 
‘st Ames, Feb, 25,2013 

27 es. Odor (011, Oshoma 16) 
1 Lawrence, jan. 4, 2016 

275 Tors (15, Texas 12) 
1 Kanes Gy, March 16, 2008 

28 Fenty (9 10, Kentucdy 17) 


(66 v5 la Sate 9025, 5041) 
12 Ares Feb. 25, 2013 
625. Cumnade (129, Chaminade 33 


2 Lataia Nox 23,2015 


HIGHEST THREE-POINT FIELD GOAL PERCENTAGE 
1525 (15-28) vs. Louse at Louise, Jan. 16, 1993 


MOST FREE THROWS: 

69 v5. Osho (90 36, Oahoms 33 
a Kansas Oly, Dec. 30,1953 

MOST FREE THROW ATTEMPTS: 

103 vs. Odabora (94 53, Olahoma 50) 
3 Kansas Cty, Dec. 30, 1953 

103 vs Massout (US, Meso 52) 


3 Lantence an. 9, 1954 


900 (7-20) vs. Michigan State 
at Indianapolis, harch 27, 2008 

MOST REBOUNDS 

195 vs Ontsboma. (90 60, Olahoms 55) 
a Lawrence Jn. 4, 2016 

MOST ASSISTS 

54 vs. Kemuchy (#36, Kentucly 18) 
3 Lawrence, Dat. 5, 1568 

MOST STEALS 

2g Patburg State ___. (20, Pitsburg Sate 12) 
2 Lanrence, Dec. 18, 1995, 

aes UA qu77, UA 1S 
13 Son Jose, Mach 24, 2007 

‘TWO TEAMS COMBINED (GAME) 

MOST TURNOVERS 

ES 1s. West Vigna 16, WVU 23 
Lawrence, Mach 3, 2015 

MOST BLOCKED SHOTS 

r) Tess QU 10, UT 14) 
i Laorenoe Feb. 28, 2018 

MOST PERSONAL FOULS 

r) ¥. Odahoma 32, Osshoma 38) 
2 Karas Gi, Dec. 30,1953, 

MOST DISQUALIFICATIONS 

6 Two Times 

‘TWO CONSECUTIVE GAMES MOST POINTS 

28. os. Kentucky (150) and Pepperdine (36) 
Dee S16, 1989 

MOST POINTS/CON! 

216. 1s. Teas Teh (106) and Texas (110) 
Feb. 5-17, 2002 

2168 '. Oidahoma Sate (104) and Colorado (114) 

1235, 1997 


11381 Emporia State (12-14-02) 
n275 Tennessee Tech (11-27-09) 
11281 Paci Lutheran (12-7-88) 
276 Missouri (3-9-74) 
nro ‘aver (1-26-99) 
1182 Colorado (1-7-98) 
11158 iewairina (12-28-90) 
1183 ‘Colorado (2-25-89) 
110-103 io “eras (2-11-02) 
nos? Praiie View A&M (3-13-98) 
nor ier (12-1287) 
nora Hiebraska (2-26-66) 
109-106 (0) Oklahoma (1-4-16) 
7 Wither Cobra (11-13-15) 
“esas Tech (3-08) 

Souter Mssssipp (12-27-31) 

‘Oxatema (2-23-91) 

UAB (11-15-89) 


No, Aizona (12-12-88) 
Wis “Osta (1-5-80) 
atlova Sate 25-13 


ast Term St (1-399 
‘Colorado (2-26-94) 

tray State (125-77) 
‘Austin Peay (3-17-16) 

LC Greensboro (11-22-02) 
sect (1-28-02) 

‘zona (12-1-01) 

Pita State (1-28-01) 
Pennant (14-00) 

UNC Ashevile (12-15-96) 
NC. Sate (1-5-91) 

‘Oragon (3-24-02) 
(kdahoma Siate 2-12-97) 
DePaul (12-19-91) 

iontana State (11-27-76) 
W Ret (12-20469) 
Nebraska (2-8-58) 

Misour (27-11), 

iansas State (2-27-02) 
ivi Tennessee St (12-13-97) 
Pitsburg State (12-18-95) 
Rls (1-30-93) 

Wha State (6-99) 
rash (1-25-92) 

ier (12-15-90) 

Colored 2-21-90) 
Tisas-Pan American (12-29-89) 
Tennessee-Martn (12-489) 
Muray State (12-1-73) 
Baylor (2-16) 
Chaminade (11-23-05) 
UNC Ashevibe(1-2-03) 
Cobra (3-8-02) 

iowa State (2-18-02) 

Texas (1-10-98) 

rnpavia State (12-4-97) 
Missour(1-9-95) 

‘eon Chattanooga (3-17-98) 
Folin (12-30-80) 

New Mexico State (12-7-65) 
Hofstra (11-13-09) 

Baise Sate (11-20-00) 

‘San Diego (12-9-95) 
Furman (12-20-33) 

Texas SA. (12-22-90) 

W Carling (124-85) 
‘fas Souther (1-11-84) 
Ckdahoma Ci (1-16-72) 
Towson (11-11-11) 

UM Sia 12-3-08) 

Baylor (2-9-08) 

UAB 6-26-08) 

LUWKC (14-03), 

Cabra (2-2-02) 

‘Texas ARM (1-20-03) 
Cornel (1-2-96) 

‘Howard 3-20-92) 


iowa State (1-18-78) 
Nebrask (2-17-70) 
avi (12-386) 
Rice (1218-58) 
ee 


§OOs GHODSY 


ess Wr. 
2015-16 JAYHAWKS 


Y @ \i 


TEAM - 
SINGLE SEASON 


MOST VICTORIES 
Wins, (WeL) ..- 


MOST VICTORIES/CONFERENCE 
Wins, (W-L) .. 
16, (16-2) 
16,16) 
16,(16-2) 
16, (16-0) 


FEWEST VICTORIES 


MOST LOSSES/CONFERENCE 
Losses, (W-L) 
1.61} 
11.619) 


38 
1985-86 


1924-25 
1922-23 
1145 
1913-14 
1908-10 


1996-97 


‘Season 
2001-02 
1970-71 
1315-45 
1942-43 
1535-36 
1223 
1907-08 


2016-17 


MOST GAMES PLAYED 
GP, (W-L).-. 
0,673 
33, 82-7) 
33, 85-4) 
33, 05-4) 


MOST GAMES PLAYED/CONF. SEASON 
1, eight times, 
182}, 1928, 1998, 2012, 2013, 2014, 2075, 2016 


HIGHEST SCORING MARGIN 


HIGHEST AVG. HOME ATTENDANCE 
ANG... Ei md 
16445. 
16437. 
16.436. 
16433. 
16,40. 
16.383. 
16.350. 
16300. 
16:30 
18300, 
16.300. 
16:30. 
16.300. 


LONGEST WINNING STREAK 
2 
2 
a 
2 


LONGEST WINNING STREAK 
(includes multiple seasons) 
Games... 

B 

2 

2 


PTS... 
3365 G09 po) 
3.300 64.5 boa) 
3.223 (2.1 pa 
3.221 605 od 


MOST POINTS ALLOWED 
PTS. . 

2785 (47 po) 
2.534 G75 poo) 
2628 7-4 pp) 


Team Records 


HIGHEST SCORING AVERAGE 


MOST REBOUNDS: 
| ener 
1/582 (43. rh 
11838 443 pp, 
1.589 41.8 mg. 


HIGHEST REBOUND AVERAGE 
51 1960-61 
503, 1961-62 


‘MOST FIELD GOALS 
FG. os 

250 
1258. 2001-02 
1209 1997-98 


HIGHEST FIELD GOAL PCT. 


PCT (FG-A) « 
556 (1260-2266) 985-86 
‘537 (1019-7898) 1984-85 
LOWEST FIELD GOAL PCT. 

PCT (FG-A) 


‘349 (681-1 863) 
351 65241 


BEST FG PERCENTAGE DEFENSE 
per... 

345. 1957-58 
351 1956-57 


55. aist4 
23 2001-02 
58 1985-85 


MOST FREE THROWS/CONFERENCE 


(MOST FREE THROW ATTEMPTS/CONF. 
FTA... ~ Season 
504 

3 
09 


TEAM RECORDS 


Largest Margin of Victory 
"70,(115-45) . Brown, at Lawrence, Jan. 3, 1985 


Largest Margin of Victory in 
Allen Fieldhouse 
70(115-45)v. Brown, Jan. 3, 1989 


Largest Margin of Victory on a 
‘Neutral Court 


‘58 (110-52) vs. Pre View ABM, at Okishoma Clty, 
‘Oka, Mach 13, 1998 (NCAA Tournament) 


Largest Margin of Victory at Opponent 
‘53 (177-58) vs. Hawa Lo, at Honolulu, Dec. 28,1900 


Largest Overall Deficit Overcome To Win 
2210-32) vs. Teas, March 11, 2007, at hahaa 
‘iy, Oka, Big 12 Championship game) 


Largest Overall Deficit Overcome To Win 
‘at Home 

119 (96-55) va. Missour, at Lnence, Feb. 25,2012; 
"19 (22-41) vs UCLA at Lawrence, Dec. 2, 1995 


Largest Haiftime Deficit Overcome To 
win 
15 (26-41) vs. UCLA at Lawrence, Dec. 2, 1995 


Largest Lead Blown In A Loss 
20 (44-24) vs. Aton, at Lawrence, Jan. 25,2003 


Largest Lead Betore Opponent Scores 

‘31 31-0) ws. Oza a Laorence, Dec, 13, 1907 

2222-0) a, East Temnesbee State at Lawrence, 
‘Dec, 19, 1982 


‘Most Players To Record A Double-Double 
In One Game 

'3, Mole Times; Most Recent: vs. Calflora, at 
‘Oshisnd, Dec. 28, 2002 


Most Players To Score In 
Double-Digits (Game) 

‘98. ova State, af Lawrence, Jan 7, 1989 
‘Most Players with Double-Digit 
Rebounds (Game) 


4, Many Time; Most Recent v, Farid, 
a Newt York, Nox 29, 2002 


HIGHEST FREE THROW PERCENTAGE 


PCT (FT-A) - Season 
737 (596-803) 2012-13 
733 (225-307) 1948-49, 
731 (442-605) 1979-60 
729 (424-582 1982-83, 


HIGHEST FREE THROW PERCENTAGE/ 
‘CONFERENCE 


PCT (FT-A) - Season 
764 (201-263) 1983-86 
758 (232-306) 1984-85 
736 (272-360) 2007-08 
MOST 3-POINT FIELD GOALS 

FQ... cesses Season 
304 2015-16 
zm 2010-11, 
zm 2007-08 
262 2009-10, 
zt 2006-07 
230 1985-90 
b=) 1997-98 
MOST 3-POINT FG ATTEMPT: 

FGA... s++++ Season 
728 2015-16 
70 210-11, 
63 2007-08 
ea 996-96 
8 2008-10 
3 2ari-12 
510 1997-98 
HIGHEST 3-POINT FIELD GOAL 
PERCENTAGE 

PCT (FG-A) . - Season 
433 (230-531) 1985-20 
418 224-535) 200-02 
418 304-728) 2015-16 


TEAM - SINGLE SEASON 


LOWEST 3-POINT FIELD GOAL PERCENTAGE 
PCT (FG-A) 

306 220-674) 

340 (189-556) 

335 (188-56) 

335 (183-546) 

335 (78-233 


MOST ASSISTS 


2087 14) 
2073 (767) 


MOST ASSISTS PER GAME/CONFERENCE 


ANG ...... 1923 JAYHAWKS 


22.06 G53) 2 ¥ 

20.57 (288) 

19 607 1 x54) E = 
Most STEALS — 


Src 


§OOs GHODSY 


MOST STEALS/CONFERENCE 


167 
157 

5 
14 
1a 


MOST STEALS PER GAME 
AG (Sea) 


9:75 (51) 
9165 657) 


MOST STEALS PER GAME/CONFERENCE 
AVG (Steals) « 
0.44 (167) 
9.81 (157) 
9163 154) 


ost TURNOVERS 
a 


PA ‘oe 2001-02 JAYHAWKS. 
3 : ese eased ia Le 
osr sLockeD sHots 


Blocks 


MOST BLOCKED SHOTS PER GAME 
AVG (Blocks). 
6.68 247) 
647 24) 
641 239, 
617 2a) 


593 (172) 


MOST BLOCKED SHOTS PER GAME/CONFERENCE 
‘AVG (Blocks) . 
6.38 (102) 

631 (01), 
6216) 

6.06 7) 


MOST PERSONAL FOULS 


1971 JAYHAWKS 


170 ee. scoring 


1985-88 35, Resales, 1993 36 | 179..83,.110. 153.551 
36. Mi Newton, 1969 31. 198..85.. 87. 177.. 550 
37. Ode mele, 1951 24 | 245). 5B. 228. 588 
MANNING 38. Kk Hinrich, 2002 37. 198.66 .. 84. 148. 546 
ponte pokes 
Dam Manning, 1988 38. 381.8 ..171, 248, 982 
By A Junior 
Damy Manning, 1987 36. 347.1, ..165. 239, 860 
By A Sophomore 
Wi Chamber, 1957 27. 215... 250, 286.800 
2000-03 By A Freshman 
Aten Wings, 2014 95. 189..43,.178, 17....597 
Since 1985-89 
5 COLLISON Pad Pisce, 198, 38. 267. 40..163. 204.777 
POINTS MOST POINTS SCORED/CONFERENCE 


Player, Season « G FG SPt FT Avg. Pts. 
Bd Sao. 1972 Vena ost. 278 388 
1995-98 RAEF HIGHEST SCORING AVERAGE 
Besson. Aig. 
1 im Gnonbetan 1958 sat 
5 2. WtChanbetan 1957 26 
3. Oe vel. 1952 206 
POINTS 4. Dae fooach 1870 255 
5. Bud Sabor 1372 253 
HIGHEST SCORING AVERAGE/CONFERENCE 
- Player. : Ag. 
1950-52 DANNY MANNING fe Genii 28 
1 979 \ »] 
5 SINGLE-GAME SCORING RECORDS 
POINTS . MOST POINTS SCORED 
Fk Player, Seasons -.--..... FG 9PL.FT Avg. Ps. 
Tr Wt Chanberan Go). 123558. Natwesem, 20 0-12.52 
CAREER SCORING RECORDS A cee Coe 7 Poet 2 Bud Sabwoth ).... 2-26-72. -Missou 19-1280 
Aeceen Wain, 2014 Biante wince yen Gl See eee see 
MOST POINTS SCORED In Two-Year Career Wm Chabert (x). 28-58. Nebraska. 14 2s 18.0 a6 
Rik Player, Seasons .........G FQ. 90%. FT Avg. Vit Cube, 195738, $8, 05S ADA gl a NST ae esa lak 
fo Danny ang, 985:5-87.80 147 1216.10. 509.207 nA Three-Year Career & sheoos S280 cobade 16 cact2eca 
2. Wek Callen, 2000407-0003... 142 88-23. 358.148 Choe Lowe, 19S0-ST-52.......60.. 811. 387 247 1979 I oso Bay ae Gaara 
2 Rae Lar, 195-0697-95 | 131 1825 113. 408.158 @ eyaeere Pre ay ra 
4 Cdl, 16055152 ...60..811 «=. 357.247 MOST POINTS SCORED/CONFERENCE CAREER ah ee tam ae or ae 
Shon Calin, 207-08-05-10. 143 65 132 Player, Seasons «=... . nad Wate Wed (2) » 1242564 Lala). 19 o.oo? 
Dama Vlei, 1978-70-20-81 118 640 isa Dy Wang, 198588 87-08 "56.1250 78 provers RRs lt 
7. lang, 202-03-04-05 136671 133 
& ery Ea 2013-14 15-6..-. 144 653 2s HIGHEST CAREER SCORING AVERAGE pe Opec 
9. Paul Pierce, 1996-97-08. 108 . 645 164 Rk. Player, Seasons . . paren Pate capt tES 
WO. Dave Robi, 1963-70-71... 83.646 «a8 214 1. Wt Chambers 19578, 5 . 
11. Kirk Hinrich, 2000-01-02-03.... 141 . 615 . 235. 288 .12.4 2 Oyde Lovetiette, 1950-51-5: ee el EA 
12. Rov Picar, 1987-88-89-60 139 610 | 154 318.122 3. Wayne Hho, 196061 216-77. Sat 8.8 
18. Mark Randal, 1967, 6900-9", 132 643.1, 340.123 4. awe bic, 1969-7071 A iirton 188 
14. Wayne Simien, 2002-03-04-05.. 106 . 585 ..6.. 417 .15.0 5 = 
1. Than a 2000-10-1-12 146 S51 120. 358-108 12958, Naesto, 20 12.82 


16. Jeff Bosctee, 1999-2000-01-02. 137 | 527 | 338. 168.114 


17, Kenny rey, 1288-29-200-0 195 674 85 .182.114 30-14 West Vig 12 .2....15....41 


18 Cahn Tongan, 9624-85-05 131 na 
19. Drew Gono 2000-01-02.» 98 18 + : 
. vi Oanteran 12-56, Nortweste, 20 >. 12. ...82 

20, Fan Kl, 1063-86.85-06 130 16 SINGLE-SEASON SCORING RECORDS _in Freshman Debut 
21, Bud Savory, 19707172 82 132 ae reailegs. Wade AY. 
22 To Gi 1970-80812. a7 MosT POINTS SCORED ae ey. z 
2% Sando fs, 20607-08109 138 Mik Player, Seasons ----.....@ FG 3PL. FT Avg. Pts. a O14 West eg. 12,2....18... 41 
24, Wt Chabert, 157-58... 48 23 1 Day tang, 1588 eerie het Wag = 2 
25 Rad Sot, 99122-99554 137 ‘00 2 Ojeeloetee, 1352 3 gaz. tae. meee © MAKanaas Home Game <ah icpniaivian 
26 ois rd, 1990-91500.” 137 00 3 Duy Marg 37 37 ites. 29. 9m ME Oambe po gees 
‘27. Marcus Morris, 2009-10-11 109 126 4. Wit Chambertain, 1957. #0. John 2-16-77 .. lowa State... 19° 8 46 
2B Maro Calas, 208-0708 10 122 5 Pad Pere 1958, ow) a ss 
22. Wes Wes 194-5... 8 133 & Drew cotin 22 72.10 on A Nestea seatsa mae 
3 dodo Vie, 066678080 Bt 133 7. Nox Can 2003 ee) Sonat 8 
Bt che, 058-99-20007 139 a2 Moras re, 2032.0 38-2607 ie ha MAA Rar a cacacnitheyt 
2 28 3. Doe Rta 1870 ee ep fon 
= fy ee = u Danry Manning 36-87 .. .Missour...11/.0....9 ....31 
3A Set Por, SOLAS 67 5 128 a8 11, Shoron Cos, 2005 = m7 a a aan AEE MF 

Greg Oreling, 1964-85-86... 105 15 12. Bud Safer, 1972 % - ale opie eae a ee ae 
$6, dace in, 190-9696:7 126 36 13 Mrs Mon, 201 3200.25 ones BAB: Mi Bin 8T 
37. Woy Sten i 2011576. 103 38 14. Day Merny, 1986. BB a BM a Sale 18 fn 3D 
3B. ven Maes 2002 03-0005 138 as 15. feta tg 2012 ee) acre 313-4 Okita Sie 9.9.00 9-30 
3B. tt leon, 85, 67-8889. 128 at 16. Pony Ee, 2016 ier) radi 20 Mi 8 B88 
ek Sie, STS TS 139 fa eh, 2008 722. 
41 By Tomas, 1955-86578. 137 be 18, Wn hanbetan, 1958.00 21 2B. = 
42. Frank Mason li, 2014-present... 109 10.4 19. Ron Kellogg, 1986 2 - MOSS FORTS SCORE CONPERINCE 
43. Wayne Hightower, 1960-61 53. 23 20. Wayne Hightower, 1960. a - " 
44, One 191248 404787 ‘aa 2. kemnLangrd 2003 2.20.2 
15. Ror ar, 130253 8 156 22. ante Wipes, 2014 510.8 
16 Oto She, 196, 4-7-8 63 128 fen ely, 1985 M20. 
47 Kab Nght, 190, 2-608... 101 10s 24 Rad Lat 188 0.22.8 
4. Fran ub, 198-97-98-00, 142 78 2 Senile, 2012 7.1.78 
‘2. Nolen la, S10 7S ws 2 Pad Pesce 1957 B25. ™ 
5. Gat Hey, 136384 ot Wai ae ey. 1285 B23 
St Oa Aint 200840550. TTY 34. 1038 28 Ye Sen, 205, 2 iat 
SS deny Gare, 16D 62.278 132.1000 22. Nak Caen, 2002 726.3 
53, tues 1050-6061 132 10283. Dare tech 1971 B25. 
St Thomas Rea, 200-1-12.- 105 38.102 31. Ve Sen 2008 2 m2 
5S Oa Hate 1e04-50687 18 3 Tar tom, 12 Sasi 

Cave Mago, 1979808782 «113 Wer Wes, 1866 7.2m. 
7, Per Sorensen, 165-58 82 123.1008 3 Sean amn 2010 2150 


‘58. Norm Cook, 1974-75-76 89.414 ..~ 1.176.121 1,004 


Scoring 


Year Player ro PT) FT PTS. AVG 
1222 «Gea Rody (peeenehinnes | ee) M7 

223 |. TusAdeman i ee et See 20 

14 2s Ademan af soak tee nto a < 

4925 «5 > tusAckeman | & 7 52.1) tee 102 B.H. BORN 

1128 | AlPetemn Wee at 

1927 ‘AiPeterson =... 5 - B ATS 103 1953-54 

4228 ||| “ste honsan SesseeseneeeSenee 33 

tao | sel Thorson Seer eregtt pase as 

1900 |< | om hap Beate wee Te a7 

19 Yam atop { Sesseesanneesenen at 

fom... a Olay [ pesseeseneee:Seeee] 110 

193 | “il domson Peasant Wires 107 

ta ||| Spay eng  peaeeeanee jenee yor 

ag |! paying Teiatia seri ae 103 

oe ||| eng Brcesoeresias Bec ee 122 

1907 Fed re tL peeeeenannne \eeeer) a8 

1908 | Fed re ences twnew 107 

1999 ‘Howard Engleman (So.) 8 ~ rs 122 64 a 
1340 Ralph Miller (So) 5 - 3B 28 ar m 
ott «Howard Enea 3) sie OSE isda ee 2S et 9° 
192 ||| Ra ier i eeeeesaneer Sener" rae fe} 
19 ||| | oto semetachr ap 2222220222) sel) 163 a 
94 | >< bonBanngen WS oS ss pw aes a7 3 
yo | ||| chare ont Ric sosezenins Bice a7 5 
16 ||| char Bk) [ eeeeeneneee-seeeee 163 g 
yor | che 6) nor OSS i ots ha 

1948 | || Otto Schnetbacher (x) 8 ~ 8 203 135 9° 
tavo | ||| Gene Peterson 2) [ eeeeeneneee 0000-1 he x 
1950 | ||| Oye Lovet a) 2M oS 28 

1951 | || Chde Lovet (2) 25 sta 28 

12 | ||| Che Lovet x) pe 2212 ta m6 

toss Bom Uh pea 7 as 

1954 8. H. Born (x) 13 = 38 130 

15 |||! bas Dots) ee 37 159 

4966 | Mastic g 18 Ea 40 

taer ||| | when). STS sous ‘00 26 

49s | || |v Changed) 28 ea m1 

toeo | ||| Ron one x) 90022222 6 0 

1960 |||! ene tow 0} m0 on 28 

496) | || vayneHotone ry i si7 I 

Yoo || Jey are 203 si? 27 

1963 ||| Gerge rss 166 ri 2 

1964 | || cep sell) 186 60 ta 

toes ||| |W Wey 29 ‘a7 as 

166 | ||| Wate Wee x) 20 9 a7 

1967 | “Rodger tense) 26. gr 26 14 

tsa | | Joab Wie Ur) Caan eens 3 153 

460 | ||| bave eich 6a) C aeee eee 8 ‘1 

taro | baw Fab a8 cia ONG =. es 25 

47) Dave ein 8) nee anes 576 12 

tora ||| ead Saher) eA ee 9 233 

1073 || ek te 0) a2 Dag LS 2 163 

4974 | Dany kg Mc g Pret a a 

tov || ek ute x) Uae Peer BS us 

1076... “Noman atk i). ae twat 36 43 

1977 John Douglas (it). 26. 223 ao. 57 192 

478 bamel vein fe) |= L292 ag 2 m2 135 

4970 | << bamel Venn 2 => 29,2 yep 222 rs ‘et 

4980 | bamet vein er) 2228.2 Sagg 2S re 165 

ost | Toy ode) aor eimerete soe 38 

1982 David Magley (Sr), 27. 183 -. 468 73 

toe << cat Hey bo. 02 22 yp 08 ta 

tae | |! cat Hey i) sini solamercea= 58 168 

tos ||| Ron Kelog Gt, cue peaeaae 7 78 

1986, ‘Danny Manning (So.) 39, 279 ~. 653 167 

1967 | bamyManing Ge). == 36. 23a 60 na 

1988 ‘Danny Manning (St). 38. 381 9. 42 248 

toe | || At eton 3.02222 es 0 77 

tooo | <1 [eve Pita 68) 222223522 are a 06 145 

toon Ty Brun 2 eee OORT Pa 60 

tone |< Recs tn). 3022s. 513 160 

tong ||| Rex Ws €3 36002227222 st 153 

1994 ‘Steve Woodberry (Si) 36. 188 74 5A2 155 

foes | || Jarod Haase 6a) 302.2 wlll at 150 

Yooe |||! Raf aft 6a) ceeeeet’-eeeer ra ia 

Yoa7 << Rat aft). eee een ‘ee 185 

tooe ||| Pau hee eneee ener 7 2a 

tooo |! ee Ghmowth Go). = Uaa. 22 Steg a 135 

2000... . . Kenny Gregory (Jc) uM. 199 2. 6 128 

200) Kenny egy x) Eeeeee.peeeer 1 a 155 

22 | brew Gann te) 37.22 a2. St0 ma 198 

2003 ||| Nick clon (2) | 38 281 3 702 185 WAYNE SIMIEN 

20k | Waye Simin. 22.222 am 2222, es 7 2004-05 

2005 Wayne Simien (Sr) 26. 191 4 582 23 

206 | Brandon st) eee ae rm 135 

207 | radon sh 60) ga 222m 222225 28 138 

208 | radon ast). Be ao 22 Lb 07 133 

20a | Sperm Clns ey > as. 22 aap Sa st aa 

amo tenon Ces) 36. 222 has 22 S70 = 185 

dott = Mares nts E eeeeee eeeee fet 172 

uid Thomas bien 8). = 138,222 agt 227 ea 7 

ora 2 LBentelamore fe). 222 T3722 aga se 159 

2nd teen Wg == 2135.22 hag a 7 173 

amis | Peny EGO) Er eeeeet -eeeee Be ra 138 

aie Pemy Es) sul ilawi22lee a 169 


172 ae” Field Goals 


1985-88 DANNY MOST FIELD GOAL ATTEMPTS 
Date ent 
Se hed Sars re opr 
Since 1908-09 
5 25 Sern OOS 32008, ND. Sale 
FIELD GOALS MOST FIELD GOAL ATTEMPTS/CONFERENCE 
FG, Player Date ‘Opponent 
Sed Seton Peo rics 
Since 1988-09 
2000-03 Zi brew Gooten 21-00 i 
858 NICK Most 10 OO ATTEMPTS WITHOUT AMSS, SOLE AME 
‘Opponent 
10; ban Ming ovata Sate 
{o.Nm cox ‘ara Sate 
2 tm ot Tes Teh 
= Ci caes Gonmate 
2 ia anil met 
[MOST RELD GOAL ATTEMPTS WITHOUT A MISS, MULTIPLE GAMES 
1995-98 FG. Player ate plomatens 
825 RAEF 16, eg reg 1-23-88 1-26-86 MU, Louse, 0, 5 
Year Fo 
FIELD GOALS: 1975. Fick Suttle (Sr) 160 
1376222 Oo ise 
{977 ..-. Jam ils 2 
{ore °°. Sam Dams ise 
1950-52 438.022 Damet line 6 ie 
1900... Danette 3) is 
fet 22.2 Tomy a ies 
1922.02. Magy i 
49mg... car ey 1% 
464-200 Gar Hen 200 
FELD GOALS 49202 Ren og 250 
1966 “taney anong 28 
{eg Sy amg a 
CAREER FIELD GOALS 1989 paler ie ot 
FIELD GOALS MADE 1980 °°. Man Raa isa 
i Banyan, 1985-88 ay te... Rey ies 
1985: 7 i vate 188 
2. Nick Collison, 2000-03 ‘8 SINGLE-SEASON FIELD GOALS 1983. fet Wales 8. 179 
3) Rant Lent, 195-8 2 ‘FIELD GOALS MADE 198° Rha Se) ios 
1 Ode tones, 195058 i parpimenveer aad Steve Vey 138 
5 ce a M5... dt Hasse 60) te 
§ er = Gye ovens 1950 1006.2 Roa are! Bo) is 
zi 56 3 Danny Manning. 1987 ur 17 Rael LaFrentz (i) 261 
4 ok paren der eae) Ea 
A : SS ieee 32 Jomo... ene enon Ga) 16s 
10, Pale, tob-08 ek Colooy Fe 2000... Kew Gop un). 1 
11 Mak and, 9878394 oT Dayar 8 35) Zoot." hemy ogy 6 2a 
B 60k a Laer tre 3) Zona’ 2°- "brew Gand 2h 
8 ct qeoeaun ey 37 Gans. Mca 2 
u 63010, Thomas bam, 2012 BR Zoe. 2 Maye Sen 30 
is as Foe ure 287 38 Zot Maye Sn 3) im 
ie a0 205... Bron as) in 
17 an Kg, 283-86 S07 “FIELD GOALS MADE/CONFERENCE Sear. aang i” 
ik Player, Yor rom — 2008...-‘Danet rt 82) Be 
FIELD GOALS MADE/CONFERENCE gee aM... Been ame ph BY 
Rik. Player, Yours Fom v0... Seer Goes 8) ‘esi 
1. amy Manin, 1985-88 So! FIELD GOAL ATTEMPTS Bont... Mer 0 20 
Bi Player, Year pax 2012.0... Thoma ean Ui 2 
FIELD GOALS ATTEMPTED Gyo, 1952 OA i... Benelamoe Fl ‘8 
Rik: Player, Years Diy Nang, 1568 2S Zaye gee i 
Te any aang, 198-88 3 Bid Savor 872 ais. __.-/peyeneu is 
2. Gye vette, 1950.82 i at Gxnein. 1957 Sip te. am eS) a 
3 Mi coton, 260003 Drew Got, 2002 ie 
i Rae Cent, 16-0 & Dorey ty, 1587 3 FIELD GOAL PERCENTAGE LEADERS 
5, Steron Can, 2007-10 Pal Pee Te 3 MINA ao arreMPreD) 
& Bd Somer a70-72 © Ghosts 1581 2 Prayer Fo FGA PCT 
7 Dive eo 1300-71 Dave Rone, 1970 i fo Site 100... 310... BIB 
Rath Langer, 200205 40. Shanon Go 2008 3 fen om i ane a 
Dame lene, 378- ven toe ee a 
1. Poul Perc, 1096-98 ELD GOAL PERCENTAGE Nesta ‘3 3 
fis, 2013-16 ‘W attempts i 
Re Player Year Fo FGA Fa% oe ors 8 519 
Mantra 1980 BO AB Ver tech 08 as 
2 Mark fant 291 Fee eee eb kg 119 a 
& etwas. 1926 ea rab kg ue i 
4 Dame adn, 2008 tho ae Car Hey 208 ea 
5 Soa kan 08 Yate ers tre Dek 173 ory 
& Dany Nang, 1587 Pipe eer] Darya 2 00 
Freeman West 1988 tit igt et Sie Oeang joo. 00 
& oud So, 1988 1g gee coca Carey ane a7 or 
FOR Fa% 9% Kettonnou 1978 3 dae ea Sam mn at 3 
Fig..." 10. Mar Raat, 1990 18.15 en Nan ara 2a ue 
0 ae (ep Desig 1586, {duo oan Nan Rae ies ae 
pte. as Dye, 1506 blot eee) Mak anal ae a3 
et how Set ‘3 ea 
Echeeet curd Sct is cos 
eet Row Sot ‘8 3 
faa (ey Gog iat 6 
ee Sol Pos 123 ae 
pee Foal ei et ey 
ae Pal ret 2 or 
ee foc Srrd ite a3 
tote xeony ep 28 a7 
Be Be Nita a7 sar 
Sos No eon 26 23 
quiere No Cen Za ea 
eas ‘Wane Sen 20 532 
ane ‘Ware Sma ist $2 
aed ‘han gt tat 34 
fea ‘ka he i ery 
Domed asa me 
Taste Cae ach 1% 8 
Nas ars 174 510 
Mae ris i Se 
Sethe 8 Se 
“et he. 1 sa 
Bey he i 3 
fen ie er 
Pen is 237 st 


3-Point Field Goals 


1999-2002 MOST THREE-POINT FIELD GOAL ATTEMPTS: 
Date Opponent 

12225, “Temgle 

B OSC EE sae 

H 32308 ‘aroona 

15a. iic.Siae 

THREES MADE ipapa7, anal 
3a Marfan 

202 "eas 

$1598 ode land 


1995-98 BI LLY otk ee 
269 THOMAS a 


13-18. {bea State 
31883, Bal State 
22T16 Tas Tech 
T1135; Hothern Colorado 
1210-14 Geargetoun 
S307. 


pa KIRK 
236 HINRICH 


THREES MADE 


ne SHERRON 
232 COLLINS 


THREE-POINT FIELD GOAL ATTEMPTS MOST THREE-POINT FIELD GOALS/CONFERENCE HALF 


Ri Player, Year aFaAs ne 
1. Terry Brown, 1931 27 br 'e c:. oe 
1 leno, et. a Fiat cy Aohbe Se 
-POINTERS = ay os 1 a 
CAREER THREE: Sed eomtes, one Ce = EL iene 
MOST THREE-POINT FIELD GOALS 5 eettwreh 2003 (Tiida emt canal a 
Ric. Player, Years sFon& Tey 180 2s 
1 Sof Bose 8302002 ye 32 YEARLY THREE-POINT FG LEADERS. 
SA enone a me OS Baath SIRF... Koma 6 z se 
Shanon Gling, 2007-16 Zo 1h eves tone 19198812 owon Fy a 
5. Brno sh 200508 211. Grama, 2008 fot 1998-2 ewn 60) & 209 
& tary Bm, 138031 3002 yetmeog 2oit $90 1380000--Ter Bom Ge) = 254 
& eo o80 a een 10a Ron s 28 
js, 3 
A eee te twnee-pomrr FeLD GOAL PERCENTAGE Hg a 8 a 
11. Jerod Haase, 1995-97 156 | meal 1985, Jerod Haase (J). a 216 
12 tem Pic 0675 otk Player, Year SEGM SEGA 3FG% joie | Jee ae) Es tee 
sin ee 2 Aaron ies, 2005 cee eae amma mt 1 ise 
Pg elena . gras, S| Same Gee 2006 St... 8 82 a0) Sel coates a 239 
Player, tte ie 
dete Sze eS taken Soo fete ae pepe | 19 & ae 
2 Bly mas, 195-56; SG re Ro 2010 ag 3 oe. detemoes 6 io iar 
3 Srna Cal, 007 83 deen 206 Ca ae Sateen e rd 
es 8 Mato Guiness, 2008. 73... 158 8 2004 “AR Giddens fr) 7” 224 
5. Jey Brown, 198031 4 9 Pad Pere, 157 Son Se eee & a 
7 dood hase 130-57 a1 a toner, ae 0.2 $ Zane... ron fen) Ey is 
; Th tin Nei tone od fee] 
8 Wayne Sein, 201416 oq 2 oa Boge: Agana an zB 1 
A Mi 10-98 Sk GeaGaa. te BSc 8) Bp Sonam % 3 
; 1k Bode Cian 2 i ral te 
11. Elijah Johnson, 2010-13 430 15. Peny Elis 2016 28. a 438 an : n is 
‘Mario Chalmers, 2005-06 0 15. Steve Woodberry, 1994 74. 170. 435 ae Lelpecly & 12 
ta, Mae Gules, ons : Ed ; 2012-1 Seon Gi). @ We 
; 2013... boniidonor 8 1a 
THREE-POINT FIELD: _— THREE-POINT FIELD GOALS MADE PER GAME Bote 2 Ran Teperinge ig) iz 
TyREE-POWT FIELD GOAL PERCENTAGE Ae Binge ear ¢ wo Boo tesa He 
ccnen ce arom 260A. aro% "Seaton SA oe *aram 60} B 1a 
p 100 Bho AS ay tmas fos toe 22 YEAR PCT. LEADERS 
THREE-POINT ci 
3 Some t Ryser Sock ERTS NTS 
i 6B Near 3FG OFGA PCT 
5 Be 600482 SINGLE-GAME THREE-POINTERS 137... Kem Pict Bo 0g 
é 426... dake $0220 BeBe 3 
: PRUNE sogy Winwiceaeer ra GOAES’ 199 Mt Newt caer) 155 
A ae eer : 1 ae ee ies 
A 16am foe. Pane ae its 
10: poses cae PRD NC. Site gage 2 dois Jordan 53.00.0130 408 
i cae eee fous fo <2 Se men ae at 
tt. aetna 8 Sy Rama ee eee) eae st 
% We eens | EAR Gans Se... mas rine 3a 
is 1998. an er oe 2 
‘SINGLE-SEASON THREE-POINTERS Peedi Cee ea Sot a 
‘ Zia Heyer“ Ranaperam, Eee | aro 
MOST THREE-POINT FIELD GOALS 7 kay Som Ate Sate) er cee a Hs 
cH 
Fic Playa, Yoo, SRG Hes stb Oe! Gahan 2 Gibbons 21319 2° a re 18 sas 
2 Jet sdes, 202 110 a2 Michal ae Be sao 
Barts MS MOST THREE-Powr FleLD GOALS/CONFERENGE ay eee eee mi 
Tey Brow, 1200 fo 8 hays Crees te Sata 30 its ie 
&. Fartiaee 1308 S  tiRasswe ites See rae ote re 
1 det bose, 200 SP eootese febesa Dann Maro hae. Fe ioe 
& Bantonfush 2008 m6 Bish Jeon ioe Ste 3. By Monge oo SO io 
Set eosnee aus 5G Senlitemor fame Sate oy. eco a ag us 
10. Shon Cl 2008 7 8 Senlelemere ta te theese 9 rf 
lesson : a Boi Bo 
6, Jeff Boschee ‘Kansas State 2014 ‘Naadir Tharpe | 43. 14 a7 
6 Sean Pearson : ert 2gis mtae ee ga 
6, Adonis Jordan. Nera 2016. Bramnen Greene Bente. 492 


§OOs GHODSY 


174 2016-17 


1978-87, 


4 DARNELL 
41 VALENTINE 


Free Throws 


509 PAN 
~~ MANNING 
46 
sono 462 POBISCH 
1957-58 ‘Thomas Robinson, 2012 29 
: ats 2 
Danny Manning, 1988. 23 
aaa CHAMBERLAIN rome “ 
a 
THR( 45 
bre Te TB eo 
ma 
CAREER FREE THROWS 2 Dale Greenlee, 1974 a3 48. 6 
areen eae: per Podge 
Etat uw ise 2 8 oF 
eter 2» ice Eb aOR 
Pee os z 
& awe fan 1000-71 4 § Cake open 1384 Boe 
oo $ taee 2 Pe 
i; iemears f Eee 2 Be 
; Bee 2 ty 2 8 
i oe ¢ "SSe 2 88 
gabe SINGLE-GAME FREE THROWS 
pa guste cue rs 
as io 
1.” Damel alening, 1978-81 Tet "2 Mer og 2teian ratce 
Per Se ee 2 
; ees gee a 
oe 2 en 
: Bee fs a 
; oe EB 
| Bees i Sy ee 
{Boe 2 pegmenmomcogmacs 
{Sou : eee oom 
oe 
pil cera a 
(Minimum 115 attempts) 
—— a 
eee seen ow ren 
Sen EY Fe oth 
P Bera Bok 25. 
ifooe eB me : 
ite, 2 2 a 
ioe. 8 E terme 3g z 
7. Sherron Collins, 2007-10, ua 426 18, Keith Langtord 4-204. Villanova 
ies 28 
ieee FS co elements 
(fone 2 8 seiner mows memos 
eae 
SINGLE-SEASON FREE THROWS ‘Since 1988-89 
INGLE SeAs0 “fee 
. oe 
M poeerecnmownacemos 
2 es 
2 
: So — 
& 
) ee 
FE poperernmoenacangeconnges | 
: fas 
SS 
& Sie 2s 
Ee eee eed 
Sie ae ed 
. gk 6 
~ 
SINGLE-HALF FREE THROWS 
SOLE HALE FREE 
oe 
39 14 @neh, Tyshawn Taylor. 1415-11 ‘Kentucky 
2 
= eras 
a 
0 11 (139, Wayne Semen 212405 ‘Colorado: 


CONSECUTIVE FREE THROWS MADE 
36, Spero Cols. 
34, Wayne Simin, 208 


Year Player FT 
1975 Fick Sule Sr) 73 
1976. Norm Cook i) 4 
1977 Jofn Douglas (i) 3 
1978 Darnall Valentine (1). 108 
1979 Darnall Valentine 50) 136 
1980 Darnall Valenine (ic). 153 
1981 Darl Valentine (), 148 
1982 David Magley (Sr) 10t 
1988 Cat Henry (a) 14 
1984 Car Henry (2) 120 
1985 Greg Oeding (i) 101 
1986 Fon Kellogg (1) 134 
1987 Danny Manning (2), 165 
1988 Dany Manning (¢) nal 
1988 Mark Randal (0) 9% 
1990 Kevin Prichard (Sc) 108 
1981 Mark Randal.) 13 
1982 Rex Walters Jc) 115 
1983 ex Waters (S:) m0 
1994 Steve Woodbery (). 9 
1985. Jerod Haase (Jo), $05 
1986. ‘Jerod Haase (i). 102 
1997 Rael Lafrentz (i) 3 
1988 Pa Perce (0). 163 
1999. Erie Chanot (S). 13 
2000 Ec Chenowth (c) 66 
2001 Drew Gooden (0) 105, 
2002 Drew Gooden Ur) 154 
2003 Nick Cation (1). Ta 
2004 Wayne Simin Ui). 187 
2005, Wayne Simin). 142 
2006 Russel Robinson (0) 92 
2007 Mato Chalmers (So). 87 
2008 Darnall Jackson (Sr) 103 
2009 Sherron Coli (i) 132 
2010 Sherron Colins(S). 118 
2011 Marcus Mors (1). 148 
2012 Thomas Robinson () 163 
203, Jet they (Si) 17 
2014 ‘Andrew Wags F) 176 
205, Pry Els (i) 19 
2016 Perry Es (8). 139 


FTA PCT 
1975... Fick Sut, FS vss WE severn TRS 
1976... Ken Koenigs [eer eee} 
1977... Ken Kooigs. TB BB BAT 
1978... Daal Valentine 906.220 Ma 2a 
1979... Paul Moke 87200212021. 725 
1980... Tony Guy. 84.22 107.2785 
1981.22 Tony Guy 4B 2.965.022. 776 
1982... aid Magy. HOT 921 88S 
1983 2 at Henry. waar 2 6 
1984... .Cahin Thermson OT TB. BB 
1985... Ron Kelogg 97.2251 84 
1986 Ron Kang 4960000098900. 00 aa 
1987... Danny Manning 165.002, 206.0002 780 
1988. Kevin Prichard 880000. 19202. 739 
1989... Kein Prichard 83.000. 108... 769 
1980... Kevin Prichard 906 022.930.0002 1S 
19812. Adonis Jordan non 932 2222 765 
1982.2. Rex Walirs 115.000.139.000 B27 
1983... Steve Woodberry 872.20. 992... 879 
1984... Steve Woodberry 9200000997200. 786 
1985... Jerod Haase 905.0222 143 02 788 
1986.2. Jerod Haase 902222093622. 750 
1997 2. cque Vaughn Cee eee) 
1988... Ret LaFrentz YN oo 16 8B 

Paul Perce Y68.0000 22120 7a 
1990... Ryan Raberson nore. ana 
2000 Ee Chenowth 662000. B87: 
2001 ik ich 91 108. BAS 
2002 ik wich 84002 104202 a 
2008... Aaron Mies 78.0. 104.102.2750 
2004... Wayne Smien 3672. 0622. B11 
2005 Wayne Siien naa ama ats 
2006... Maio Chalmers. 89.000. 118...2. 78 
2007 Mario Chalmers. 87.00.23... 770 
2008 Brandon sh e722. 6 27a 

Fusel Robinson 88.008 TD 
2009... Seron Clin 992002 6B 2 78S 
2010... Shean Clins 6.2020 936 2220 085 
2011... Tyel Reed 79.022. 99.0... 798 
2012. Jett Withey 426.0220 456 22.202 a5 
2013... Ben McLemore a0. 02029382270 
2014... Andrew Wiggins. W622. BOT TOS 
2005... Frank Mason tt 30.22.2940 222202 786 
2016... Pen lis... 90.077 785 


Rebounds & 


1,187 MANNING 


ae RAEF 
1,186 | »FRENTZ 
a NICK 


1.143 Settee emetic 
5 1958... | Wt Chamberiain ie) 367 75 
REBOUNDS 1959 | ||| a Briges a) 33 17 
1960 || am ges ey 385 138 
961 ||| | Ba Brges 6) 3 143 
. 1962 || im Dumas (1) 28 a 
a BILL 1963 | > George Unset ie) 199. a0 
1964 || Gage Used) 14 14 
1965. || | Water Wesley (x) 2 a8 
5 1966 ||| Water Wee (2). 20. 93 
1967 ||| | Ron Fra 2) 185 6a 
1968 ||| Dave Nash 138. 65 
‘REBOUNDS 1969 ‘Dave Robisch (S0.) 199. 74 
1970 ||| Dave Rbich (i). a4 21 
1971 |< Roger Boom fx) 322 n 
CAREER REBOUNDS t 1972 Bud Stalworth (S.) 199. 17 
FIELD GOALS MADE 1973 ‘Rick Suttle (S0,) 25 82 
Fk. Payer vers goes var Day Rt aa m 
1. Dany Manning 1985-88. 147. A187 1975 ||. Naan Cok Ur) 2 a2 
2 Ret LaFrente 1995-98, 131 1,186 - 1976 ‘Norman Cook (St). 206. 79 
3. Wek Cosson 2000-08. a2 1s ; 1977 || He Nobles (2) 230 82 
4. Bigs 1959-61 | Mento eK 978 Pad Mesto) 2 a5 
5. Ge Chenowth ee ae eet a 7 ele arn Bo ya79 || Pat Moke) 242 a3 
6 Drew Gooden, 2000-02 ry pe See 1980 Ja rat) 1M 4a 
7. Wayne Simien 2002-05, 106... 884 10. Bi Bridges: 1961 | 25 353 boty fet Homey fe) 208 65 
8 WitChamberin 1957-58. 48.000. 877 11 Bi Bdge 1959 | 25 3431882... David Magy (x) 2 84 
9. Cale lich 2008-10, 111... BO 12. aot LaFrentz pe Seo TSS lly ght) 210. 72 
10. Scot Polar 1994-97, 128.2. 850 Dany Manag 1986 | 38 3a2 «1984. ell Knight (x). 226 70 
11. Clyde Lovellte 1950-82, 80... 839 Dany Meming 1987.38 ery 1985... . Danny Maning Fc). 258 76 
12. Perry Elis 2013+ 144... 834 15. Reet Lafrentr 1997. 36. 335 106 (Greg Dreting (Sr) 262 67 
13 Dave Rich 1960-71 3... B15 1987 << Danny Manning Ur) 32 95 
14. Gro Ostertag 1902-95, 127... 70 1988 © Danny Manning 6). 32 90 
15. Thomas febreon 2010-12 108... 783 avg, rep 1983... Mark andl 60), 208 67 
16. Mark Randall 1987, 89-91..000.132..... 723 W7....211 1990... Mark Randall (Jc) 216 62 
17, Pad Mokesk 1977-79 88... 680 Tat, 222) 1908 = A Jamison cd 64 
18. Mars Mons 2000-11 108...) 676 1982 ||| chard Set, 150) aq 
Pad Pierce 1996-98, 108... 676 1983 ||| chard Set) 189 53 
20. Markiett Morris 2009-11 109. 662 avg. 1994 (Greg Ostertag (t). 7 88 
21. Greg Dreing 1984-86. 104... 650 Tos 1985... Greg Ostertag Sr). 2a 75 
22. Roger Brow 1969-71 a) 189 y996 | | Rat Laren fS0) 78 82 
23. de they 2010-13. M7... 628 YES 997 1 at afreey 335 93 
24. Nan Cook 1974-76, 3... 624 Ted 1998 Rot afr) 32 na 
25. amet Jcton 2006-06 128... 612 1321990. xe Chenowth 6) 301 a1 
28. Fictard Sot 1991-94 197... 607 Tae 2000. Drew Gooden Fx). 248 15 
Pree zl 1968-71 3.0... 607 132200 | 2 | cheno 62) 250 76 
Yea 2002 | Drew Goan 2 in 
In A Two-Year Career V2 zona ick coon) 380 100 
Wat Qumran 1957-58 48......87 T2004 Wye Sie Ue). 27 93 
In A Three-Year Career Ted 2005 Wayne Sien 6) 287 no 
Bit Brges 1959-61 78....108) TS 2006 2S rand rsh) 195 59 
2007 - ||| on Wight a), 238 78 
HIGHEST REBOUND AVERAGE 2008. Damel Jackson G0) 267 67 
Ak. Player ~—s ‘ie 2009 ||| Cle leh) 287 in 
1. WH Chamber 1957-58 a3 =. en = a 
2 Bal Bidpes 1959461 t nt a 
Wea tapas pi a Opponent 2012... Thamas Rabieon Uk) 3. ns 
a Cau pace a Tova Sate 2013 Jef Whey 2) 316 a5 
< teonten tnt re Nonimestom 2014 || doe Ent ). zr ai 
< (peo penal se Nortmesiem 2015... Peny ER Ut) 24 69 
a, tires porto ar Wasingon 2016 | Landen Las). 243. 68 
8 Ron Loneski 1957-59 cry pr 
9. Wayne Simin 2002-05 a3 ‘ona State 
inter Wey 1964-66 83 hans 
11. Danny Marning ar aa 
Joel Embii ar heen tide 
Raer Brown 198971 ai tena Satz 
Gene stn 195557 a Moai 
Teas 
SINGLE-SEASON RECORDS 
MOST REBOUNDS 
Rk. Player Year G REB ocamaneel 
1. Wit Chambers 1957 ..Z7 510 
2 Thamas ation a2. 163 tora Ste 
3 Drew Goden zone | “37. 23 
4. Clyde Lovett: 1952 . .31 410 ‘Northwestern 
5 Ge Aicn 209. 35 7 
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176 2016-17 
2002-05, AARON 
954 MILES 


paces JACQUE 
804 VAUGHN 


Ac CEDRIC. 
684 HUNTER 


won KIRK 
668 HINRICH 


ASSISTS 
CAREER RECORDS 

MOST ASSISTS. 

Fk. Player, Years Assists 
1. Aaron Mies, 2002-05; 954 
2. Jacque Vaughn, 1994-97 808 
3. Codie Hunter, 1984-87 eae 
44. Ki Hines, 2000-03 668 
. Darnell Valentine, 1978-81, 609 
8. Tyshawn Taylor, 2008-12, 515 
7. Adonis Jordan, 199 568 
8. Sherron Cats, 2007-10 552 
9. Russel Robineon, 2005-06. 500 
10, Kevin Prichard, 1987-90 499 
11, Ryan Robertson, 1906-99 485 
12 Mark Turgeon, 1984-87 a7 
13. deft Boschee, 999-2002 ord 
14, Maio Chalmers, 2006-08 20 
15. jah Jonson, 2010-13 399 
16. Frank Mason i, 2014, resent 389 
17, Steve Wootber, 1981-94 361 
18. Jerod Haase, 1996-97 33 
19. Danny Manning, 1985-88 ae 
20, Tony Guy, 1979-82 3a 
SEASON RECORDS 

MOST ASSISTS. 

Rk. Player, Year Assists 
1. Cade Hunter, 1986 278 
2 Aaron Niles, 2002 282 
3. Ryan Reberson, 1998, 28 
4. Aaron Wes, 2003, 28 
5. Aaron Niles, 2008 202 
6. Jacque Vaughn, 195, 238 
7. Ri Hie, 2001 29 
8. Jacque Vauohn, 1996 228 
9. “Aaron Miles, 2005... 216 
10. Cade Hunter, 1987 208 
MOST ASSISTS PER GAME 

Rk. Player, Year Ge AST AVG 
12 Jacque Vaughn, ¥905 Bh 238. 758 
2. Aaron Wiles, 2008 33... 202. 73 
3. Aaron Nes, 2005 30... 216. 70 
4. Cadre Hunter, 1986, 39.278. 713 
5.» Krk Hie, 2001 33... 9. at 
6. Aaron Nes, 2002 37. 252. aai 
7. Jace Vaughn, 1996 M28. 56 
8. aron Mies, 2003, 38. 2a. a2 
8. Ryan Roberson, 1998 30. 248. 635 
10. Cedi Hunter, 1987. 34.209. 815 


‘GAME RECORDS (BEGINNING 1973-74) 
‘MOST ASSISTS 


AST, Player Opponent 
18, Tom Kiso Nebraska 
18, Cede Hunter. Oxahoma 
15,Aarn Mies eras Tech 

Cedric Hunter Duke 
43, Tyshawn Tayor Ohio Sate 
13,Aaron Mies Emparia Site 

3 Aarons Teas 


Assists 


13, Jacque Vaughn. 
13, Jacque Vaughn. 
12, Naace Tape. 
12, Ej Jonson 
12, Nase Tharp: 
12, Aaron Miles 
12, Aaron Miles 
12, Aaron Miles 
12, Ryan Robertson 
12, Jacque Vaughn. 
12, Jacque Vaughn. 
12, Adonis Jordan 
12, Cade Hnter 
17, shaw Tayo 
11; Steron Coins 
11, Russel Robinson 
17, aon Miles 
17, aon Mies 
1, Aaron Miles 
17, Aaron Mies 
11, Aaron Miles 
11, ron Miles 
17 ik Hi 
11. ek Herc 
11, Ke Her 
17, yan Robertson 
11, yan Robertson 
17, yan Robertson 
17, dscque Vago. 
11, yan Robertson 
11, docu Vaughn. 
17, dace Vaughn. 
1, dace Vaughn. 
11, docque Vaughn. 


By A Senior 
18 Tomko 122973 Nebraska 

By A Junior 

16, Cae rer 3886 ohana 

By A Sophomore 

13 Aan ies 26-02 Emporia Sate 

13 Jace ogi, 4758. sa 

By A Freshman 

15; Aan Mies 350 Texas Tech 

MOST ASSISTS/CONFERENCE 

AST, Player Date Opponent 

13 Ar es aaa Teas 

12, Nai Tape 12914 ‘va Sate 

12, Bah Jtnson 3413 Tena Tech 

12, aro Mes 1317.08 Tens AaM 

12 aro Mes 342 Neb 

SINGLE-HALF ASSISTS 

MOST ASSISTS 

AST (Half), Player Date Opponent 
10 Ged, Aaron ies 330. Tens Tech 
9 (150, Bijan Johnson. 3-413. Texas Tech 
9 (ts, rk Hic 22501 Nebraska 
9 Gre yan Reberson 2.75-8 Oiehoms 
9 ts, Jace Vaughn 3.15.95 86. Siate 
9 (180, Jacque Vaughn 17-95. SMU 
9 (ts, Tom Kio 1229-73 Nera 
3 Ge, am Ko 12-2073 Nebraska 
MOST ASSISTS/CONFERENCE 

AST (Half, Player Date Opponent 
9 (150, Eljah Johnson. 3-4-13. Texas Tech 
9 (ts, Krk Hic 22501 Nebraska 
9 Ge, Ran Reberson 223-88 Oklahoma 
YEAR-BY-YEAR LEADERS 

Year Player Assists ave 
1875... De Geel 101 a7 
1976...” int ohn 5) 6 25 
197... He Nes) 7 28 
1978... Dame Valine) 130 45 
1979... Dame eine 0) 170 58 
1980... Dare Vlei ey i 48 
1981... Daal eine), 168 53 
1982. ‘Tony Guy (Se) 103 38 
1983.0 Je ult) a 30 
1984.2... Mark Tron 138 43 
1985... Cec Hater (5) 145 43 
198° et Hater) m8 74 

1987... ec Har) 209 58 
1988. Ken Prichard 0) 113 29 
1989... Scooter Bary 155 87 
1980. itched 2) Te 81 

1981-002 orn a) 154 a5 
1982... Ado on 0) 1 a4 

1983 Ads Jorn) 163 45 
1994, Jacque Vaughn (Fr) 181 52 
1995. Jacque Vaugtn (So) 238 WT 
1986 "°° Jace Vaughn Ue) ws 86 
1987... Sos Vogt 2). 182 82 
1898... Ryan Roberson). 28 6a 
1998... et Bote 2 a7 
2000 ak inch 1% 38 
2a rk Heh) za 89 
22. aro es) a2 88 
2003 Aron Mes 6) 24 8 
2004... Aron Mes) 22 73 
2005... Aaron Mes 6) 26 72 
2006 1 Russel Robison i). 182 46 
2007 ssl Robinson 2) 161 44 
2008... Maio Ones). 18 43 
2009. Sher oti (i) im 50 
2010... Sher Coie (1). 181 45 
2a pha ar 164 46 
2012... Tym Tar) 185 48 
2013... ja tne) 16 45 
28. Nad Tharp 19 50 
2015... Frank Mason (0) we 39 
2016. Frank Mason 1% as 


Steals 


1978-81 MOST STEALS/CONFERENCE 
DARNELL. Sr Payer Date Opponent 
7tsn aren tes aes ie Sale 
tah tase et 8 ire Sa 
5 2nd en Wage 3-14 Wat pia 
‘STEALS 5 (180, Xavier Henry. 1-20-10 ‘Baylor 
ee MARIO YEAR-BY-YEAR LEADERS 
Year Player ‘Steals wa 
1573... Citta Fe 2B a9 
1376... tem Go) a 12 
STENS 1877... Skim Dos) a 1s 
1570... Dame ne). ry 28 
1579... Dame ene 6) a 3 
mee {980 Dame oie a 23 
AARON 1901 Dame oe 6 2 23 
toe Magy % 13 
MILES ee coo 
1980 eat ewy 2 13 
STEALS 1985, Danny Manning Fr). 8 AW 
1986... Dany Manin 62} Py 21 
1987... Dany Maing 2 ut 
1985-88 1980... Dany Maing 3 0 13 
| DANNY pi nlm - ie 
250 Kean Pichr a 17 
MANNIN a meena 
1901... Auo Jana i), ry 23 
STEALS 1992. ‘Alonzo Jamison (Sr.) ] 26 
1983... Ado doen 8 n 13 
CAREER RECORDS 1994 ‘Steve Woodberry (S¢). e 18 
MST STEALS 1285. drt Hone 6) = 1 
Pk. Player, Years Steals 1206 dod Hoe 20 
1 Reeabeton a = 1997 Jerod Haase). 7 19 
yon “ 1998, ‘Billy Thomas (Sr). oo AT 
ay ig 858 z= st 1990... Nek Bad) 8 a1 
‘5. Russell Robinson, 2005-08 247 n 2000 ‘Nick Bradlord (Sr). 3 21 
8k eh, 200-00 mm 2 01. mk a a) a 13 
7. Kev Pr, 198730 ‘°0 ry 202. re Gone} & 1B 
8. Nick Bradiord, 1997-2000. 187 8 2003 ‘Aaron Mites (So). on 24 
5. Mon sn 190-5 1a 3 pala et " 4 
10. Ao Join, 16052 its 4 preeeon bg . 
1h, Sodan, 50597 a 7 Feiodehy a Hl 
12 tun ir 200012 2 2 ees - zt 
ste Ces ” 25 
— Steals Say Maret a), 8 12 
1 hmel erg, 178-81 m7 Xader ty). a 1s 
‘2. Aaron Miles, 2002-05, 120 Opponent Tyrel Reed (Sr) 56 15 
Dany Mig, 1988-8 ite Sale sen s 14 
4. Jacque Vaughn, 1994-97 93 hand Travis Reletord (Sz) a 43 
‘5. Kirk Hinrich, 2000-03 90 Kansas State Andrew Wiggins (Fr) a 42 
Mano cher 200-08 ss Paver oaionna é 14 
7 Nove chr 108720, ts ‘we 
8. Steve Woodberry, 1991-94 78 Bayor Owvonte’ Graham (50). s bd 
SEASON RECORDS 
MosT STEALS 
Rk. Player, Year Steals 
1. ate ches, 2008 7 
Nite Ges 207 a 
emai A TURNOVERS 
Dara i, 179 31 
6 Mao ners, 2006, 2 are — 
7. ‘Alona Jamison, 1992 a3 THE KAN: INDIVIDUAL REC( 
am omg 185 ry OR THE MOST MINUTES 
vy, Deets 1 2 PLAYED IN A GAME 
12. feel Rote, 208 7 WITHOUT ONE SINGLE 
18 Rasa naien, ser i TURNOVER |S 47 BY RAEF 
73 FRENTZ, WHO WENT ERRORLE! 
70 ; plsseah Hak 
0 ERTIME GAME 
68 OURI ( E ¢ 
= OUR! ON FEB. 4, 1 
Steals 
re 
re 
s 
‘ 
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2016-17 
178 
2010-13 J EFF 
BLOCKS WITH EY 
9BQ GREG 
BLOCKS OSTERT/ \G 
2008-10 C 0 LE 
BLOCKS ALDRICH 
9,” NICK 
BLOCKS COLLISON 
CAREER RECORDS 
BLOCKED SHOTS 
Rk. Player Years Blocks 
1. ett Witey 2010-13 a1 
2) Greg Osterig 1982-95 258 
3. Cole Ac, 2008-10 253 
4 Nick Catson 2000-03 243 
5. fc Onnowth 1996-2001 242 
6. Scot Polo 1994-57 28 
7. Danny Manning 1985-88 200 
8. Join Grad 1978-81 155 
8. Sasha Kaun, 2005-08 150 
10. Dome Von Moore... 1975, 77-78 1 
11, Rt LaFent 1995-98 138 
Greg Dring. 1984-86 138 
13, Paul kes 1976-79 136 
14. Jamar Traylor 2012-16 128 
15° Bd. Wiliams 1994-97 112 
16. Darel Artur 2007-08 108 
17. Drew Gooden 2000-02 107 
18. Patrick Fchey ty91-04 106 
18. Marit Maris 2008-11 103 
MOST BLOCKED SHOTS/CONFERENCE CAREER 
Rk. Player Years Blocks 
1. eft Wey 2010-13 130 
2. Nick Clison 2000-03 129 
3. Greg Osteria 1990-95 116 
4. Bic Genowih 1998-2001 15 
5. Cole Alc, 2008-10 83 
6. Scot Pola 199497 74 
7. Sasha Kaun, 2005-08 n 
SEASON RECORDS 
MOST BLOCKED SHOTS 
Rk. Playor Year Blocks 
1. Set Wey evens 2018, 146 
2 ett Naey 2012 40 
3. Cie Alc 2010 125 
4 Greg Ostet ese 1984. 7 
5. Cae Ach 2009) 34 
6._Grop Osten 1985, 1 
7. Soot Polar 1996, 84 
8. ‘Nick Colson 2002. 83 
9. Frc Cenowith 999) 78 
10. Nick Colson, 2008. m4 
41, Scot Pod 1997 73 
Danny Manning 1988 73 
43. oat Ebi 2018 72 
14. tic Chenawith 1996. 82 
MOST BLOCKED SHOTS/CONFERENCE SEASON 
Rk. Player Year Blocks 
1. deft hey 2012. 55 
2 (sat Wihey 2013. 56 
3 Cole Aki 2010. 54 
4° Greg Osteriog 194 a7 


5, Nick Cllson. 2002. a2 
5. fic Orenowih 999. a 
7. Joel Ebi zag 3 
8. Greg Osteriag 1985. 7 
8. Cae Adc. 2008. 35 
10. Scot Pollard 1986. En 


Blocked Shots 


HIGHEST BLOCKED SHOTS AVERAGE 
Rk. Player 


Set Whey. 
‘et Whey. 
Cate rich 
reg Ostertag. 
Grog Osta. 


Year 


cy 
a 


2 
B 
3 
% 
s 


MOST BLOCKED SHOTS/CONFERENCE 


BS, Player Date Opponent 
9, et Winey 3243, West Virgia 
9, et Wey. 243-12 oneas Sate 
8, Joel Ei 1884 (atoms Site 
8, Greg Oster 125.94 Oakham Sate 
8, Px Site 211-78 anes Sate 
7, det ey zat (atoms Sate 
7, Jet Whey. 14412 Towa State 
7,0 ich 12510 Misout 
7, tx Calico 31-03, Okshoma Ste 
7, eno 247-28 raneas Sato 
7, Scat Polard 3-497 aneae Sate 
7, Grey Oster, 226-04 Cobra 
7, Dany Maing 120-87 Missouri 
MOST BLOCKED SHOTS IN A HALF 
BS (Half), Player Date Opponent 
7(1sh, det Witey $-25-12.......Noth Caine State 
6 (nd, Jet Wey 163, Temple 
6 (nd Jet Whey. 11-26-12 San dose Sate 
6 (30, Jet Wey 11-26-12 San Jose Site 
6 (nd, Jet Witey. 1414012 iowa State 
6 (nc, Cle Ae 32-00 ayn 
5-18 Times, at, (15 Joel Eb 2-22-14 Teas 
MOST BLOCKED SHOTS/CONFERENCE HALF 
BS (Half), Player Date Opponent 
6 (2nd, Jet Wey. rete iowa State 
5 (nd Jet Wey. 3213, West Virgria 
5 (nc, Jet Wie. 12312 Texas A&M 
5 (nc, Cle deh Teas 
5 (a), Cle lech Meso 
5 (nd, Orew Gooden. anus Sate 
5 (1s, Mek Caison eta 
5 (nd, Nek Colson brake 
5 (10, Ee Chenavith iova State 
5 (nd, et Laren Cobra 
5 (2nd, Greg Osterag bahar State 
YEAR-BY-YEAR LEADERS 
Year Player Bs avg. 
Fick Sule 5) 59 22 
Het Nobles Gi) 38 15 
Donnie on Moor). 51 1B 
Pa Moke (0) 54 19 
bin Crd 5), 57 19 
“etn Craord 4 14 
“bin Craw 52 18 
Davi Mage 7 10 
aly ight) 6 1 
eg Dreding 0). 38 12 
eg Dredg 55 18 
Danny Manning (5), ro 12 
Danny Manning (2) a 13 
Danny Manning (S) 73 19 
Sean Arado () 28 10 
Pesta Mritaren Fc) 38 14 
‘Aonz Jamison/Daid ohaning (k/ 15 0405 
eg Osteriag a 1a 
eg Ostertag Ga) 36 12 
ep Oserag 0). 37 28 
Greg Osertag at 28 
Scat Polar a 25 
Sct Polar 6) 3 26 
ie Chenin Fi) e 18 
Exc Chenoth 6) 78 24 
fe Chenowth (e) 53 18 
fick Cason Ga) 58 18 
ck Cason 8 22 
tick Cason) 7 19 
Dav Padget). 3 ta 
ALR Giddens 50) 2 07 
Cu. Ges 60) a 15 
Darel Aur) 56 15 
Darel tS). 53 13 
oe Arch a). a 27 
(oath i) 125, 35 
Marie ois i). 3 1a 
Jef Whey) 140, 36 
“ef Winey 6) 16 39 
wo Edad). 2 26 
(it Alexander tama Kajor Fs). 37 jana 
sas Tor 6). 3 089 


Double-Doubles/Triple-Doubles 


TEAM DOUBLE-DOUBLES 
DOUBLE-DOUBLES/GAME 


Opponent 
Eset Kentucky 
Iona Sate 
Caffe 
Nebraska 

Fe 


Jackson Sate 


INDIVIDUAL SINGLE-! SEASON 
DOUBLE-DOUBLES 
Player 
Thomas Fobinzon 
Drew Gooden 
Cole Alien 
Peet Lafrenz 
Rae! LaFrenz 
Dave Ratisch 
Dany Yaming 
uch 
are Set 
Nig Callao. 
Cole Alien 
Danny Manning 
sett Winey 
Market Monts 
Nk Coton. 
Rael LaFrent 
Roger Brown 
Ene Chenowt 


CONSECUTIVE DOUBLE-DOUBLES 


Player Season 
re Gooden 200 

Rael LaF 8. 

Thomas Rbinson 2012 ( 70) 
Tomas Robinson 2012 (222-98). 

Wayne Simien 200 

ik Colon 08. 

Danny Manning 988, 

Danny Manning 1987 

Cote Aten 2010 (ia-28) 

Cole Alien 2008 (1125-1279) 

ole Atich 

Erk Chenoweth 

Rael LaFrenz 

Paul Perce 


20-POINT GAMES: 


Player 
any Warring 

Danny 

b 

D 

Rael LaFre 

Perry Els 
Wayne Srien 

Nick Colin. 

Hin 


ae! La 
Danny Manning 
Sherron Calis 


TRIPLE-DOUBLES 


Jeff Withey’s triple-double agai 
and a KU and Big 1 


history. Cole Aldrich’s ‘ripk 
points, 2 beekes 
ormalh 

blocked sh 


No. 


3 
3 


"THOMAS ROBINSON 


7, 5) 


‘CONSECUTIVE 20-POINT GAMES 


Player 


Player 


‘Season No. 
8 
No. 


Season No. 


No. 


KANSAS TRIPLE-DOU! 
Toros eh 


Aaron Mes 
aron Miles 
Jeoque Vaughn 


INDIVIDUAL CAREER 


DOUBLE-DOUBLES 
Player 


id Mage 


20-POINT GAMES. 
Player 
> Colizon 
‘ena Valenane 
Paul Pere 
ny Els 
Dew Goede 
ron Calin 


263-86 
1996-98 
002-0 

410-REBOUND GAMES 

Player Seasons 

act LaF 1905-98 
1985-88 


Wayne Siren, 


Nick Colson, 
Cake Ach 
Robinson 


10-ASSIST GAMES 
Player Seasons 
Haron Miles 002-0 
Cote Hunte 84-87 
fon 1906409 
2000-03 
“el alenine 1978. 


Nase Tharp 


KU OPPONENT TRIPLE- DOUBTS 


OOS GHOOSY 


a”, Freshmen Records 


597 (Wiccins Sil 


POINTS 
258 RAAN 
<9° MANNING 
5 AARON 
ome WILES 
2014 
72 
MBID Lockeo shors stocks 
ere a 
BLOCKS 2. Eric Chenowith (1998). 62 
certs : 
t Sees : 
SEASON RECORDS h Foie! 2 
POINTS SCORED Points: 5). 
ig = $ Shoes : 
2. Ben McLemore (201 589 Paton Le 2 
ave ery 6010 fas 10. Nek Colson 00 2 
‘5. Brandon Rush (2006) AM Nn. peepee = 
eres a) : 
: eer, . mei 
: ae = 
4 momen BP Bomeam : 
es 2 Som | 
ei fa Sis 
‘13. Nick Colson (2000) 357 4. Danny Manning (1985) 38 
14, ‘Sherron Colin (2007). 354 5. Xavier Henry 2010) 4 
15. Rael LaFrentz (1996), 353 6 Pas Pace (1005 “4 
i ess = tome, : 
some : 
SCORING AVERAGE PPG a (1999) 40 
1. Andrew Wiggins (2014) Wt 10. Tory Guy (1979) c 
: comes 8 es : 
t Speers Z 
: Sates iS pmponus os 
aa SS oan = 
7 ay Seats 
: ee a i Seas 
‘9. Picky Ross (1980). nz 4. Remy Boagni (1963) 
‘Se HS Sheen 
i Sees 
aan : Soares 
1. Danny Manning (1985) 258 ‘8. Nick Cafitson (2000) 
toe = i Sse ‘s 
; bene Si See, - 
i Sees z * Sess - 
i Sas See : 
i ees 2 Se 4 
Sas = 
Ye 1B pmnoou armies as 
ies : Tecures : 
as =f comes = 
fete ® } Bones : 
‘ey Z i ees = 
: eee = 
REBOUND. AVERAGE RPG Kerry Boagni (1963) 354 
eee a = 
— 2 f Bree = 
mal 2% Saas » 
site z 
ete Bm panu rencarnes = 
a= = Mesum ra 
Se EY peses, 7 
a 2 ioe oA 
ae _— = 
ar a = 
areas, = 
am vo, «ee = 
on oS a 
Sates Sf Sete, = 
3. Mark Turgeon (1964). 138 9. Lagerald Vick (2076). 560 
& fences 3 pezeons a 
yo 2 Pattes : 
Veni e booms 3 
i anaes, 2 i Stes 
{= a ft SSSes : 
So Roe 
}0. Danny Manning (1985) 108 & pales 0559 4 


6 dace Vauoin (1958) 
7.__Tyshawn Taylor (2005) 


7. lly Ou Jc (2015) cr] 
eth Langird (2002) 2 
9. Dany Maning (1985) 78 
10. Thun Tair (2003) 6 
FREE THROW ATTEMPTS. FTA 
1. Andtew Wiggins (2074) 2 
2 Sool Embid 2014) 143 
Darnall enti (1578) 143 
4. BenMcLemore 2013, 138 
5. Paul Perce (1995) 17 
Xavier Hemy 2019 15 
7. Mato Chalmers (2006), 13 
eth Langlrd (2002) "3 
9. Kelly Oise, Jc 2015) 0 
10. Sout Pola (1994). 108 
FREE THROW PERCENTAGE FT% 
1. Ben McLemore 2013, 870 
2 Greg Gury (1982) 00 
3. Aso Mes 2002) 733 
4 Cain Thompsmn (1983) 733 
5. Mato Chalmers (2006) 788 
6. Steve Wootbery (1981) 784 
7. Naver Henry 2010) 783 
8. Andrew Wiggins (2018). 715 
9. Ryan Roberson (1936), 770 
10, Steron Calls (2007), 768 
‘THREE-POINT FIELD GOALS SFG 
1. Jeff Boscee (1999) 2 
2. AR Giadens 2004) 4 
3. Ben McLemore 2013), 3 
4. Naver Henry 2010) 
5. Brandon Rush 2005) 50 
6. Bly Thomas (1995) rt) 
7. Mario Chalmers (2006) 8 
8. Sermon Cains (2007), a 
9. Andew Wigin (2014) a 
10. Wayne Selden J. (2014), 2 
THREE-POINT FIELD GOAL ATTEMPTS SFGA 
1. def Boscee (1999) me 
2. AR Gidens (2008) 182 
3. Ben Mclemoee 2013) 74 
4 Naver Henry 2010) 165, 
5. Wayne Selden J (2014). 128 
Mato Chalmers 2006) 128 
7. Andrew Wiggins (2014), 128 
Bily Thomas (1995) 126 
‘Steron Cains (2007), 16 
To. Pas Pee (1359 "5 
‘THREE-POINT FIELD GOAL PERCENTAGE —SFG% 
1. Jeff Guede (1987 
2. Brandon Rush 2005) 
3. Steve Wootbery (1993) 
4. Ryan Rebertson (1996), 
5. Ben McLemore (2013), 
8 Xavier Henry (2010) 
7. Pato Richey (1991) 
8. Kev Prichard (1987) 
9. LR Giddens (2008) 
10. ‘Sheron Clin (2007). 
MINUTES PLAYED 
1. Ben McLemore 2013), 
2. Andee Wiggins (2014) 
3. Dany Manning (1985), 
4 Brandon Rush 2006) 
5. Wayne Selden Jc 2018). 
6 Aron Miles (2002) 
7. Xaver Henry (2010) 
8. Jeff Boschee (1999) 
9. Kevin Prichard (1987) 
10, ‘Tyshann Taye (2003), 
GAMES PLAYED 
1. Ete Chenoath (1998), 3 
enmy Gregory (1998) 3 
3. Seeron Cains (2007) 38 
4. Ben McLemore 2013) 37 
Pry Elis (2013 a 
ith Langiod (2002 37 
‘Aaron Niles 2002) 37 
8. Kelly Outre Jc (2015) 3% 
aver Henry (2010) 36 
Darel tr (2007) 35 
ein Prichard (1987) 36 
GAMES STARTED cs 
1. Ben MeLemore 2013) a 
2 Wayne Seen Jc (2074). 5 
‘Aden Winns (2014) s 
4. Naver Henry 2010) 35 
‘son Miles 2002) 36 
35 
3 
3B 
3 
3 
B 


GAMES PLAYED 
MOST GAMES PLAYED/SEASON 


Rk. 
1 


Player, Year 
Cale Alte, 2008, 
‘Darrel Arthur, 2008, 
Dame Jackson, 2008. 
‘Sasha Kaun, 2008, 
Fussel Robinson, 2008 
Thomas Robinson, 2012 
Tyshawn Tar, 2012 
‘jah Johnson, 2012 
Jef Withey, 2012 
“avis Rletord, 2012 
(Conner Teahan, 2012 
Maio Chalmers, 2008, 
‘Nick Brastora, 1908 
re Chenawith, 1998 
Kenny Gregory, 1998. 
yan Robertson, 1996, 
(eg Dreling, 1986 
Cedi Hunter, 1986 
Fon Keogg, 1988 
Danny Mating, 1986 
‘Archie Marshall, 1986 


Mark Turgeon, 1986 


MOST GAMES PLAYED/CAREER 


Rk. 
1 


2 
3 
4 


2 


NCAA TOURNAMENT GAMES PLAYED/CAREER 


Rk. 
1 


13, 


16. 


Perry Eis, 201 
as Tayo, 2013-18, 
‘Sherron Colin, 2007-10. 
ick Collzon, 2000-08 
yan Robertson, 1996-09 
‘ck ich, 2000-03, 
‘Nick Bradord, 1997-2000 
ic Chenowth, 1998-2001 
Kevin Prichard, 1987-90 
Travis Reeford, 2009+ 
‘Aaron Miles, 2002-05 
Steve Woodbery, 1991-94 
Jet Boschee, 1999-2002 
Bil Thomas, 1995-98, 
Fichard Seo, 1991-94 
‘Adonis Jordan, 1900-93, 
eth Langford, 2002-05 
Kenny Gregor, 1998-2001 
8. Willams, 1994-97 


Player, Years 
ett Langford, 2002-05 
‘Aaron Miles, 2002-05 
‘Nick Cation, 2000-08 
rk inch, 2000-03 
Fichard Sco, 1991-94 
Steve Woodberry, 1991-94 
‘Dany Manning, 1985-86 
(his Piper, 1985-88 
“ys Taf, 2009-12 
‘Sherron Colin, 2007-10. 
Patrick Fhey, 1991-98 
‘Adonis Jordan, 1900-93, 
‘jah Johnson, 2010-13. 
‘Sean Prarson, 1993-96, 
Mike Madox, 1988-91 
Travis Releford, 2009-13. 
Tyrel Reed, 2008-11 
Michael Lee, 2002-05 
Scot Polar, 1994-97 
<dacque Vaughn, 1994-97 
BJ. Willams, 1994-87 


GAMES STARTED 


MOST GAMES STARTED/SEASON 


Rk. 
1 
2 


Player, Year 
Fussel Rebinson, 2008, 
‘Tomas Fabisnan, 2012 
et Wey, 2012 
Darrel Arhur, 2008. 
(reg Dreling, 1986 
Cedi Hunter, 1986 
Danny Manning, 1986 
(Cahin Thompson, 1986 
Perry Elis, 2016 

Frank Mason, 2016. 
‘yeh Tar, 2012. 
jh Johnson, 2012. 
Travis Flor, 2012. 


Lauauladuenst 


Miscellaneous HJ 


Tyre Reed, 2011 3 
Maro Chalmers, 2008. #8 
‘Brandon Rush, 2007 8 
ick Colton, 2008. B 
eit Langford, 2003. B 
‘Aaron Miles, 2003, = 
Pat Pierce, 1998 xs 
yan Robertson, 1986, B 
‘Danny Maing. 1988 B 
on Ketogg, 1986 2 

24. Wane Seen Je, 2016. a 
fh Jobson, 2013 a7 
Ben Met emere, 2013 a 
Tras Reefort, a7 
Jef Wey, 2013 a 
‘Maro Chalmers, 2007, a 
lan Weight, 2007, a 
ek Hirer, 2003 a 
Jet Boschee, 2002 7 

32,18 Times last Devorte’ Graham in 2016 % 

MOST GAMES STARTED/CAREER 

Rk. Player, Years 
(Danny Manning, 1985-88 
‘Aaron Miles, 2002-05 


‘et Boschee, 1999-2002 
Fret LaFrenz, 1995-98, 
ick Colson, 2000-03 
Kevin Prichard, 1987-90 
Tyshawn Tal, 2008-12 
ocaue Vaughn, 1994-97 
rk Heh, 2000-03 
Tony Guy, 1979-82 
armel Valentine, 1978-81 
Perry Elis, 2013-16. 
Wayne Seen Je, 2014-16 
Fussell Fbinsn, 2005-08 


(CONSECUTIVE GAMES STARTED/CAREER 
Player, Years Starts 
Danny Manning, 1985-68 

2. Rac LaFrentz, 1995-98. 
3. Aaron Mies, 2002-05, 

4. Wayne Seen J, 2014-16. 
5. Jacque Vaughn, 1994-97, 
6 Ken Langtor, 2002-05 
7. Cedi Hunter, 1984-87 
8 

0. 

2. 


Jo Jo White, 1966-68 
Greg Dring, 1984-86 
Frank Mason i, 2014-present 
ik Hireh, 2000-03, 


01 
10 
s 
3 
a 
8 
™ 
73 
nR 
2 
n 
2 
n 
n 
n 


‘MOST MINUTES PLAYED/SEASON 
Ric. Player, Year 
Danny Maning, 1988 
Tyshawn Tar, 2012. 
Frank Mason 2018 
Danny Manning, 1986 
ih oinson, 2012 
Tras Feeford, 2013, 
Danny Maning, 1987 
ett Langford, 2003, 
ik Hic, 2008 
Thomas Rebinson, 2012 
Devonte’ Gratam, 2016, 
Brandon Push, 2007 
Nick Calgon, 2003 
Sherron Colin, 2008 
Ryan Roberson, 1998, 
Cost Hurt, 1988 
Cabin Thompson, 1985 
18, Frank Mason i, 2015 
19, Travis Reon, 2012. 
20. Ben McLemore, 2013 
21. Sharon Cols, 2010 
22. Dame Valentine, 1981 


FOULS/DISQUALIFICATIONS 
‘MOST PERSONAL FOULS/SEASON 
Rk. Player, Year 
1. Ohris per, 1987 
2 Danny Manning, 1985 
3. Greg Dretng, 1986 
Dany Manning, 1986 
5. Darrel Aru, 2008, 
6. Jett Graves, 2003 
7. Danny Manning, 1987 
Ken Koenig, 1977 
Danny Manning, 1988 
Nick Colson, 2001 
Fictard Scot, 1993, 
Greg Dreting, 1985 
Vernon Vanoy, 1967 
Che Lovett, 1952 


MOST PERSONAL FOULS/CAREER 
Rk. Player, Years 

Dany Manning, 1985-88, 
Dame Valeting, 1978-81 
Nick Colson, 2000-08 
Fichard Sco, 1991-94 
Eric Ohenowith, 1998-2001 
Cabin Thompson, 1983-86 
evn Prichard, 1987-90 
en Koenigs, 1975-78 
Scot Pollard, 1994-97 
Greg Dretng, 1984-86 


3 
5 
6 
z 
8 


0 


(MOST DISQUALIFICATIONS/SEASON 
Rk. Player, Year 


i 
i 


Water Westy, 1965 

rc Pauly, 1992 
Paul Mokesi, 1978 
Clint Joteson, 197 
Norm Cook, 1975 


‘MOST DISQUALIFICATIONS/CAREER 
Rk. Player, Years 
1. Ken Koeigs, 1975-78 
2. Pad Mokest, 1976-79 
3, Damel Valetne, 1976-81, 
4. Veron Vanoy, 1967-88 
5. Danny Manning, 1985-88 
Roger roan, 1969-71 
7. Nick Colson, 2000-08 
Nom Cook, 1974-76 
9. Greg Dresng, 1984-86 
Herb Nobles, 1976-77 
17. rk Hinrich, 2000-08 
Ricard Sco, 1991-94 
Chris Per, 1985-88 
(int Johnson, 1975-78 
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ae, Victory Margin/OT 


Jan. 4, 2016 vs. Oklahoma... . 
i287 Feb. 4, 1981 vs. Okiahoma State. 
2858 March 23, 1957 vs. North Carolina. 


12583 FOUR-OVERTIME GAMES (2) 
La Feb. 15, 1965 vs. Oklahoma State . 
Dec. 29, 1962 vs. Kansas State . 


217-07 MOST CONSECUTIVE OVERTIME GAMES PLAYED (2) 
12-28-90 ‘Six Times: 1970-71, 1976-77, 1986-87, 1996-97, 2004-05, 2009-10 


2783 TEAM 
rae] Most Points in An Overtime Period... ... -22.vs. Nebraska at Lawrence, Feb. 1, 1997 (KU, 82-77) 
11-1903 Most Points In An Overtime Period/Opponent secs ses <TBby Temple at E, Rutherford, NJ, 
vata Dec. 22, 1995 (Temple, 75-66) 
“210-1908 Most Points In An Overtime Period/Both Teams . . . 39 vs, Nebraska at Lanwence, Feb, 1, 1997 (KU, 82-77) 


Most Points In Multiple Overtimes . . . . . .32 vs, OMahoma at Lawrence, Jan. 4, 2016 (301) (KU 109, OU 106 
Most Points In Multiple Overtimes/Opponents 25 \s. kistoma at Lawrence, Jan. 4, 2016 (OT) (KU 109, OU 106) 
Largest Margin Of Victory In An Overtime Game 


«12 (108-96), at lowa State, Feb. 25, 2013 
12 (92-60), at Missouri, Jan. 13, 1992 


Largest Margin Of Defeat in An Overtime Game 
8 (66-74), vs, Temple at Rutherford, NJ, Dec, 22, 1995 
£8 (72-80), vs. owa State at Kansas Cty, Mo, March 11, 1995 


INDIVIDUAL 

Most Points In Multiple Overtimes. 

Senses: cats rees . 12, Blah Johnson at lowa State, Feb, 25, 2013 
See ae lor eee nee cate . 12, Raef LaFrentz at Missouri, Feb. 4, 1997 (207) 
Most Points In An Overtime Period 12, Eljah Johnson at lowa State, Feb, 25, 2013 


Most Points In Multiple Overtimes/Opponent 
RT 6 ee g ._ 13, Buddy Hield of OKlahoma at Lawrence, Jan. 4, 2016 (301) 
Ee Pe he aids -» » « 10, Jordan Woodard of OMahoma at Lawrence, Jan, 4, 2016 (307) 
Most Points In An Overtime Period/Opponent 
oe Paetien ees ae . 9, Tyronn Lue of Nebraska at Lawrence, Feb. 1, 1997 
+ +++... +. .9,Damon Bailey of Indiana at Lawrence, Dec. 22, 1993 


22 


MOST POINTS IN AN 
OVERTIME PERIOD 
\VS. NEBRASKA AT LAWRENCE, FEB. 1, 1997 (KU, 82-77) 


12 


MOST POINTS IN AN 
OVERTIME PERIOD ON THE 
ROAD 


12, ELUAH JOHNSON AT IOWA STATE, FEB. 25, 2013 


SSSB583088 


INDIVIDUAL 

POINTS SCORED 

8 Lindsey Hunter, Jackson State 
st Honal,Dec. 27, 1992 


POINTS BY TWO PLAYERS (COMBINED) 
7. Bucy Held (46) and 
“ord dard (27, Oktoma 

at Lamrence, Jan 4, 2016 

7a ‘Gon Robinson (48) and 
‘Coonan Marin (29, Purdue 

at Koon, March 24, 1994 (NCAA Tournament) 


FIELD GOALS 
19 Oscar Robertson, Cincinnati 
at Manhatan, March 12,1960 (NCAA Tourament) 


FIELD GOALS/CONFERENCE 
v7. Mike Wroblewski, Kansas State 
at Lawrence, Fb. 7, 1962 


FIELD GOAL PERCENTAGE 
(Minimum 10 attempts) 

900 6-10) oct Jones, Oklahoma 
at Kansas Ci, March 16, 1990 (Sig ight Tournamers) 


FREE THROWS. 
18 Rayford Young, Texas Tech 
at Lubbock, Fb. 13,1998 


FREE THROW ATTEMPTS 
21 (Craig Bracks, lowe State 
at Ames, Jan. 24, 2008 


FREE THROW PERCENTAGE 

(Minimum 10 attempts) 

100.0 18-18) yl Young, Texas Tech 
at Lubbock, Fb. 13,1998 


THREE-POINT FIELD GOALS 
"1 Randy Rutherford, lahoma State 
at Lamrence, March 5, 1995 

" Lindsey Hunter, Jackson State 
at Hong, Dec. 27, 1992 


‘THREE-POINT FIELD GOALS/ 

CONFERENCE 

1 andy Rutherford, Oklahoma State 
at Lawrence, March 5, 1995 


‘THREE-POINT FIELD GOAL ATTEMPTS 
26 Undsey Hunter, Jackson State 
at Honolulu, Dee. 27, 1992 


‘THREE-POINT FIELD GOAL ATTEMPTS/ 

CONFERENCE 

19. Randy Rutherford, OMahoma State 
at Lanrence, March 5, 1995 


Opponent Records 


‘THREE-POINT FIELD GOAL PERCENTAGE 


(Minimum 5 attempts) 
O00 G5). . . . Desmand Mason, Ovahoma Sate 
at Saat, Feb. 7, 2000 
REBOUNDS 
2. Bob Norman, Sait Lats 
2 Sint Louis, Dec. 22, 1959, 
REBOUNDS/CONFERENCE 
2 (Chuck Duncan, wa State 
a Lawrence, Fe. 8, 1995, 
ASSISTS 
13 Dd. Augustin, Texas 
at Lawrence, March 3, 2007 
TURNOVERS 
15. James Extn, Elzabeth City tate 
‘at Lawrence, Jan 18,1980 
BLOCKED SHOTS 
8 Shane Bate, Duke 
sat Winston-Salem, iC, Mah 19, 2000, 
(ICA Touran) 
STEALS 
7 Tee mes 


{nat at Lamence, Feb. 25, 2000 (ey Black, Bayo) 


MINUTES PLAYED (SINCE 1975) 
5 Bucy Held, Onabora 
at Lawrence, Jan. 4, 206 le-overime game) 


TEAM. 

POINTS SCORED 

123. Obtaboma 
a Norman, dan. 18, 1989 (123-95) 


POINTS SCORED/CONFERENCE 
123. Otdshoms 
a Norman, dn 18, 1989 (123-95 


POINTS SCORED/SINGLE HALF 
63 Gnd Otatoma 


‘at Norman, Jan 18,1988 


3 Wir Jewet 
a Liber, Api 3, 1899 (19-9 


‘ates, Jan. 9, 1925 (28-8) 
FIELD GOALS 
50 Ofdsboma 
a Norman, don. 18, 1989 


FIELD GOALS/CONFERENCE 
50. Odio 
a Norman, Jan. 18, 1989 


INDIVIDUAL SCORING BY AN 
OPPONENT/SINGLE-GAME (overtime) 


PTS PLAYER SCHOOL 
48. ,.Lindsey Hunter... Jackson State 
46. , .Bucty Hild Oklahoma 

46... Mike Wroblewski... Kansas State 
45... .Randy Rutherford... Oklahoma State 
44... Glenn Robinson .... Purdue 

43... Anthony Peeler... Missouri 

43... Oscar Rabertson ... Cincinnati 

42... Crag Brackins ..... awa State 

41. .Rayford Young ..... Texas Tec. 

40... . Thomas Gardner ... Missouri 

39... Michael Beasley... Kansas State 
39... Chuck Gartner... . Colorado 

38... Jacob Pullen Kansas State 
38... eff Ruland ona. 

38... .Kim Anderson ..... Missour 

38... Tom Russel Nebraska 

38. .Dick Knostman. .... Kansas State 
37 ....Ben Woodside ..... North Dakota State 
37... .Kevin Durant ..... Texas 

37... Arthur Johnson ..... Missouri 

37. .Chuck Duncan... Jawa State 

36. .Dedric Willoughby . iowa State 
36....Damon Bailey... . Indiana 

36... .Kenny Walker. ..... Kentucky 

36... Herce hy. fowa State 

36... Jim MeDaniels..... W. Kentucky. 
36... Fritz Schneider... . Kansas State 


DATE Site KU RESULT 
Dec. 27, 1992. .... Honolulu, Hawaii... W, 93-85 
Jan. 4, 2016 Lawrence, Kan. ...W, 109-106 
Feb. 7, 1962 Lawrence, Kan. L721 
March 5, 1995... Lawrence, Kan... ...W, 78-62 
March 24, 1994 .... Knoxville, Tenn. 78-83 
March 8, 1992 ..... Lawrence, Kan. .....W, 97-89 
March 12, 1960 .... Manhattan, Kan... L,71-82 
Jan. 24, 2009... Ames, low W, 82-67 
Feb. 13, 1999... . Lubbock, Taras ..... L, 84-90 
Jan. 16, 2006... . Columbia, Mo. 86-89 
March 1, 2008 ..... Lawrence, Kan. ..... W, 88-74 
March 7, 1966... Lawrence, Kan. ..... W, 85-65 
Feb. 14, 2011... Manhattan, Kan. .... L, 68-84 
Feb. 7, 1980 New York, N.Y. U7 
Feb. 9, 1977 Columbia, Mo. 79-87 
Feb. 21, 1962... Lincoln, Neb. W,73-70 
Dec. 30, 1952. ... . Kansas City, Mo. .... L, 87-93, 
March 20, 2009... Minneapolis, Minn... W, 84-74 
March 11, 2007 ... Okdahoma City, Okla. W, 88-84° 
March 7, 2004 . .. Columbia, Mo. W, 84-82 
Feb. 8, 1955 Lawrence, Kan, Lsa77 
Feb. 9, 1997 ‘Ames, wa W, 69-62 
Dec. 22, 1993... . Lawrence, Kan. .... W, 86-83" 
Dec. 31, 1984... . Louisville, Ky. Laa-s2 
an. 22,1975... Ames, lowa. 81-96 
March 27,1971 ... Houston, Texas ......,75-7 


March 6, 1956 . ... Lawrence, Kan. L679 


115-85 - 
109-106 Sean 
* Overtime; # at Louisville, Ky.; % at Maui, Hawaii 


FEWEST FIELD GOALS/CONFERENCE 
2 ‘ova State 

‘Ames, Jan 9, 1925 28-8) 
FIELD GOAL ATTEMPTS: 
5 Aico 
‘8 Tscon Dee, 7, 2001 


FIELD GOAL ATTEMPTS/CONFERENCE 
@ 


‘Oxahoma 
at Lawrence, jan. 4, 2016 

FIELD GOAL PERCENTAGE 

74a. Pepperdine 

at Matu, Osc. 27, 1979 

FREE THROWS, 

38 Oldahoma State 
at State, March 4, 1972 

FREE THROWS/CONFERENCE 

38 ‘Odahoma State 
at State, March 4, 1972 

FREE THROWS/NON-CONFERENCE 

a. Oldatora Cty 
af Lavwence, Jan 16, 1971 

FEWEST FREE THROWS 

° Topeka YNICA 
at Topeka, March 8, 1899, 

FREE THROW ATTEMPTS. 

82 Mssout 
at Lawrence, Jan. 9, 1954 

‘THREE-POINT FIELD GOALS 

18 Netra 


ai Uni, Feb. 24, 2002 


‘THREE-POINT FIELD GOAL ATTEMPTS 
a Towa State 
‘ai Anes, Feb. 25, 2013 


‘THREE-POINT FIELD GOAL PERCENTAGE 
Massachusets 
‘st Lawwence, Dec. 10, 1997 


787-9, 


DATE 
= 211-02 
- 2-27-90 
- 218-89) 
1-18-89 
11-28-87 
- 12-6-86 
1-31-84 
12-23-74 
- 12-6469 
21416 
‘THREE-POINT FIELD GOAL 
PERCENTAGE/CONFERENCE 
7506-13 onsas State 
‘at Lawrence, Jan 30,1988 
REBOUNDS 
2. Saint Louis 
‘at Lawrence, Now 30,1 
REBOUNDS/CONFERENCE 
58 Missouri 
‘at Columbia, Feb. 16, 1957 
ASSISTS 
2a Nebraska 
at Linco, dan, 8, 1990 
BLOCKED SHOTS" 
14 entucky 
st indanapo, Id, Now 18,2014 
STEALS" 
18 South Carona Sate 
‘at Lawrence, Dec. 15, 2001 
TURNOVERS 
En Marquette 
at Lawrence, Dec 1, 1990 
FOULS 
38 Ofdahora 
‘at Kansas Giy, Dec, 29, 1953, 
FOULS/CONFERENCE 
35 Colorado 
at Lawrence, Jan31, 1995 
FEWEST FOULS 
0 Kansas State 
1915 


"Soon 1988-9 unless incicatet 
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2016-17 


Wiis 


MOSY 
CONSECUTI 
100-POINT GAMES 


DEC. 15, 22, 28,1090 


Win Streaks/Attendance 


Lorca LONGEST WINNING STREAKS ALLEN FIELDHOUSE RECORD 


Bogan Ended Team To End Streak Site 
ORS S006 ..s aS 297 Nanas ye 
22. 11/2206 . 2/487... Missout, 96-94 @ OT... Columbia, Mo. 
22. . 2/2008 .. 27009 «Washington (Mo), 28-26 St. Lads, Ma 
21. 12/28/70 , 25/71 .. |S UCLA, 68-60, Houston Texas 
21. YON .. 2NONS «Kansas State, 21 arene, Kan. 
20. 11/VO7 «1/26/08 . Kansas State, 84 Manhattan, Kan 
19. 11/15/89 . 1/2080 Miss, 95-87, Columtia, Mo. 
1.112. 2eN3 aurence, Kan. 
18 ano | 22/1 

18. 17296 «1/8/27 «.lowa rence, Kan 
16. 2/27/08 . 11/25/08 . Syracuse, 89-81 (OT... Kansas Gy, Mo. 
16. 715M. 3/10/02... Okbshoma, 64-55, ansas Cty, Mo. 
16. 2/0785... 9/29/86 ..$ Ouke, 71-67. alas, Texas 
16. 2/26/51 .. 1/2852 .. ‘Kansas Stat, B1-64 fanaran, Kan 


1. 2/282 ... 4/1/52... Peoria, 62-60 Yr 
14. 11/3/09 - 1/10/10... Tennesse, 76-68 noni, enn 
14. 2/1007... S407 -.S UCLA, 68-55, ‘San Jose, Cal. 
4. TSO «1/4905 «lana, B36 Prachi, Pa. 


14. 1/2408 


'$ Rhode island, 80-75 Oklahoma Cty, Oa. 


13. . 1/99/00 .. 22770... Oklahoma State, 85-77 Siar, Oa. 
13. .11720001 1/12/02 .. UCLA, 87-77 Ls Angeles, Cat. 
13. 1/22/25 «1/11/26 . “Washington (ia), 25-18... Lawrence, Kan. 
12 .1/2196 Mssout, 77-73, Columbia, Mo. 
122121483 aneas State, 66-64 Lawrence Kan. 
12127788 Missout, 47-46. ‘Conia, Mo. 
1212/86... 1/1457 «ka State, 39-37 Aes, wa, 
12 1272642 1/23/88 .. Camp Crowder, 35-31, Neosho, Ma. 
12. 6/33 .. 12/14/34 - Kansas State, 38-35 (07). .Lawence, Kan. 


Ohmic Payetis $ NOMA Touriament 


KANSAS' LONGEST HOMECOURT 


een STREAKS 
Began Ended Court ‘Team To End Streak 
DITO ... 22h. en Fields. Texas, 74-63 
DID6/D4 YURI Men Fikdbouse. Jona, 85-51 
VIB... 30/88. Alen Feldhouse. Kansas State, 72-61 
ynvranta — Alen Fieldhouse — 
OBI") .. 22713 ... en Fekdbouse..... Oklahoma State, 85-80 
VIPS. 0455 Hoch urtram. Missouri, 75-65 
‘24/08 .. 214/17 Robinson Gymnasium... Nebraska, 36-27 
32/089 °. 2/4/71 en Fike, Kentucky, 73.69 
{5/38 °. SI7 P41... Hoch Astrum (Okdsboma, 45-57 
2/0/01. 1/2503 len Fiekcbouse ‘iz, 91-74 
2I7IRO |. 1/1182 Aden Fikes Luise, 85-78 
12/65. SN7IT «Alen Felchouse $ Houston, 66-63 
{WRI 2/915 Alen Fieldhouse... la State, 63-61 (7) 
28/22... 114/25 -. Rotinson Kansas Sate, 40-28 
Y2I6IR0 :. 12/1281 Men Fekdouse...... Kentucky, 7-74 (OT) 
12/8/44 | VT187 «Hoch Auioram. Missouri, 39-34 
12/15/82 - 12/14/94 Hoch Audtorum.. Kansas State, 39-35 (OT) 
VINA... 205 «Robinson Kansas Stat, 21-18 


Big Eight Conference recor, ig 12 Conference record 
'$NOAA Toumament 


Year 


PSeRSRREBRES 


At 


League NCAA Season AFH 
‘Avg. Rank Rank Record Record 


Ses 


SPSPT SRR SRERS TS 


LONGEST WINNING 


«STREAK ON THE ROAD 
{PROM FEB, 20, 1924 TO FEB. 28,1927 


League NCAA Season AFH 
G Avg. Rank Rank Record Record 


It... 9th... 8-0 
st... 9th. 33 8-0 
st... 9353... 164 
tat... 10th 6-0 
Tet... 10th, 31-6... 1641 
fat... 9th.. 25410... 1441 
st 7th 278 2. 150 
Ist... 11th... 385.2... 160 


1492-522 744-109 


‘Alen Fieldhouse capacty increased from 15,800 to 16,300 
For the 2008-12 seasons, the NCAA ned netural ste games onthe 
‘chet package, i. Kansas vs. Oo game at Sprit Contes, were considered 
tome cores, hence the increased attendance average fr those seasons. The 
APH record is games only played in AF. 

Average totals since 1 


KANSAS’ SINGLE GAME 
SIRO RECORDS 
Season Site 

New Orean, La. 
New Orean, La. 
New Orean, a. 


Nort Carina 


Det, Mich... Davison 
Detroit, Mich... Vitanova 
New Oreo, 2... Syracuse 
New Orear, La... Marquette 


‘Manta, Ga 
Indianapolis, 
Indianapolis, nd... North Cain 
San Anion, Texas “North Cain 
San Antonio, es . Memptis. 
Atingion, Teas... Michigan 
Houston, Texas... W. Kentucky. 
Portia, Mich... Kansas State 
2007-02... St Lois, Mo... Santo 
1970-71 .. Houston, Tews -.. UCLA 
992-3. indianapolis, rd. nana 
2003-04... St. Lois, Mo... UAB, 
2003-04. St Louis, Mo... Georgia Tech 
2000-01. San Anonio, Teas lies 
OTHER STREAKS 
Longest Losing Streak 
10, fom Jn. 21,1948 to March 8, 1948 


Longest Homecourt Losing Streak 
9, fom Dec. 4, 1961 to Feb. 24, 1962 
“Longest Winning Streak On Road 
35, om Feb. 20,1924 to Feb, 28, 1927 
“Longest Losing Streak On Road 
20, rm March 25,1971 tan. 20,1973 


Allen Fieldhouse & 


ALLEN FIELDHOUSE FACTS 

* Dedicated: March 1, 1955 (Kansas 77, Kansas State 67) 
= Capacity: 16,300 

+» Student Seating: 4,000 

* Seasons: Entering 60th 

* Consecutive sellouts: 243 (current, started 12/4/01) 

«= First Points: Roger Craft (Kansas State) 

‘First KU Points: Lew Johnson 

‘First Three-point FG: Kevin Pritchard (Kansas) vs. Tennessee-Martin, Nov. 29, 1986 
‘© KUs All-Time Record: 744-109 ( 872) 

‘© Record Under Bill el: 206-9 ( 958) 

‘© Undefeated Seasons: 19, last in 2015-16 (16-0) 


Note: In 2007-08 the NCAA ruled games on season-ticket packages yet in neutral 
‘venues would be considered home games - i.e. the Kansas vs. Ohio game on 
12/15/07. That contest or any since are not counted in the Allen Fieldhouse 
facts above. 


SEASON-BY-SEASON RECORD IN ALLEN FIELDHOUSE 


Season.. W-L Season.. W-L 
1954-55 . 1986-87 15-0 
1955-56... 1987-88 11-3 
1956-57 .. 1988-89 10-4 
1957-58... 1989-90 .....15-1 
1958-59 . 1990-91 .....15-0 
1959-60... 1991-92 13-4 
1960-61... 1992-93 13-2 
1961-62 1993-94 .....13-3 
1962-63... 1994-95 .....14-0 
1963-64... 1995-96 .....13-0 
1964-65... 1996-97 .....15-0 
1965-66 1997-98 .....16-0 
1966-67... 1998-99 .....10-3 
1967-68... 1999-00 .....13-1 
1968-69... 2000-01 .....13-1 
1969-70... 2001-02 .....13-0 
1970-71... 2002-03 .....15-1 
1971-72... 2003-04 .....13-1 
1972-73... 2004-05 .....15-1 
1973-74... 2005-06 .....14-2 
1974-75... 2006-07 .....16-2 
1975-76... 2007-08 .....19-0 
1976-77... 2008-09 .....18-0 
1977-78... 2009-10.....18-0 
1978-79... 2010-11 .....16-1 
1979-80... 2011-12.....16-0 
1980-81 . 2012-13 .....16-1 
1981-82... 2013-14 .....14-4 
1982-83... 2014-15.....15-0 
1983-84... 2015-16 .....16-0 
1984-85 ...... Overall Record: 744-109 (872) 
1985-86 ..... Bill Self era: 206-9 (.958) 


LARGEST ALLEN FIELDHOUSE CROWDS: 
‘Note:The University of Kansas, beginning inthe mid-1980s, did not allow crowds larger 
than capacity. Capacity grew from 15,800 to 16,300 prior to the 1994-95 season. 


Crowd — Opponent Date Result 
17,228 Kansas State 34-55 9 W,77-66 
17,200 ‘Kansas State 36-74 W, 60-55 
17,100 Notre Dame 1-22-74 74-76 
17,000 Kansas State 1-23-73 1, 70-91 
17,000 Kansas State 24-71 W,79-74 
17,000 Missouri 2-20-71 W, 85-66 
17,000 __Nebraska 2-26-66 W, 110-73 


ALLEN FIELDHOUSE RECORDS - INDIVIDUAL 


Most Points ‘56, Oscar Robertson, Cincinnati, vs. Arkansas, 1958 NCAA Tourn, 
Most Points By a KU Player ‘52, Wilt Chamberlain vs. Northwestern, 12-3-1956 
Most Field Goals 21, Oscar Robertson, Cincinnati, vs. Arkansas, 1958 NCAA Tourn. 


Most Field Goals By a KU Player 20, Wilt Chamberlain, vs. Northwestern, 12-3-1956 
Most 3-Point Field Goals 11, Randy Rutherford, Oklahoma Siate, vs. Kansas, 3- 
11, Terry Brown, Kansas vs. N.C, State, 1 

Most 3-Point Field Goals By a Visiting Player 
11, Randy Rutherford, Oklahoma State vs. Kansas, 3- 


Most Free Throws by a KU Player —_18, Wilt Chamberlain vs. Nebraska, 2- 

Most Free Throws: 16, Kresimir Cosic, BYU vs. Cincinnati, 1972; 
16, Gene Phillips, SMU vs, UTEP, 1970 

Most Free Throws By AKU Opponent —_ 15, Damon Bailey, Indiana, 12-22-1993; 


15, Don Tomlinson, Missouri, 2-15-1969 
Most Rebounds by a KU Player 36, Wilt Chamberlain, vs. lowa State, 2-15-1958 


Most Rebounds By A Visiting Player 23, Tom Robitaille, Roe, 12-1-1958 
ALLEN FIELDHOUSE RECORDS - TEAM 
Most Points 150, Kansas vs. Kentucky, 12-9-1989 
Most Points By A Visiting Team 107, Kansas State vs, Houston, 1970 
Most Points By A KU Opponent 106, Oklahoma, 1-4-2016 
Fewest Points by KU 37, Portland vs. Kansas, 1-13-1968 
37, Kansas vs. Oklahoma State, 2-24-1962 
Fewest Points By A KU Opponent 31, Alcon State, 12-12-2009 
Most Field Goals '52, Kansas vs. Elizabeth City State, 1-18-1990 (83 attempts) 


‘52, Kansas vs. Kentucky, 12-9-1989 (85 attempts) 


Fewest Field Goals Made By KU 11, Kansas vs, Oklahoma State, 2-24-1962 
Fewest Field Goals By A Visiting Team 12, Aor State vs. Kansas, 12-12-2009 
12, Syracuse vs. Kansas, 12-14-1968 
Most 3-Point FGs Made By KU 14, vs. Tennessee Tech, 11-27-2009 
Fewest 3-Point FGs Made By KU 
Most 3-Point FGs Made By A KU Opp 16, Oklahoma, 1-4-2016 
Fewest 3-Point FGs Made By A KU Opp 0, 5x, last by Missouri, 2-4-2008 
Most Free Throws By KU 38, Kansas vs. Niagara, 1-9-1997 (62 attempts) 


38, Kansas vs. Missouri, 2-17-1958 (52 attempts) 
38, Kansas vs. Western Kentucky, 12-20-1969 (42 attempts) 


Fewest Free Throws By KU 2, Kansas vs. San Francisco, 12-16-1972 
Most Free Throws By A Visiting Team 37, Oklahoma City vs. Kansas, 1-16-1971 
Fewest Free Throws A Visiting Team 1, by Winston-Salem State, 12-19-2006 
Most Rebounds 72, Kansas vs. Colorado, 2-26-1994 
Most Fouls 37, American vs. Kansas, 1-6-1988 
Most Fouls By Kansas 31, vs. OKlahoma City, 116-1971 
Fewest Fouls 8, Kansas vs. Murray State, 1-17-1970 
Fewest Fouls By A Visiting Team 9, Portland vs. Kansas, 1-13-1968 


9, Nebraska vs. Kansas, 1-6-1962 


ALLEN FIELDHOUSE RECORD BY COACHES 


Coach (Years) AFH Record — Winning % 
hog Allen (1+) 92 81.8 
Dick Harp (8) 51-29 638 
Ted Owens (19) 206-47 814 
Lamy Brown (6) 715 93.4 
Roy Wiliams (15) 20147 922 
TOTAL 744-109 87.2 


§OOs GHODSY 


221. Big 12 Championship Records 


RESULTS 

41997 - Kemper Arena, Kansas City, Mo. 
Kansas 74, OKahoma State 59 (quarters) 

Kansas 72,lowa State 48 (emis) 

Kansas 87, Missouri 60 (nals) 


41998 - Kemper Arena, Kansas City, Mo. 
Kansas 68, Kansas State 67 quarters) 

Kansas 91, Nebraska 5 (sms) 

Kansas 72, Oldahoma 58 (nals) 


1999 - Kemper Arena, Kansas City, Mo. 
‘ana 77, Nebraska 53 (quarters) 

‘Kansas 69, Kansas State 58 Semis) 

Kansas $3, OKahoma Slate 37 finals) 


2000 - Kemper Arena, Kansas City, Mo. 
Kansas 84, Kansas State 60 Pst ound) 
(Wdahoma State 77, Kansas 58 (quarters) 


2001 - Kemper Arena, Kansas City, Mo. 
Kansas 94, Kansas State 63" quarters) 
‘Odohoma 62, Kansas 57 (emis) 


2002 - Kemper Arena, Kansas City, Mo. 
‘Kansas 102, Clorado 73 (qriers) 

Kansas 90, Yeas Tech 50 (semi 
(ahora 64, Kansas 5 (nal) 


2003 - American Airlines Center, Dallas, Texas, 
Kansas 89, low State 74 (quarters) 
‘Missouri 68, Kansas 63 (semis) 


2004 - American Airlines Center, Dallas, Texas, 
Kansas 94, Missouri 69 (uarters) 
Tras 64, Kansas 60 (semis) 


2005 - Kemper Arena, Kansas City, Mo. 
Kansas 80, Kansas State 67 (quarters) 
‘Odahoma State 78, Kansas 75 (smi) 


2006 - American Airlines Center, Dallas, Texas, 
Kansas 63, Okshoma State 62 (ques) 

Kansas 79, Nebraska 65 (emis) 
Kansas 80, Teas 68 finals) 


2007 - Ford Center, Oklahoma City, Okia. 
Kansas 64, Odahoma 47 (quarters) 

‘Kansas 67, Kansas Sate 61 (semis) 

Kansas 88, Texas 84 OT (nas) 


2008 - Sprint Center, Kansas City, Mo. 
Kansas 64, Nebraska 54 (quarters) 
Kansas 77, Texas ABM 71 semis) 

Kansas 84, Teas 74 finals) 


12009 - Ford Center, Oklahoma City, Okla. 
Baylor 71, Kansas 64 (quatre) 


2010 - Sprint Center, Kansas City, Mo. 
Kansas 80, Teas Tech 68 (quarters) 
‘Kansas 79, Teas A&M 66 (semis) 
Kansas 72, Kansas Sat 6 (inal 


2011 - Sprint Center, Kansas City, Mo. 
Kansas 63, Oktahoma State 62 (quarters) 
Kansas 90, Colorado 83 (emis) 
Kansas 85, Teas 73 ginal) 


2012 - Sprint Center, Kansas City, Mo. 
‘Kansas 83, Teas A&M 66 (quarters) 
Baylor 81, Kansas 72 (semis) 


2013 - Sprint Center, Kansas City, Mo. 
Kansas 91, Teas Tras Tech 63 (quarters) 
‘ans 88, ona State 73 (emis) 

Kansas 70, Kansas Sate 4 finals) 


2014 - Sprint Center, Kansas City, Mo. 
Kansas 77, OKshoma Sint 70 OT quarters} 
‘ona State'94, Kansas 83 (emis) 


2015 - Sprint Center, Kansas City, Mo. 
Kansas 64, TOU 59 quarters) 

Kansas 62, Baylor 52 semis) 

awa State 70, Kansas 66 (nae 


2016 - Sprint Center, Kansas City, Mo. 
Kansas 85, Kansas Sate 63 (uarternas) 


Kansas 70, Bayor 65 (semis) 
Kansas 81, West Vina 71 final) 
TEAM SINGLE-GAME RECORDS 
‘MOST POINTS SCORED 
a 102 6. Cobrado, 2002 quartertnls 

FEWEST POINTS SCORED 
seta 5 5 ve Oldshoms Sate, 1999 finals 
MOST FIELD GOALS 

#, 40 ys. Colorat, 2002 quarertnals 
‘MOST FIELD GOAL ATTEMPTS: 


£86 vs. Colorado, 2002 quarternals 


HIGHEST FIELD GOAL PERCENTAGE 
i (66.0% (31-47). Tes Tech, 
2013 quaeinals 


MOST THREE-POINT FIELD GOALS. 


HIGHEST THREE-POINT FIELD GOAL PERCENTAGE 
2012 qunterinas 


HIGHEST FREE THROW PERCENTAGE 
93.3% (14-15) ss Ontshoma, 2002 tas 


‘MOST REBOUNDS 
‘56 vs Temas Teh, 2002 semiinas 
MOST ASSISTS 
‘31 vs Tes Tec, 2002 semifinals 
MOST BLOCKED SHOTS 
10, to times 
MOST STEALS 
15, to times 
TEAM CHAMPIONSHIP RECORDS 
MOST POINTS SCORED 
249. games, 2013 
MOST FIELD GOALS 
3 96 @ games), 2002 
MOST FIELD GOAL ATTEMPTS 
210 @ games, 2002 
MOST THREE-POINT FIELD GOALS. 
25 8 games, 2008, 
MOST THREE-POINT FIELD GOAL ATTEMPTS 
+= + 58.G games) 2011 
MOST FREE THROWS, 
61 G gamed, 2010 
MOST FREE THROW ATTEMPTS. 
83.8 games, 2010 
HIGHEST FIELD GOAL PERCENTAGE 
55.6% G games, 2013 
HIGHEST THREE-POINT FIELD GOAL PERCENTAGE 
z - 50% G games, 2008 
HIGHEST FREE THROW PERCENTAGE 
7 z ‘84.6% G games, 2002 
MOST REBOUNDS: 
180 @ gamed, 2002 
MOST ASSISTS 
57 B games, 2002 
MOST BLOCKED SHOTS 
25 G games, 2002 
MOST STEALS 
32 B games, 2002 


INDIVIDUAL SINGLE-GAME RECORDS 
MOST POINTS 


31, Wayne Sinien vs. Missout, 2008 quater 
30, Parry Es ws. ova Sate, 2014 serials 

‘50, Andrew Wigs vs. Odapoma State, 2014 quarernals 
30, Wayne Simin vs. Okishoma Sis, 2005 semiinais 
130, Paul Piece vs. Missouri, 1997 fais 


MOST FIELD GOALS 
12, Wayne Simien vs. Olahoma Site, 2005 semifinals 
12, Pad Perce Missouri, 1997 fas 


MOST FIELD GOAL ATTEMPTS 
20, Sherron Calis 1s. ay, 2008 quatrinats 
20, Pal Pesce ws. Mansas Sit, 1998 quaterinas 


MOST THREE-POINT FIELD GOALS. 
8, Maxi Chalmers vs. Texas, 208 fats 


MOST THREE-POINT FIELD GOAL ATTEMPTS 
12, Stemon Colles ws. Baylor, 2008 quarterinas 
12, Mario Otalmers ws. Tras, 2008 firs 


MOST FREE THROWS: 
15, Key Oui Jc vs. TOU, 2015 quareinats 


MOST FREE THROW ATTEMPTS 
18, Katy Oui Je vs. TCU, 2015 quarters 


HIGHEST FIELD GOAL PERCENTAGE (MIN. 10 ATTEMPTS) 
91.7% (11-12, Perry Ells vs. lowe Stale, 2014 semifinals 
{833% (10-12) Perry Ells vs. lowe Stale, 2013 semifinals 


HIGHEST THREE-POINT FIELD GOAL PERCENTAGE (MIN. 
5 ATTEMPTS) 
83.3% 6-9, Devore’ Graham vs. WU, 2016 als 


HIGHEST FREE THROW PERCENTAGE (MIN. 6 


ATTEMPTS) 
100% (10-10, Devote’ Graham vs. WU, 2016 finals 

100% (10-10, Etc Chenooith vs. Kansas Sate, 1999 semfinals 

100% (8-8), Wayne Selden, Jc. lw State, 2015 als 

100% 6-6, Shean Colin vs. Yeas Tech, 2010 qurtefnals 

100% 6, Ec Chenowih ws. Kansas State 2001 quaterinals 

‘100% 6-8), Maio Cumers vs. Oklahoma Sst, 2006 quartetnals 

100% (6-6, Darel Jackson vs. Texas, 2007 finals 


MOST REBOUNDS 
25, Drew Gooden vs. Texas Tech, 2002 semifinals 


MOST ASSISTS 
15, Aaron Mes vs. Teras Tech, 2002 semifinals 
MOST BLOCKED SHOTS 
5, Jef Wie vs. Baylor, 2012 semifinals 
5, Nick Colson vs. Texas Te, 2002 semifinals 
MOST STEALS 


8, Nick Bradord vs, Kansas State, 2000 fst ound 


INDIVIDUAL CHAMPIONSHIP RECORDS 
‘MOST POINTS SCORED 
67, Paul Pree ( games, 1998 


‘MOST FIELD GOALS 
27, Paul Perce (3 games), 1997 


‘MOST FIELD GOAL ATTEMPTS: 
55, Paul Plece (3 games, 1998 


(MOST THREE-POINT FIELD GOALS 
13, Brandon Rush (3 games), 2008 


(MOST THREE-POINT FIELD GOAL ATTEMPTS 
22, Brandon Rush (3 games) 2008 
22, Jel Boschee (3 games), 1999 


(MOST FREE THROWS, 
20, Kel Outre. games), 2015 


(MOST FREE THROW ATTEMPTS 
24, Kelly Oubre Jc (3 games), 2015 


HIGHEST FIELD GOAL PERCENTAGE 
83,3 (101, Landen Lucas (3 games), 2015 

78,9 (15-19), Perry Es (2 games), 2014 

78.3% (18-23), Pery Es (3 games), 2013 


HIGHEST THREE-POINT FIELD GOAL PERCENTAGE. 
72.7% (@-11), Jett Boschee 2 games), 2001 


HIGHEST FREE THROW PERCENTAGE 
100% (9-9), Kk inch (2 games), 2001 

400% (9-9), Jacave Vaughn (3 games), 1997 

100% (6-6, Pery Es ( games), 2013, 

100% (6-6), Aaron Niles ( games, 2002 

91.7% (11-12, Drew Gooden (3 games), 2002 


‘MOST REBOUNDS. 
a 40, Drew Gooden (3 games), 2002 
‘MOST ASSISTS 
31, Aaron Niles ( games), 2002 
MOST BLOCKED SHOTS 


9, deft wey (2 games), 2012 


. 7 r 
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NCAA Tournament Records 


TEAM SINGLE-GAME 

MOST POINTS 
es. 11048. Pralfie View A&M, 1998 
Cl. 108 ve. Arizona State, 2003 
: «107 vs. Nagara, 2007 
106 vs. Austin Peay, 2016 


FEWEST POINTS 
32 vs. Oklahoma State, 1942 

38 vs. Oklahoma Stat, 1946 

42s, indiana, 1940 FF) 


WINNING MARGIN 
‘58 (110-52 vs. Pra View, 1998 

40 (107-67) vs. Nagara, 2007 

+98 (02-54) v8. S.C. State, 1996 

33 (100-67) vs. Howard, 1982 


LOSING MARGIN 
18 (42-60) ws. Indiana, 1940 
eee 17 (61-78) v8, UCLA, 1974 


MOST POINTS IN A LOSS 
8 (88-97) va, Maryland, 2002 (FF) 

88 (8-22 OT) vs. Kentucky, 1999 

82 (82-85) vs, Arona, 1997 


MOST FIELD GOALS 
sass 42 vs. Howard, 1982 
41 vs, Evans, 1999 

441 vs. Prale View A&M, 1908 


FEWEST FIELD GOALS 
11 vs. Oklahoma Stat, 1942 
15 v8.N. Carling, 1957 (FF) 


MOST FG ATTEMPTS, 
186 vs. Onahoma Cty, 1957 
83 vs, W. Kentucky, 1971 (FF) 


FEWEST FG ATTEMPTS. 
ress 28 V8. Of, 1985 
40 va Mississippi, 1981 


HIGHEST FG PERCENTAGE 
67.8% vs. Arizona Stal, 2003, 
(63.6% vs. OKahoma, 1988 (FF) 
= 63.1% vs. Evansville, 1909) 


LOWEST FG PERCENTAGE 
29.1% vs. Oahoma Cy, 1957 
31.9% vs. N. Carolina, 1957 (FF) 


HIGHEST FG%/HALF 
75.9% (2nd) vs. Artzona State, 2003 
75.0% (180 vs. Ohio, 1985 


LOWEST FG%/HALF 
28.6% (2nd) vs. UCLA, 1974 FF) 
29.4% (1s vs. Purdue, 2012 

-- 30.2% (2nd) vs. Jackson St, 1997 
30.8% (1st) vs. Alcorn St, 1984 


MOST POINTS/HALF 
{61 2nd) vs. Arizona State, 2003 
«60 (1st vs. Prairie View, 1998 

58 (2nd) vs. Arkansas, 1991 


FEWEST POINTS/HALF 
16 (1s vs. Oklahoma St, 1946 
seseees 18 (1. Oi, 1985 


MOST FREE THROWS: 
«++ 81 ¥8, OMahoma Cty, 1957 
28 vs. Texas, 1960 


FEWEST FREE THROWS: 
1 vs. Wake Forest, 1984 
4.vs. Duke, 1991 (FF) 
4s. Auburn, 1985 


MOST FT ATTEMPTS: 
42 vs. Oklahoma Cty, 1957 
cesesese es 97 VS Texas, 1980 


FEWEST FT ATTEMPTS: 
os 28. Wake Forest, 1984 
7, Four Times 


HIGHEST FT PERCENTAGE 
100% vs. North Carolina, 1993 FF) 
ceveve ee 86.796 48. NC.ABT, 1988 


LOWEST FT PERCENTAGE 
= 45.5% vs. UCLA, 2007 
47.1% 1s. UCLA, 1978 

cos AB.0% vs. Portland Sate, 2008 
7 --- 50.0%, Five Times 
MOST 3-POINT FIELD GOALS 
1 vs. Niagara, 2007 

12s Portland State, 2008 

1246. Kentucky, 1999 
118. N. Caroling, 1993 FF) 


FEWEST 3-POINT FIELD 
GOALS 

+ 0s. Eastern Kentucky, 2014 

(vs. Wester Kentucky, 2013 

ceevees OVS. Howard, 1992 

1, Five Times, most recent 2012 


MOST 3-POINT ATTEMPTS. 
eee 81 Kentuchy, 1999 

+ 28 6, Rhode island, 1998 

26 vs, Arizona, 2003 

26 va, Arizona, 1996 


FEWEST 3-POINT ATTEMPTS. 
+} ¥& Missout State, 1987 
vs. Houston, 1987 


HIGHEST 3-POINT FG 
PERCENTAGE 

100% vs. Misousi Stat, 1987 

72.7% vs. Caltornia, 1993 


LOWEST 3-POINT FG. 
PERCENTAGE 

010% vs. Wester Kentucky, 2013 

(00% vs. Howard, 1992 

7.1% ve. North Carolina State, 2012 

9.1% vs. Bucknell, 2005 


MOST REBOUNDS 
64 ¥6, Prarie View A&M, 1998 


32 vs. SC. State, 1996 
328. Howard, 1992 


FEWEST ASSISTS 
ceseeeeess7 6 Stanford, 2014 
ys. Wha State, 2015 
8 vs Ohio, 1985 


MOST BLOCKED SHOTS. 
13 ys. Jackson State, 1997 
12s. Dayton, 2009 


FEWEST BLOCKED SHOTS 

+06. New Orleans, 1991 
weit vs. UCLA, 1974 FF) 
coseseses sO. Wake Forest, 1984 


MOST STEALS 
sonia 17 vs. UCLA 2007 

COO. Niagara, 2007 
Sais 14s. BYU, 1993, 


FEWEST STEALS ‘SINGLE- TEAM TOURNAMENT 
e vs Syracuse, 2001 GAME ‘MOST POINTS 
MOST POINTS 491, 2003 6 games) 
MOST FOULS 7 by Maryland, 2002 FF) ~» 455, 1981 (6 games) 
386 Note Dame, 1975 92 by Kentudy, 1999 (OT) veveses-+ + 450, 2008 (6 games) 
- 30s. UCLA, 1978 ‘90 by Oral Roberts, 1974 443, 1988 (6 games) 
FEWEST FOULS sige) MOSTRIELD GOALS (MOST FIELD GOALS 
5. USO, a 34, Two Times ~ 195, 2003 6 games) 
3d otro San ae ca me 
‘9s Rice, 1940 MOST FG ATTEMPTS: 172, 1988 (6 games) 
26 by OWahoma City, 1957 ++ 185, 2002 
_ by Cy, (6 games) 
ys. Note Dame, 1975 MOST FREE THROWS MOST FREE THROWS: 
3, Tiree Times 35 by Notre Dame, 1975 91, 1953 (4 games) 
£86, 1957 (4 games) 
MOST FT ATTEMPTS 
50 by Note Dame, 1975 FF = Final Fur; OT = Overtime 
HIGHEST FG PERCENTAGE 
156.1% (23-81) by Duke, 1991 
HIGHEST FT PERCENTAGE 
94.7% (18-19) by Vilna, 2016 
MOST REBOUNDS 
52 by UCLA, 1978 


52 by W. Kentuchy, 1971 


‘MOST FOULS 


‘36 by St. John's, 1952 


INDIVIDUAL NCAA TOURNAMENT RECORDS 


INDIVIDUAL CAREER 
POINTS SCORED 
328, Danny Manning (1985-86-87-88, 16 games) 


FIELD GOALS MADE 
140, Danny Manring (1985-86-87-88, 16 games) 


FREE THROWS MADE 
60, Keth Langford (2002-03-04-05, 16 games) 
46, Danny Manning (1985-86-87-88, 16 games) 


REBOUNDS 
11, Nick Colison (2000-01-02-03, 16 games) 
-117, Danny Manning (1985-86-87-88, 16 games) 


104, Aaron Miles (2002-03-04-05, 16 games) 
93, Jacque Vaughn (1954-95-96-97, 13 games) 


- 163, Danny Manning (1988, 6 games) 
141, Chyde Lovelette (1952, 4 games) 


69, Danny Manning (1988, 6 games) 
53, Cyd Lovellete (1952, 4 games) 


1, Wit Chamberiain (1957, 4 games) 
35, Cyde Lovellete (1952, 4 games) 


81, Nick Colson (2003, 6 games) 


44, Cy Lovllete (1952 vs. Saint Louis) 
42, Danny Manning (1987 vs. SMS) 


16, Danny Manning (1988 vs. Vander) 
16, Danny Manning (1987 vs. SMS) 
16, Clyde Lovato (1952 vs. Sant Louis) 


FIELD GOALS ATTEMPTED 
s-ese+ 98, Che Lovllete (1952 vs, TCU) 
29, Dany Manning (1988 vs. Vander 


FREE THROWS: 
18, Wayne Slnien (2004 vs. UAB) 
14, Yt Chambeian (1967 vs. Oho iy) 


FREE THROW ATTEMPTS 
22, Wit Charbertain (1957 vs. Oklahoma City) 
s+ 20, Wayne Sinn (2004 vs, UAB) 


22, Wit Chambertain (1957 vs. SMU) 
1, Nick Callson (20083 vs. Syracuse) 


12, Ryan Robertson (1998 vs. Paiie View ABM) 
+ 12, Jacque Vaughn (1996 vs... State) 


BLOCKED SHOTS. 
10, Jett Withay (2012 vs. Noth Carlina State) 
10, Cole Aldrich (2009 vs. Dayton) 


44, Glenn Robinson (1994, Purdue) 


-19, Oscar Robertson (1960, Ccinnt) 


FIELD GOAL ATTEMPTS 
34, Hub Reed (1957, OMahoma Cty) 


16, Regge Willams (1987, Georgetown) 


FREE THROW ATTEMPTS 
21, ian Dany (1975, Note Dame) 


19, Jim NeDaniels (1971, W. Kentucky) 


§OOs GHOdSY 


NR... 1/6/1950, 


11..122N960...13..S Job's. 
Te PAABP960 1 Ket nn LON AEB 
17.1595) 9. Kansas Sate. 


Ku Opp. 

Rank Date Rank Opponent 
NR.s2nen71_10_0SC 
NR__2n6/972 14 Miso 


‘Site Result 
Lawrence __L__77-87 
awrence—_W.29-80 


NR1228/972. 16 Kansas Sate _ Kansas Oy___.__70-91 
NR_1207973._8_— Mis olumiia. 72-75 
NR 12377318 Yansas Sate Lamrence 188-77 
NR__2n3/973_15_ansas Sate Manton. 66-67 


13._12047973._ 10__Kentucy. 
NR_A25/97S.3— dora 
NR1202973_17 Vander 
NR_trean74 —1_Nosre Dame. 


NR-1/27n 951 
NR. 25/1951 
NR. 2e4n951 
NR" 3ran951 


NPRON 92.1. 


16120077960... 
NR. 12/29/1960 


NR.../an962.. 
NR 962 


NRtansnae2... 
NR 2/9796. 


NR..A2210968... 


14._3nang74_19__ Creation. 
621974 3. Marquet Greenster——S14 


7.104974 _3__seana, 


“2525 KU vs. AP Ranked Foes 


xu Opp. 
Rank Date Rank Opponent Site Result 
NR_S/i6/i968 18 aver" oe LD a Wi BT2 


Na_12n071968 17 Tempe 
16__1/1871969 5. Odahoma, 
1827/1968 5. Miso. 


1 1/e0m960 4 Miso. 


7_109NS74._.13_ Nowe Dame 
183274. 20 Kentucy 
NR_3n5/975..9_—Nowre Dame” 


NR._1001975__.9__osre Came 
NR._t2/3N975_— 14 Ketucy. 
NR_ANTST6..20-— Miso — 
NR_2NBNS76. 14 Miso 


NR. x27 171976 4 Ketucy. 
NR. 12897619 Artasas 


1312087190614 Pebarpp Hono 76-79 
W768 


pesrs-s ===22-== 


197993. 
Rane. 
1167983... 
—_1ann83. 


pooe 


bbbetess 


537071906 _.23_towa Sat. 
5.322986 11 Ao 
5. S2AN906..15 Syracuse. 


12041996... 
127986... 17 UCLA. 


Lengo. 85-115 


Souh Bend. W..75-3 


ve tamence W. 82-79 


14. AON 97O._18_Long Beach Site Lawrence. ___ 69.52 
Wiha W737 


4... ganar 18. bakes | 
403571 UCLM. 


NAAM 17971 18. Luise 


Loe LTA 
NRLA2n7N71 6B Lees WBS 


711287967 11a. 
161897988 _.14 fora St. 
NR___2/971968 7 Oar. 

NR 2207368.6_—_Due. 

NR 22471988 4. ONabora 
NR 207736815 Meas 


KU vs. AP Ranked Foes J <..2/' 


Ku Opp. ku Opp. 

Rank Date Rank Opponent Site Result Rank Date Rank Opponent ‘Site Result 

712/908... Ketucsy. Chicago L.45-63 1___20m10_ 18_Temple. Phiateptia W452 

22... 34/989... Kenucky®.- New Ovens 0). E892 1_..1/102010__ 16 Temessee_———_ Hone 68-78 
3.12010 — 25 — Bayer Lawrence —_W__ 81-75, 


5.07/08... Mich, Sate 
8__t2n6n999.. 12. ohio State. 
8__12nan908 20 nos 


10 Teas Lawrence 8-74 


“Vn Dube, 


12..11752011 2. Kenta 
14 1/2apon) 6 — ase. 
13_12n0011 2. oho Sate. 
14.__aroot2 23 ansas Sate. 


12.0290. 4... ina... 


Toc POO 4 A, 
4 


9. 37N5...15__.Osabor.. 
a a 
9.__3n4n5_13_ toma Sit. 


eS a 


1430272008 8. Michigan Sate’ indanapas.—_L__62.67 


KANSAS VS. NO. 1 (7-16, 2-2 UNDER BILL SELF) 


Date Opponent site Result 
A B/960 eR MON le AEB 
Na_s2ren71952 1 Kansas Sate Kansas Gly. 87-88 


nR_12N571962_——1 Gna 
4325S 1 LOLA. 
382077 erty 
NR_11/2871961 1th Carina Chat. 
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Year-by-Year Stats 


OVERALL CONFERENCE FIELDGOALS = THREE-POINTERS FREE THROWS REBOUNDS 
Opp. Opp. 
G W-L Pct. W-L Pct. FG FGA Pct. Pct. 3pt-Att. Pct. Pct. FT-FTA Pct. Pct. 
38 335 868 15-3 830 1092 2207 495 307 © 304-728-418 «32101-43713 
36 27-9 750 13:5 722 869 1976 440 306 213-562 379-315 10-842 724 
35 25-10 714 144 778 955 1937 493 416 189-556 340 355 665-935 711 
37 31-6 838 14-4 78 985-2049 481361 216-594 364 «303 596-809 737 
39 32-7 820 16-2 889 1023 2169 472 380 222-643 345 340 597-863 692 
38 35-3 921 14-2 875 1114 2193 508 394 271-710 382 298 585-862 679 
36 33-3 O17 15-1 938 1033. 2111489379 262-648 404 331 609-871 699 
35° 27-8 771 14-2 875 9451979 478 383-217-585 371334 567-782-725 
40 37-3 925 13-3 813 1176 2314 508 379 271-683 397 328 898-852 702 
38 335 868 14-2 875 1106 2241 494 376 231-584 306318 535-811 660 
33 25-8 758 13:3 813 912 1923 474 370 205-539 380344 451-671 672 
30 23-7 767 12-4 750 801 1684 476 387 © 198-539 367-318 451-649 695, 
3324-9 727 12-4 750 895 1923 465 391 188-562 335 «315 = 525-743 707 
38 308 789 14-2 875 1182 2303 494 402 183-546 335 363 594-906 656, 
37 334 892 16-0 1.000 1259 2487 506 402 224-536 418 «361 623-867-719 
33 26-7 788 12-4 750 1002 1996 502 378 183-465 384 334 520-789 659 
3424-10706 11-5 6881044 2269460401 159-463 343347 429-660 650 
23-10 697 11-5 688 874 1951 448391 165-483 342305 467-708 660 
39° 35-4 897 15-1 938 1249 2536 493 402 229-610 375 314 573-842 681 
36 34-2 944 15-1 938 1084 2222 488 401 192-506 379 333 698-1007 693 
34 20-5 853 12-2 857 960 2113 454 387 220-674 326 341 01-916 656, 
31 25-6 806 11-3 786 915 1925 475 378 «206-589 350 339 537-809 664 
35 27-8 771 9-5 «643 1026-2181 470 383 201-530 379338 564-893 632 
36 29-7 806 11-3 786 1109 2154 515 496 «215-527 408 370 604-841-718 
32 27-5 B44 11-3 786 975 1892 515 414 170-437 389305 584-908 643 
35 27-8 77 10-4 714 1086 2007 518 432 199-504 305 M43 (575-924 622 
3530-5 857 11-3786 1204 2258 533.440 230-531. 433.396 585-859 681 
31 1912 613 6-8 429 1024 1925 532 411 143-344-416 411 567-812 698 
38 27-11 711 95 643 1111 2134 521 509 78-233 335352562814 690 
36 25-11 694 9-5 643 1041 2088 511-426 «= G1-169 361341 510-759 672 
39° 35-4 897 13-1 929 1260 2266 556 447 — — — 618862 717 
34 26-8 765 11-3 786 1019 1898 537 444 -— — = 85733 716 
32 22-10 688 9-5 643 924 1769 522 447 — — — 473-654 723 
29 1316 448 4-10 286 815 1658 492.463 — — = 424-582 729 
27 13-14 481 4-10 286 6941483468471 — — = 401-573 700 
32 U8 750 95 643 924 1832 504 432 — — = 300-717 697 
29 15-14 517 7-7 500 8421738484 480 = = = 442-605 731 
29 18-11 621 86 571 842 1848 456.469 — — = 429-629 682 
29 24-5 828 13-1 929 965 2104 479 408 — — = 435-648 671 
28 18-10 643 86 571 840 1817 462 421 — — = 32545 646 
2% 13-13 500 68 429 688 1552 443 414 — — — 270-390 692 
27 198 704 11-3 786 © 8431853455 413 = = = 314-435 722 
30 23-7 767 13-1 929 953 2051 465 413 — — — 337-475 709 
26 818 308 4-10 286 738 1753 421.433 — — = 29-409 633 
2% 11-15 423 7-7 500 768 «1779 432.463 — — — 33584 673 
30 27-3 900 14-0 1.000 910 2122 429 389 — — — 508-824 617 
2% 17-9 654 86 571 7631679454 437 — — = 478-727 657 
2 7 74 95 642 734 1664 441 395 — — = 415-638 650 
30 228 733 10-4 714 816 1802 453.420 — — — 447-663 674 
‘223-4 B52 13-1 928 7521732 434.376 — — = 417-610 684 
27 234 852 13-1 928 804. 1863 432.390 — — = 467-728 640 
25 17-8 680 95 642 643 1493 430 405 —- — — 366-564 649 
% 13-12 520 86 571 614 1496 410 391 — — — 37-560 619 
21213 480 5-9 357 565 1536 368401 — — = 31-539 659 
2 7418 280 3-11 214 619 1550 309 410 — — = 407-589 681 
2547-8 680 10-4 714 692 1743 397 372 — — — 466-676 689 
2819-9 679 10-4 714 699 1800 388.383 — — = 551-793 694 
25 11-14 440 86 S71 581 1663-349 364 —- — = 480-734 612 
23 185 783 86 57 573 1382 415 345 — — — 401-663 605 
27 243 888 12-2 857 695 «1720-404 351 — — — 555-853 650 
23 14-9 608 86 571 552 1574 350 367 — — — 459-672 683 
21 140 523 «57 417 516 —- — — 867 6 87 — -— — = 
2 165 762 102 883 510 — — — —- — — 54781 68 61 — — — — 
% 196 760 102 83 62 — — — —- — — 5-64 61 62 -— -— -— = 
3 283 903 114 917 Bs - — — 77 60 63 -— -— -— = 
2% 168 667 84 667 589 — — — —- -— — Bs 7m -— -— -— = = 
2% 14-11 560 8-4 667 552 — —  — 342528 6588 
241212 500 39 250 48 — — — - -— — 207 73 - - = = R= 
24 915 37 48 333° 436 0 —- — — 359 68 -— -— -— -— = 
27 1611 593 64 600 49 — — — -— -— — Te SS Se 


Year-by-Year Statistics HJ 


FOULS ASSISTS TURNOVERS STEALS POINTS REBOUNDS 
Opp. Opp. Opp. Opp. Opp. Opp. Score Score Rebound 
PF-Dq ——-PF-DqAssists Avg. Ast. TO TO BS ST ST Points Points Margin Margin 
720-10 780-22 604 «159 «413478494 158125253248 30892570 +1370 455 
639-10 659-17 475132 402 463421175180 237236 25612333 46300 438 
732-12 742-29 523 «149418 463.396.198.111 «204232 27842854 489475 
621-10 680-20 575155 309517468247 108 280 26627822202 4132-462 
678-8 718-20 587 151 436 507 «533.22 137_— «285253 28GS HO 4118 455 
666-4 735-25 674 177 428 507 «535 183««103.«S 295 229 3084 «58 +165 +80 
658-9 718-13 609 16.9 447 470 502 232 133 1 234 2937 2312 417.4 +68 
664-11 704-19 555 159 439 508 473 «185115 239256 25742200 +10 0472 
706-11 754-16 721 180 451 «529 «623-235 103. 356 25732212460 +190 47.9 
718-6 7214 651 17.1 423 539 B44 2115350 28120782344 H67 0 467 
625-12 589 178 413 516 562 185 «(104 «= 323.238 24802024 +139 453 
574-13 592-17 495 165 «326433418115 B31 220511956 498 0434 
661-16 = 662-15 572173 «410 485471165125 232 227-2503. 2218 +8600 +4.1 
630-16 = 764-22 653 «172456 «562 GHB 192 164 «373. 623141 +158 479 
669-12 727-22 767 «207 «531 602623210164 «357 31733652785 +162 0 487 
648-19 699-26 641194 435532496. 170s «902172792707 2286 H27- 476 
725-19 623-8 630185482 589623187130 3122942676 2382 +86 +83 1999-2000 
590-13 644-16 521 158 «407516. 536.142, 140 265 28923802128 +76 439 
651-13 743-24 746 «19.1512 623. 687220122315 316-3300 2828 H72 0489 
674-10 = 802-31 598.168 «427571 BT 222, 113351307 «30582380 +188 +104 
651-6 726-30 600 176 397 530 627 204 «118 «6323. 24527412219, +53 458 
572-7 717-31 529 17.1 402483481181 BA 185288573271 +130 0-453 
659-15 730-21 628 «17.9 «451 564-603-192 1068S 277 848172302 +122 46.3 
633-13 724-22 687 «19.1 439523. 653104101328, 2473037510 +147 424 
707-23 749-27 605 «189-381 564 34123115281 28027042179 64 442 
7-16 772-29 «648-185 B06 80H:Cs«C721—'— 7812 3H_C«HD_29KG_C2485 +146 43.0 
680-4 791-31 763 21.8 486 53268710877 3092473223 2532 +198 445 
659-18 701-29 620 2000 «502 514.604 Bt 63.219 275B M5 HOI 402 
763-20 781-28 670 (176 «494 «G43. 637.137 70S 325 293 2862580 406 -H15 
780-25 © 710-24 604 «168 «451549 485102, 93 20h 238 2853 HBT 460-19 
750-20 797-32 814 «20.1 563 568561137 8B 2H 2483138834 +130 0437 
681-19 706-19 650194 494518. 488119727 24225632860 +60 © 404 
653-22 622-17 570178 «456477 432—s109''s 7700s O2sBMN_-—S 1A +56 40.1 
586-16 = 569-21 457 158 374 «492 M03-—iB751SA 11 2054084 407 © 430 
47215 401-12 341126 388 TSS? 1421789 TT 407-09 
584-15 643-22 300125 3589 17s 653.149 2851017 +05 423 
639-25 547-16 384.132 36912, 10843 2521472126 2010 +40 40.4 
500-24 «597-29 17259 367 3 135 BC I 430 © 408 
693-33 © 500-24 634184 310 7 — S172 HH +152 483 
639-41 491-20 437 «156 «351 450 S150 oF ee +40 450 
615-36 425-16 922 124 2 5 1 1 = +4 
598-230 482-18 «871137 22 130 0 458 455 
590-12 64-18 +71 455 
55928 473-29 TH -28 0-13 
9-28 8818 8K +06 = -32 
588-28 0734 RBS 4130 0-485 
481-21 538-26 0S = 464 436 
4617 0 4717 88 495454 
6-220 9 TS 472 407 
499-290 614 itt 46 48.2 
524 88 0 eH 4142-104 
456-21 “38 — — = = = = = = = RO = 459454 
430 a +12 403 
440 420-1 -21 0 451 
469 40 - =— = = = = = = = 1839 = -37 428 
80 - = Se Fe Fe 8D 490 465 
500 at = 42.4 428 
435 49 eee 41200464 
328 a2 -— — = = — = FF = BR 412000 4115 
396 nn 41370 +130 
403 40 = — — — = = = = 1560 = 4200-43 
380 88 SSB 408 = 
498 a a as |.” 467 - 
634 | +92 - 
700 ™ —- — =— =~ = = = = = OH = 42900 = 
473 = - =- = = = FF = = = BI - = - 
485, ee)” = = 
370 = = Fe FFF 8 — - 
465 - _ _ 1224 
616 - - - 126 0 = = 


§OOs GHODSY 


me acuese. Year-by-Year Results 
DR. JAMES seve a 
NAISMITH sae 
9 SEASONS n é 


Jan. 22 . Topeka YMCA 
1898-1907 Fan 18 es 90. 
55-60, 478 Feb. 22 . Haskell. 


DR. FORREST 
C. “PHOG” 
ALLEN 


FIRST TWO SEASONS, 1907-09 


Feb. 18 — Kansas ity AC. 


March 7. Ottawa 43-9, 827 
March 14 Otawa. 
March 15 Newton AC 
ea March 16 Emporia Yeachers oe 1907-08 (18-6) | MVIAA (6-0, 1st) 
Dec. 13 ..f Ottawa ......... Lawrence... ..W.66-22 
W.144 1904-05 (5-6) Dec. 19. 33: 
W.i7-14 Jane 21 Emporia Stat... Lawence..........W46-11 Dec. 20 ‘37 
W.27-17 Jan. 29 - Nebraska Wesleyan. . Lincoln, Neb. L3752 Dec 21. . 
W23-12 Jan 30 - Omaha YMCA. .... Omaha, Neb, 02631 an i0, 4627 
W298 Jan 31 . Des Moines YMCA ...Des Moines, wa... 19-37 ‘an 47 | 47-20 
L519 Feb. Oskaloosa YMCA . Oskaloosa, lowa...--W 37-14 in 18” 21.23 
115-21 Feb.2... Oskaloosa YMCA... Oskaloosa, lowa.....W.56-21 an 99 28.34 
110-22 Feb... Otunwa YMCA... Omumwa,lowa...-.-.L 2234 “pn 94 26-25 
W193 Feb 4. aiid YMCA... Fairfield, wa 1.2029 Yon 25. 25.16 
Feb. 11 .Fratemal Aid. Lawrence... £2037 an 3 50-12 
1899-1900 (3-4) Feb. 17 | Osage City “Lawrence” Wite8 Fey 3017 
san, 20 Haskell W145 Feb. 18 - Emporia State... Lawrence... W718 Feb a 21-20 
Feb. 2 2 W.A37 Feb.5 . 24-18 
Feb. 9 | Topeka YNIGA. “1428 1905-06 (12-7) Feb. 8 39-15 
Feb. 16 . .Kansas City YMCA . cee .818 Dec. 13 Emporia State...... Emporia, Kan........W.33-22 Fe 19. 19-11 
: Slo lieag Dec. 14. Newton «Newton, Kan. 18-23 Feb. 44 34-32 
“lwi12-10 Dec. 16 -.Chilocco Chicco, Ona... <.-:W 43-17 Feb 45, 34.16 
SL 15-21 Dec. 18. Baker... ‘Baldwin, Kan... 18-22 Feb. 17 30-19 
dan. 15 . Chilocco. + Lawrence. W911 Feb ta 26-22 
‘Jan. 19 Washbum. <---°-- “Topeka, Kan. ...-..:W-22-19 ep. 49) 734 
Feb.B ...Wyandotte AC....... Kansas Cy, Kan. ....W.40-10 Feb) 29 53.35 
Feb. 9 .- Independence AC. Independence, Mo... W.43-16 Faby 21 - 28-26 
Feb. 10 ‘ Feb. 22 128-25 
Feb. 12-1 
Feb. 13 «1 
feb. 14-1 1908-09 s 
Feb. 18 Dec. 10 . Baker. 2 Phe 
Feb. 16. Dec. 12 . J M416 
Feb. 17. Dec. 14 . (36-24 
Feb. 19 Dec. 15 . J (42-27 
Dec. 16 35-18 
36-24 
65-15 
AT34 
39-9 
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Year-by-Year Results 


1911-12 (11-7) | MVIAA (6-2, 1st) 1915-16 (6-12) | MVIAA (5-11, 4th) 


an. 17 «Baker... W.45-18 — Jan.7 ..lowa State W 26-25 
‘dan 19 «Nebraska ‘Lawrence 126-30 Jan. B - Jowa Stale «2. Lawrence feo 21-24 
san. 20 «Nebraska... Lawrence 127-30 an. 12 . Washoun, Lawrence... W 38-10 
‘dan. 26 «Kansas Giy AG... Lawrence....22.2..W.4315 Jan. 14 "Nebraska... ‘Lincoln, Neb. 2.2L 33-34 
‘dan. 27 «Kansas State Lawrence W.37-24 Jan. 15 = Nebraska neal, Neb. 22222 L 27-40 
Feb. 1 .. Kansas City AC... Kansas Ciy,Mo......W.31-25 Jan. 20 . Kansas State Lawrence... L 18-31 
Feb. 6 . Baker Baldwin, Kan, W 34-13 Jan. 21. Kansas State Lawrence... 112-28 
Feb. Missouri ‘Lawrence W.27-16 Feb. 4 . . Washington (Ma). Lawrence... W 30-16 
Feb. 10 Missount ‘Lawrence W.31-21 Feb. .. Washington (Mo)... Lawrence 243-13 
Feb. 16 . Washington (Mo)... Lawrence... W.43-16 —Feb.9 .. Missouri Columbia, Mo. 24-30 
Feb. 17. Washington (Mo). Lawrence... --...:W.30-22 Feb. 10 . Missouri CCohumbia, Mo... L 20-42 
Feb.21 Missouri Comba, Mo, ......W.39-24 Feb. 11 . Washingion (Mo... St.Louis, Mo... ..... W 30-25 
Feb. 22 . Missouri ‘Columbia, Mo. W 32-26 Feb. 12 - Washington (Mo)... St. Louis, Mo. L 24-33 
Feb. 23 Washington (Mo)... St.Louis, Mo... L 18-26 Feb. 17 Kansas State Manhattan, Kan... L 23-38 
Feb. 24 . Washington (Mo)... St Louis, Mo. 128-32 Feb. 18 - Kansas State Manhattan, Kan... L 21-45 
Feb. 29 | Kansas State Manhattan, Kan. .---L 28-33 Feb. 24 . Emporia State...... Lawrence.........- L 25-36 
W. @) March 1 Nebraska Lincoln, Neb. 21-49 Feb. 28. Missouri... 2. Lawrence L 10-41 
+. March 2: Nebraska Lincoln, Neb. 28-29 Feb. 29 - Missouri Lawrence. W31-19 
HAMILTON 1912-13 (16-6) | MVIAA (7-3, 2nd) 1916-17 (12-8) | MVIAA (9-7, 4th) 
Jan. 16 «Haskell = Laurence... W.56-27 Jan. 10 . Washbum, ........ Lawrence W. 55-9 
10 SEASONS van. 17 «ask Lamence W41-25 — Jan.12.. Emporia tate... Lawrence... 2. W 96-27 
125-59, 679 san. 1B - Washburn. Lawrence W 44-25 Jan. 18 —owa State... Ames, lowa .......-W.30-13 
san. 21. Kansas State Lawrence 121-39 Jan. 19 - Jowa State “ames, hoa. W 25-9 
san. 22 . Kansas State -_-.- Lawrence 125-27 dan. 20 KC. Poly... Kansas City, Mo... W 45-22 
909- VIAA (7- san. 30 . Kansas State Manhattan, Kan......W-34-19 Jan. 23 - Kansas State Lawrence... . W 34-16 
4909-10 (18-1) | MVIAA (7-1, 180) Sant fan Sa 2. Man fan. -2W.3020 26 ars Si Lamon. 0 WD 
ras eos amas witoie —Feb.1 .. Washburn Topeka, Kan 40-41 Feb.2....Kansas State... Manhattan, Kan... L «9-38 
‘ian 18 .Washingion (Mo)... Lawrence W. 46-7 Feb.7 «Washington (Mo) ...Lawrence W.44-25 —Feb.3 . Kansas Stata Manhattan, Kan... L 29-32 
‘Jan. 17 Washington (Mo). Lawrence W34-13 Feb. B.. Washington (Mo). ..Lawrence W..6B-8 Feb. 6. Missourl.... Lawrence... 5.+5-W 24-23 
‘an. 21 | Baker, Lawera, W37-24 Feb. 14 . Missouri Lawrence W.22-42 Feb... Missouri Lawrence... L 17-26 
‘Jan, 22 | Baker ‘Baldwin, Kan W 27-21 Feb. 15 - Missouri ‘Lawrence W.34-20 Feb. 12 . Washington (Mo). ...Lawrence. .........W 4-26 
Yan. 27 . Kansas State ‘Lavwence w.44-19 Feb. 19. Wiliam Jewell Lawrence W.47-19 Feb. 13 . Washington (Mo.) . .. Lawrence. oo W 33-25 
‘ian 28 | Bethany ... Tae w.a7-20 Feb. 22 - College of Emporia. Lawrence W.41-29 Feb. 16 - Nebraska... Lawenoe......52.-L 39-21 
Feb. 11. Missout Siena w2015 Feb. 26 - Missouri Columbia, Mo. 120-26 Feb. 17 . Nebraska Lawrence W 30-10 
Feb. 12 Missouri... taaatea, “warag Feb. 27 - Missouri Cohumbia, Mo. W 33-26 Feb. 21 - Missouri Columbia, Mo... L 20-24 
Feb. 18 _ Kansas Gly AC... Kansas Cty Mo.....W_3431 Feb.28 . Washington (.)...St Louis, Mo. W.29-28 Feb. 22 - Missouri + Columbia, Mo, 15-38 
Fab, 19 . Washingion (Mo)... St Lous, Mo W.19-16 March 1..Washington Mo... St. Louis, Mo, W.45-29 Feb. 23 . Washington (Mo)... St Louis, Mo,........L 16-24 
Feb, 20 | Washington (Mo)... St Louis, Mo £1616 March 3. Warrensburg Warrensburg, Mo.....W.30-24 Feb. 24 . Washington (Mo)... St.Louis, Mo... .....W.29-19 
Fab. 22 |/Mssoutl..........Columbla, Mo W252) Mari 10 Matra Ln Neb... 2640 Kansas All Stars .... Date & site unknowm. . L 20-26 
a 20/ Mi Caan rs WES TR cnet aed Dal cw aon 1917-18 | (10-8) | MVIAA (9-8, 3rd) 
- Jan. 10 ..Camp Funston... Lawrence.......1..W.37-27 
Fee ae Sa o-oo ooo S078 1913-14 (17-1) | MVIAA (13-1, T-1st) Jan. 17 ova Sate Lawrence W 24.21 
Feb.27 Nebraska... Lincoln, Neb... W.40-43 4807 fowa State Lawrence... ddan. 18 - Jowa State... Lawrence W 31-20 
an. 8 - san. 25 - Drake. Lawrence..........W 61-24 
1910-11 (12-6) | MVIAA (9-3, 1st) an. 12 dan. 30 - Kansas State Lawrence “L 23-36 
an. 13 «Baker... ‘ae, Wao-17 Jan. 16 dan. 31 Kansas State Lawrence. W 35-32 
Jan. 16 . lowa State Lawrence W421 dan. 22. Feb. 4 Lawrence. L 22-36 
Jan. 17 . lowa State... Lawrenee....0.....W 5418 dan. 23 Feb. Lawrence | ob 21-25 
Jan. 20 . Baker... ‘Baldwin, Kan... W 27-21 =a patty Aawrence . w ae 
4on20 Mesut claw Warne RS Feb 15.1 ‘ro Ne oo 2028 
Feb. 4. Kansas GityAC, .... Lawrence .........:W 36-29 Feb.7 Fa6 4 Lineal, Nab Wists 
Feb. 10. Nebraska..........Lawrenoe,......2..L 27-36 Feb. 11. raz: poverty Lee 
Feb. 11 Nebraska... Lawrence... 22 .W.37-12 Feb. 12 Fats Doha, Maks 8-28 
Feb. 16 . Kansas City AC..... Kansas City, Mo......L40-41° Feb. 13 Feb. 22 St Louis, Mo... L 23-47 
Feb. 17 . .Missour. Columbia, Mo. ......W.32-16 Feb. 14. Lscka Sele Mason JO 
Feb. 18. .Missouri...........Columbia, Mo. ......W 36-25 Feb. 19 Mar 4, Marhalian, et» + W B68 
Fab. 20 . lowe State “mes ta W375 Pe March 5 “Manhattan, Kan... L 25-32 
Feb. 21. Jowa State ........ Ames, iowa ........W.28-47  Feb.26 
Feb, 22 Gi Grinnell lowe. L617 Fete pat ple) 
eee ee ooo begs 1914-15 (16-1) | MVIAA (13-1, 1st) an 181 
Fab. 25 ‘Lincoln Neb. 2.2L 24-96 an... Jowa State ‘Ames, lowa ........W.29-22 Jan. 24 
dan. 9 Jowa Stale... Ames, low <W27-23 Jan. 31 
ddan 13. Warrensburg... Lawrence..222.2.2.W-46-20 Feb. 1. 
dan. 15 «Willa Jewell... Lawrence W552 Feb6. 
ddan 22 «Nebraska... 22S Lawrence. 2202022 W A517 Feb.7 - 
‘dan. 23 » Nebraska Lawrence W.30-23 Feb. 12 
dan. 28 | Kansas State =". Manhattan, Kan...--.W-38-22 Feb. 19, 
‘dan. 29 «Kansas State Manhattan, Kan....-.W/36-32 Feb. 20 
Feb.6 .. Washbum.....2..-Lawence......2...W.53-2B Feb. 21 
Feb. 10 . Kansas State Lawrence... L821 Feb.22 
Feb. 11 . Kansas State Lawrence. W.39-20 Feb.27 . 
Feb. 19 Missouri. W.42-23 Feb. 28 
Feb.20 W.44-19 Mach. 
Feb.24 «1 W.3322 Marché. 
Feb. 25 2 W 40-26 
Feb. 26 W 48-16 
Feb.27 2 .W 39-20 
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DR. FORREST 
C. “PHOG” 
ALLEN 


39 TOTAL SEASONS 

590-219, .729 

1919-20 (11-7) | MVIAA (9-7, 3rd) 
Jan.6 Emporia State”... Lawrence.........W 37-22 
dan. 8 Ww 
‘an. 16 lw 
dan. 17 : 


BR 


gEgERRIESS 


March 10 Kansas Stato 


concentrate on his dts as head track coach. Or. ln replaced i. 


1920-21 (10-8) | MVIAA (10-8, 4th) 
dan. 7 «Drake. ee AWRENR oo WATT 


gees esse 
RBRossere 


i 


1921-22 (1 


Jan. 3. ‘Omaha, Neb. . 
Jan. 5... Nebraska Lawrence... 

Jan 8. 2 Lawrence =... 

Jan “Ames, lowa - 

Jan. 12 =~ Grinnell jowa.....-.W . 23-8 
Jan. 13 Des Moines, lowa.....W 32-18 
Jan. 16 ‘Columbia, Mo. E 

Jan. 17 St.Louis, Mo. 

Jan. 22 Aawrence 

Jan. 24 Kansas City, Mo. 

Jan. 29 Norman, Ota W 27-21 
Feb. 7 .. Lawrence . W 44-23 
Feb. 12 Lincoln, Neb. . W 36-15 
Feb. 17 Lawrence . 

Feb.21. 

Feb. 22 - 

Feb. 24 . 

Feb. 28 - 


Feb. 6 W.A7-16 
Feb.9 .. L 20-26 
Feb. 12 W 23-15 
Feb. 14. = -W 30-16 
Feb. 20 . W 28-17 
Feb. 21 W 37-22 
Feb. 22 . W 20-15 
Feb. 26 

Feb. 29 

March 1 

March 26 


= 


gapeaanargarereses 


Supegssese 


1927. 
Dec. 16 . 


L 43-20 
W 29-26 
L 22-30 
L 19-45 
W.34-31 
+ W 46-33 
L 28-35 
+ W 36-27 
W.21-19 
W.28-27 
L 28-40 
L.21-30 
W327 
W 42-21 
L 29-49 
L 28-32 
W 46-44 
L 30-40 
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eee 
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COACH “PHOG” ALLEN 


1930-31 (15-3) | Big Six (7-3, 1 
‘Topeka, Kan. 


Dec. 16 . Washburn. 


‘Dec. 16 . Kansas State Manhattan, Kan. 
‘Dec, 21. .Pittsburgh. Kansas City, Mo. 
Dec, 22 . .Pittsburgh. Kansas City, Mo. 
‘Dec, 23 . .Pittsburgh. . . Kansas City, Mo.. 
Jan. 4 .. Colorado « Kansas City, Mo.. 
Jan. 5 .. Colorado ......... Kansas City, Mo... 
Jan. 6 .. Colorado . Lawrence... 
Jan. 9. Oklahoma (OT) Norman, Okla. 
Jan. 12 . Nebraska . Lincoln, Neb. 
Jan. 15 . Kansas State Lawrence . . 
Jan. 18 . Jowa State Lawrence | 
Jan. 30 . .Missouri . . Columbia, Mo. 
Feb. 5 .. lowa State Ames, lowa: 
Feb. 12 . Kansas State Manhattan, Kan. 
Feb. 15 . Nebraska . ‘Lawrence 
Feb. 20 . .Missouri, . Lawrence . 
Feb. 27 . .Oklahoma. Lawrence | 
1932-33 (13-4) | Big Six (8-2, 1st) 
Dec. 2 con 

Dec, 7 

Dec. 10 . 

Dec. 15. 

Dec, 30 . 

Dec. 31 

Jan. 2 

Jan.6 ...! 

Jan. 10 

Jan. 14 

Jan. 19. 

Jan. 24 

Feb.3 . 

Feb. 11 

Feb. 18 


z 
ae 
g 


“Lawrence. 
Big Six (9-1, 1 
Lawrence 2. 
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Year-by-Year Results 


ist) 


W27-19 
W 40-26 
WA7AS 
W 34-25 


BE 
eeese 


SRaRE 


BRes8see 


B88 


seaneee 


BRSNERS 
S@RRPes 


Feb. 3 . . Washburn. ~-Topeta, Kan. 
Feb.8 . Oklahoma. ........ Lawrence 

Feb.9 Oklahoma... Lawrence... 
Feb. 16 . lowa State -. Lawrence 

Feb. 19 . Nebraska Lawrence. fe 
Feb. 24 . Kansas State ...... Manhattan, Kan... 
March 1 . Oklahoma. ........ Norman, Okt... 
March 2..Okdahoma. .. Norman, Okta.. 
March 6. Missouri.........- Lawrence... 
1934-35 (15-5) | Big Six (12-4, 
Dec. 14 . Kansas State (07)... .Lawrence : 
Dec. 18 . Kansas State ...... Manhattan, Kan... 
Dec. 29 . .Emporia State Lawrence 

Jan. 7... Missouri Lawrence 
dan. B...Missouri - Lawrence 

Jan. 11. -Kangas State... Lawrence é 
Jan. 15 . .Okiahoma. Lawrence 4 
an. 16 . Ofdahoma. ........ Lawrence... 
Jan. 26 . Kansas State .......Lawrence : 
Feb. 5 ...Washbum, Topeka, Kan. 
Feb.9 ..lowa State ........ Lawrence 

Feb. 11. Nebraska Lawrence 

Feb. 15 . Nebraska incon, Neb. == 
Feb. 18 . Jona State Ames, low 
Feb. 22 . Kansas State Manhattan, Kan... 
Feb. 23 . Kansas State Manhattan, Kan, 
March 1. Missouri (Columbia, Mo. . 
March 2... Missouri Columbia, Mo, 
March 6. . Oklahoma, Norman, Oka. 
March 7... Oklahoma. Norman, Oka. 


U.S. Olympic Playoffs 
Dec. 9 . ..Washbum. - Lawrence 
Dec. 12 Ottawa Lawrence 
Dec. 16 - Baker Lawrence 
Dec. 20 . .USC. ‘Kansas City, Mo. 
Dec. 21 . Kansas State ‘Kansas City, Mo. 
Jan. 2 .. .Califomia ‘Kansas City, Mo. 
Jan. 3. . California ‘Kansas City, Mo. 
Jan.7 .. Kansas State Manhattan, Kan... 
dan. 11 Jowa State... Lawrence 
Jan. 15 . Missouri... . - Columbia, Mo. 
Jan. 20 . Nebraska. Lawrence . . 
Feb. 4 .. lowa State . Ames, lowa 
Feb. 8 .. Oklahoma. . «Norman, Otda.. 
Feb. 15 . Kansas State Lawrence. . 
Feb. 19 . Washburn. . «Topeka, Kan.. 
Feb. 28 . Nebraska . Lincoln, Neb. 
‘March 3. Oklahoma. . Lawrence | 
‘March 6 . .Missouri. Lawrence | 
Olympic Playoffs — Missouri Valley District 
‘March 13 Washburn. ‘Kansas City, Mo. 
‘March 14 Oklahoma State ‘Kansas City, Mo. 
Olympic Playotts 
‘March 25 Utah State (01). ‘Kansas City, Mo. 
‘March 26 Utah State ‘Kansas City, Mo. 
‘March 28 Utah State . .. Kansas City, Mo. 
1936-37 (15-4) | Big Six (8-2, T- 
Dec. 11 . Southwestern . Winfield, Kan. 
Dec. 16 . Baker (OT)... Baldwin, Kan. 
Dec. 17 Southwestern... Lawrence... 
Dec. 29 . Kansas Wesleyan . . . Salina, Kan. 


an 5. Baker... 
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1937-38 (18-2) | Big Six (9-1, 1 
Dec.6 .. Doane 2+... Lawrence. WW 38-23 
Dec. 7 . . .Ottawa. Lawrence W 36-17, 
Dec. 10 . Ottawa... .. .. W41-35, 
Dec. 13 . Baker. Lawrence ...... W 41-27 
Dec. 1 Lawrence . .. W39-29 
Dec. 1 Lawrence . W 26-21 
Dec. 1 .W31-15 
Dec. 21 W 28-24 
Dec. 29 L 29-34 
Jan. 4 . W 62-33 
Jan.7 ... L 46-49 
dan. 11. .-W33-21 
Jan. 15 . W 31-17, 
Jan.19 ..W37-32 
Feb.2 W 48-33, 
Feb. 7 W 35-33 
Feb. 18  W41-38, 
Feb. 21 »W 31-23 
Feb. 26 . +. W 50-47 
‘March 3. .Missouri. W 56-36 
1938-39 (13-7) | Big Six (6-4, 3rd) 
~W 25-20 
L 15-21 
ert 
Dec. 16 L 34-36 
Dec. 17 W 49-35 
Dec. 19 W 46-40 
Dec. 20 W 52-45 
dan. 2 W 39-33 
Jan. 7 L 31-43 
dan.10 oo W 33-29 
Jan. 14 L 37-48 
dan. 18 oo W 37-32 
Jan. 28 oo W40-38 
Jan. 23 woe b 87-40 
Feb.8 W 34-27 
Feb. 10  W37-34 
Feb. 14 W.49-46 
Feb. 20 W 46-37 
W 59-45, 
L 30-55 


i 
i 
& 
¢ 
I 
Fi 


oe W 34-30 
Dec. 8 seek 31-33 
Dec. 18 -W 63-31 
Dec. 19 -W 37-26 
Dec. 28 W 34-18 
Dec. 29 W 40-24 
Dec. 30. W 52-34 
an. 5 W 46-26 
Jan. 8 . -W 40-36 
Jan. 12 -W 34-33 
Jan. 18 oL 31-42 
Jan. 23 se W40-24 
Feb. 12 -W 36-34 
Feb. 15, +L 22-26 
Feb. 10 -W 44-33 
Feb. 24 ce W488 
Feb. 26 se W 42-29 
March oe W 42-40 
2 33-35 

L 36-47 

W 45-39 


NCAA Tournament (District Playoff) 
March 16 Oklahoma State (0). .Oktahoma Cty, Okla... W 45-43 


March 22 Rice. . Kansas Cty, Mo... .W 50-44 
NCAA Tournament (Final Four) 
March 23 USC......... W 43-42 
March 30 Indiana. L 42-60 


§OoOs GHOdsY 


Jan. W644 
wang 2 W 48-44 

Jan 13 W 36-29 

Jan 16 W 45-36 

Jan 16 2 W712 

an 16 W 57-26 

Jan. 20 -W 40-20 

Jen. 23 oo 31-35 

Jan. 29 W 47-36 

Jan. 30 sb 41-47 

Feb. 3 L 32-42 

Feb. 6 W 44-20 

Feb. 13 W 56-24 

Feb. 15 W 37-29 

‘ Feb. 17 W.47-43 

“e ‘ : Feb. 23 . Nebraska W 52-33 

“1261 BIG SK TR-CHAMPIONS I NCAA WESTERN REGION CHAMPIONS Fob 96 "Gao ow 42-35 
Front row eft to righ): Robert Woodward, Dick Harp, Don Ebing, Howard = March 2. Missouri (OT) W 47-44 
Engleman Bil Hogben. Second row eft to right): Dean Nesmith (rine, March 4. Creighton. ob 34-56 
Bruce Reid, Jom Krum, Bruce Voran, Bob Johnson, Bob ln, D.C. March 6. .Kansas State W.47-30 


‘Alen (head coact. Back row (eft to righ): Herbert Harman, James 


‘Arnold, John Kline, .P, Hunter, Ralph Miler. 
27 
1940-41 (12-6) | Big Six (7-3, T-1st) dec. 4 Huichinson NAB. Lavrerce 32-46 
Dec, 9 .. Texas. seve ee awrence . ~W 35-27 Dec. 7 . . .Ft. Leavenworth ‘Lawmence W 31-27 
Dec. 10 . Texas. . W 48-45 Dec. 10 . .Washbum. 
Dec, 28 . L 42-53 Dec. 11. Rockhurst. 
Dec, 30 . L 35-40 Dec. 13 . Rockhurst. 
Jan. 2.  W.41-40 Dec. 15 . .Otathe NAB 
Jan. 8 L 31-42 Dec. 17 . .Ft. Riley CRTC. 
Jan, 13. WW 44-41 Dec. 23 . .Herington AB 
Jan, 16. W 48-4) ‘Dec. 29 . Kansas State 
Jan. 20 . W 46-41 Dec. 30 . Missouri. . 
Feb.3 . W 54-39 Jan. 3. . Pittsburg State 
Feb, 10. W 44-38 Jan. 8 . . Missouri. 
Feb. 17 . L 26-30 Jan. 11. Olathe NAB 
Feb. 21 W 35-24 Jan. 15 ~ Nebraska. . 
Feb, 25 . W 50-45 Jan. 18 . .Kansas State 
‘March 1. Nebraska . W 55-53 Jan. 21 . Oklahoma. . 
‘March 3, .Jowa State . . | L 20-41 Jan. 29 . Jowa State 
‘March 7. Oklahoma. «Lawrence . L 37-45 Feb. 2 .. .Washbum.... 
‘March 11 Oklahoma State .... Lawrence . W 34-31 Feb. 7 . . Pt Riley CRTC. 
Feb. 12 . Oklahoma. 
1941-42 (17-5) | Big Six (8-2, T-1st) [18 fLLenenorn 
NCAA Tournar Feb. 23 - Kansas State 
Dec. 17. .Denver........... Lawrence oo W 36-35, Feb. 26 . Missouri... 
Dec. 18... Bethel... Newton, Kan, WW, 61-28 March 3. Jowa State . +9 
sn 6. ama Nema, Od. W543 
san 14 Miso Cou, Ma wm 1944-45 (12-5) | Big Six (7-3, 2nd) 
Jan. 17 . Nebraska . . Lincoln, Neb. W 51-32 Dec. 4... .Washbum. 2... a, Kan.. L 35-40 
Jan. 19 . J a Lawrence . . W 31-27 
dan. 24. W 47-28 
Jan. 29 . J W 47-23 
Jan. 31 ‘W 63-40 
Feb.2 .... L 39-48 
Feb... W 45-28 
Feb. 10 W 48-33 
Feb. 14 «J L 43-44 
Feb. 16 . W 50-35 
Feb. 20 . W 39-36 
Feb. 2550: i ~W 41-26 
Feb. 27... Lincoln, Neb. L 45-59 
‘March 3. .. lawrence . W 42-27 
J Manhattan, Kan. W 33-31 
Lawrence... . W 64-33 
Ames, lowe. L 30-61 
1945-46 (19-2) | Big Six (10-0, 1st) 
NCAA District Playoffs 
Dec. 3 . ..Warrensburg. . Lawrence . W 45-28 
Dec. 7 W 65-61 
W 59-45 
~-W71-46 
W 59-35 
W 50-21 
W 52-22 
W 42-34 
.L 28-46 
W 53-46 
W 48-36 
W 39-26 


67 Vear-by-Year Results 


W565 
W 53-52 
--W 50-47 
1 W 68-43 
W.72-30 
W 50-34 
ceceees W 69-41 
Feb. 28 - Oklahoma, ........ Norman, Okla... W 52-45 
NCAA Tournament — District Playoff 
March 18 Oklahoma A&M, .... Kansas City, Mo...... L 38-49 
Leading Scorers 
Carte Back (6-4 Jc) Ws 
Gib Stramel 6-1 So.) ..... 133" 
(to Schnelloacher (6-3 So. F) - 97" 
Ray Evans (6-1 Jt.) 2s... s ast 
Owen Peck 6-9 S&F) - postacsanthl 
1946-47 (16-11) | Big Six (5-5, T-3rd) 
Dec. 7 . ..Emporia State Emporia, Kan...» .W 48-42 
Dec. 11 W 42-28 
Dee. 12 W 55-36 
Dec. 13, = W 53-52 
Dec. 14 L 46-49 
Dec. 17, W 49-35 
Dee. 20 cL 3747 
Dee. 26 W 65-53 
Dec. 27 . W 51-45 
Dec. 28. L 39-42 
Dee. 30 W 54-52 
dan. 2 . L 50-52 
an.7 L 34-39 
san. 10 vb A750 
san 14 vb 46-48 
an. 20 ob 54-59 
an. 24 W 55-30 
Jan. 28 W 50-39 
Feb.11- ob 31-33 
Feb. 15 --W.69-37 
Feb. 20 ob 45-48 
Feb. 22 W 58-41 
Feb. 24 2 W734 
Feb, 28 co M456 
March 4. W 38-36 
March 7. 3 a8. 


Leading Scorers 
(to Schnabacher (6-3 Sr F) 
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Year-by-Year Results 


ye 1950-51 (16-8) 1952-53 (19-6) 
18" Dig seven eT aed ule Big Seven (10-2, 1st) 


BR 


NCAA Tournament 
Final Four (Runner-Up) 


EBEES 
yeerett tas) 


é 


8 
g 


SEREE 
Sea iota tel gis at igla tle Pie gt el 
tes 


41-46 
34 61-52 
42-35 2a 
56-54 
30-42 59-61 
6237 51-65 
79-50 58-56 
62-57 70-64 
48-53 37-27 
39-49 
55:37 
43-39 228 
36-63 82 
43-50 “67° 
45-55 65" 
45-49 54° 


1951-52 (28-3) | Big Seven (11-1,1st) BH. Bom 6946.0 .. 


NCAA CHAMPIONS | poche 
Ranked #8 (AP), #3 (UPI) Nl atop J) 


Gi Reich (6-0 Sr. 6). 
1953-54 (16-5) 
Big Seven (10-2, T-1st) 
Ranked #18 (AP), #7 (UPI) 
z \« c ‘Dec. 10. Tulane ........... New Orleans, La... 
i a Dec. 12. .LSU.... 
4 y. Mo... a Dec. 16 . Tulsa . 
J y. Mo......W 90-88 Dec. 26 
4 y, Mo. . W 75-65 Dec, 28 
i Janse W71-48 Dec, 29 
. ... W 60-59 Jan. 4. 
is Dane W 69-66 Jang .. 
r Kan. L 6481 dan. 12 « 
( Lb 45-49 Jan. 16. 
i a .W 86-68 Jan. 18 
i a W 73-68 Feb.2.. 
" .W 55-50 Feb.6 
i Janeee ‘W 90-52 Feb.8 . 
i ae .W 66-46 Feb. 13. 
5 .W 65-54 Feb. 17. 
t W 74-55 Feb. 20 . 
a W 78-61 Feb. 22.1 
‘ a W.72-55 Feb. 26 . 
NCAA Tournament (Midwest Region) i; 
4 y. W 68-64 
W 74-55 
W 74-55 
W 80-63 
W 92-65 
W .70-65 
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1957-58 (18-5) | Big Seven (8-4, T-2nd) 
DICK Ranked #7 (AP), #8 (UPI) 
Dec. 2. Oklahor 1a State ‘Stillwater, Okla... 


8-63 
56-55 
63-79 
78-85 
80-56 
68-69 
80-56 
had 
68-79 


6 vs W 63-56 
ber. HARP 
beg 8 SEASONS, 1956-64 
Dec. 30 121-82, 596 
Dec, 31. 5 
Jan. 4. 1956-57 (24-3) | Big Seven (11-1, 1st) 
ray fournament 
mts, NCAA Tc 
Jan 17 Final Four (Runner-Up) 
ba Ranked #2 (AP), #2 (UPI) rt 
bee Dec. 3....Nortwestem ...... Lawrence W.a7-69 Ja. 13 
bay Dec. 8 Marquette 2.2. Lawrence. 22.22.21 1w.7e.61 Ja. 18 
Ate Dec. 14. Washington ‘Seat, Wash. -°..W.77-63 FRB 
Lede Dee. 15 _ Washington ‘Seale, Wash." 'w se-78 Fae 8 
Laie Dee. 18 .Calomia Berkely, Calf... W 66-56 : 
Lary Dec. 22 Wisconsin. ‘Lawrence. ws3-62 Feb. 15 
Manet Dec. 26 . Jowa State Kansas Cy, Mo......W 56-57 Feb. 
Dec. 28 . hoa, Kansas Cty, Mo.......W.74-56 Fab 34 "| 
Dec. 29 - Colorado + Kansas Oty, Mo...-°.W.80-54  FS'38 
Jan. 5... Missouri ‘Lawrence. W 92-79 March 8. 
dan. 7 Otho. ‘Norman, Oka... W 59-51 
‘dan. 12 . Kansas State Lamence W545 
Jan. 14. Jowa State Aames, lowa . L 37-39 
Feb. 2... Jowa Sate Lawrence W 75-64 
Feb. 9 .. Nebraska Lincoln, Neb. W 69-54 
Feb. 12 . OMahoma State. Lawrence W 62.52 
Feb. 16 . Missouri. Columbia, Mo W 91-58 
Feb. 18 . Oklahoma. Lawrence... W 76-56 
Feb. 21 Oklahoma State. Silwater, Oa... L 54-56 
Dec. Feb. 23 . Nebraska Lawrence. W .87-60 
58 March 2. .Colrado Boulder, Colo. W 68-57 
Dec. ‘March 6. Kansas State .. Manhattan, Kan. ‘W 64-57 
i March 9. Colorado... . Lawrence W 78-63 
Dec. 17 NCAA Tournament (Midwest Region). . 
Dec, 19 March 15 SMU (OT) Dallas, Texas. W 73-65 
beets are March 16 OWahoma Cty... Dallas, Teas........W 81-61 
bars ee NCAA Tournament (Final Four) 
Dec, 30 at ‘March 22 San Francisco. ..... . .Kansas City, Mo. W 80-56 
Jan 4 Ww ‘March 23 North Carolina (307) . Kansas City, Mo.. L 53-54 
Jan, 7 W77-65 
Leading Scorers 
Jan. 9 54-76 Wilt Chamberlain (7-0 So. C) 26 a 
+-W.91-86 Gone Elstun (6-3 Sr. F)... ns 7. 
Me ‘Maurice King (6-2 Sr. 6). . 97" 4 
ot an Loneski (6-4 So. F) 95 : 
he sot Parker (6-0 St. 6). ¥ : 
Ww 
L 
Ww 
Ww 
Lt 
Lt 
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i Putra) 
1956-57 FINAL FOUR 


NCAA Tournament (Regional Finals) 
Evanston, Ui... . W.76-67 
Lawrence . 
N 


Dec. 5 .. Northwestern . 


24-3 1 BIG SEVEN CHAMPIONS | NCAA MIDWEST REGION CHAMPIONS 
Frntrom fet it: ac spe itt coc, Bsns otis any Kaley, 
oe Ere, ab Eling, Jot Pate, ey Waugh sistant conc. Send rou 
(eR tong an rest Lee Gren Gary Mowry, Wt Chants, Lew Jorn, 


oe W B5-71 
2 L 49-60 


c, 
c, 


RB 
38 


W 
aul 

Dick Ket, Mont tren. Gack ow (fight: ick Hap feat cma, Hay = W73-82 

lon Get, Gene sn, Gary Thomson, yn iced, te Dt, Mac 2 W.96-64 

‘ng, Fan dots, De Nesmith rae}. = L 59-66 

= W.67-59 

W 55-54 

2 L 70-83 

-W 60-47 


TED 
OWENS 


19 SEASONS, 1964-83 


348-182, .657 


1964-65 (17-8) | Big Eight (9-5, 2nd) 
De. fei Foi Mt. W 6660 


‘Dec. 5. . Northwestern . . ob 55-58 
Dec. 11. ear L 48-50 
agian Dec. 12. ‘W 80-60 
. Fayetteville, Ark... L 62-64 Dec. 17 ob 72-76 
«ast Lansing, Mich... L 62-81 ge ig weet x 
eet Dec. 21. W.71-56 Mm 
+ Dec. 26. W.72-55 
Wayne Hightower (6-8 So. F) L 49-64 ee 29 | “wi5482 8 
Bil Bridges (6-5 J.C) W.68-43 her 39” wast 
‘Al Donaghue (6-5 SrA)... W257 an ‘weess O 
Jerry Gardner (6-11 $0.6)... 55 -2eeee W064 ang | W.73-66 
Bob Hickman (6-2 Sr. 6). seevaneronsners BA W951 fan gy L 5961 O 
W 90-88 16. ; 
1960-61 (17-8) | Big Eight (10-4, T-: Dust rate wree: ©. 
(1 2nd) ot SPT3 an 20 Lan & 
Dec. 3...Northwestem Lawrence... W 86-69 L515 ing L 58-84 
Dec. 5 W 97-75 15662 fobs. “Ww 77-68 
Dec. 9 L 54-66 W.7253 Faye Ww 71-60 
Dec, 16. W 93-69 L.57-69 Feb 13, W74-57 
Dec. 17 . ob 70-78 W 86-55 Fah 15 L 64-68 
Dec, 20 , << L70-80 L 52-62 Feb 20 W 86-66 
Dec, 22 . «W 60-43 L 5354 Feb 93 W.71-62 
Dec, 27 W 78-53 - L.6264 March 1 W 68-62 
Dec, 28 . W 76-72 5467 March 6. 1 58-64 
Dec, 29 ‘L 66-69  W45-39 . 
W 58-55 Lb 60-74 
WW 73-68 WW 72-68 
W 90-59 W 49-48 
es) 
«W 75-66, Leading 
 W78-52, George Unseld (6-7 So. C) . Lis 
W 88-65 ‘Nolen Elison (6-1 Sr.G) ..... 15.8" 
 W 38-33 ‘Allen Correll (6-3 Sr. 6)... 9 
. W 88-73 Harry Gibson (6-3 Jr. F) . 
--W.90-62 Jim Dumas (6-1 Sr. G) 
. L 63-81 
.. L 68-69 
“wes 1963-64 (13-12) | Big Eight (8-6, 
W 85-75 Dec. 4 .. Arkansas ......... Lawrence. .W.73-60 
ob 76-79 
20.7" 
16.1" 
105° 
Te 


EERTTTEEEREURERERRRER 
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(3-11,7-7th) ‘ 
“Lawrence. W 85-74 r 
4 Lawrence. 165-79 L 49-64 

nl E “W.73-55 

vl W 74-48 
Dec. 11. W 74-51 
Dec. 15. L 55-68 
Dec. 16 «1 L 58-59 
Dec, 28 « W 67-65 
Dec. 29 -W 84-72 
Dec. 30. L 60-68 
Jan. 6 L 46-70 
san. 1 W.64-55 March 
Jan. 13 . w.73-71 0 March 7. 
Feb. 3 W 58-46 
Feb. 5 
Feb.7 
Feb. 10 
Feb. 12 
Feb 17 «1 


Bett ers 
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Leading Scorers 
Fodger Bohnenstiel (6-6 Jc. F 
Jo Jo White (6-3 So, 6)... 
Fon Franz (6-7 Sr)... 
‘Vernon Vanoy (6-8 So. C) .. 


NIT (Runner-Up) | Ranked #19 (AP), #18 (UP) 


ESRRESERRRRR 
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1968-69 (20-7) | Big Eight (9-5, T-2nd) 


NIT Tournament 
‘Now 30 ..St Louis.......... Lawrence... ~-W BB-65 
Dec. 3 . . Wisconsin. .. - Madison, Wis.. L 62-67 
Dec. 7 . . .Loyola (il) Lawrence . . . -W 93-61 
Dec. 9. . Xavier... Lawrence... . . .W79-56 
Dec. 13 . Creighton. “Manhattan, Kan... .W 78-65 
Dec. 14 . Syracuse Lawrence W741 
Dec. 16 . Murray State ‘Lawrence 2 .W72-59 
Dec. 20 . Utah State Logan, Utah -W 67-61 
Dec. 21 . .Stanford.. Palo Alto, Cait. W 76-67 
Dec. 26 . Nebraska .. Kansas City, Mo... ...W 82-56 
Dec. 28 Colorado ........ Kansas City, Mo... ..W 65-55 
Dec.30 . Oklahoma State.” Kansas Cty, Mo... W 56-45 
an. 4 «Nebraska ‘incon, Neb. W 56-52 
Jan. 6 -—lova State ‘Lawrence ow 94-61 
Jan. 11. Missouri. Columbia, Mo. L 46-47 
an. 13 Jowa State 201)... Ames, lowa . 72-78 
‘Jan. 18 . Kansas State Manhattan, Kan... .W 73-67 
Feb. 1. ..Colorado Lawrence W 80-70 
Feb. 3 -. Oklahoma State -... Lawrence W 64-48 
Feb. 8 . . Oklahoma (OT) Norman, Okia.. W 66-59 
Feb. 10 - Oklahoma State -.-.Stiwater, Okla... W 45-41 
Feb. 15 . Missouri. Lawrence. L 55-56 
Feb. 22 . Nebraska Lawrence. W 79-73 
Feb. 24 . Oklahoma. Lawrence W 83-58 
March 1 Colorado ‘Boulder, Colo... L 67-75 
March 8. Kansas State Lawrence L 57-64 
‘National Invitation Tournament (NIT) 
L 62-78 
181° 
Jo Jo White (6-3 Sr. G) 18.1" 
Bruce Sloan (6-5 Si F) 70° 
ich Bradshaw (6-3 J. 6) 6x 
Pierre Russell (6-3 So. F) 65° 
1969-70 (17-9) | Big Eight (8-6, 

1... Marshall. Lawrence W 96-80 
Kentucky Lexington, Ky.. 185-115, 
Wisconsin. Lawrence . W 76-60 
Loyola ¢t) “Chicago W 72-71 
Notre Dame South Bend, ind. W 75-63 
SMU. Lawrence. W 89-77 
di . a Wi04-81 
Oklahoma. L 64-68" 
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Jan. 30. W 95-72 
Feb. 1 

Feb. 6. W 81-67 
Feb. 8. W.91-67 
Feb. 13. Ss W 63-50 
Feb. 15, essocuas W.71-68 
Feb. 20 beresourral W 85-66 
Feb. 23 - f W 61-48 
Feb. 27. pecconteeel W 66-65 
March 6. . W 54-52 
March 8. .Missouri (OT) r W.71-69 
March 13 Nebraska. .....- W 59-54 

NCAA Tournament (Midwest Region) 

March 18 Houston... W 78-77 
March 20 Drake... W73-71 
March 25 UCLA........ Texas... ... L 60-68 
March 27 Westem Kentucky#. . Houston, Texas.......L .75-77 


27-3 BG BGT CHAMPIONS | NCAA MIDWEST REGION CHAMPIONS 


‘Sanding fet oth Dean Nesmith rae, Ye Owers Head Coot, Neal Mask, 

andy Cafe, Rope Bron, Dave Risch, rep Doulas, Cle Catet st. conc), 

‘Sum Miranda (ast. aac), Seated ff to igh: cb Mt, Mark Mathews, Bud 

‘Sabeoh, PlenePussl, Jey House, Aare Nah, Mark Was In fo: Kin 
‘Blcer (manage 


1971-72 (11-15) | Big Eight (7-7, T-4th) 
‘Dec. 1 . . Xavier. oe. lawrence. ee W557 


Year-by-Year Results 


Feb. 12 . Oklahoma. . r ae 
Feb. 15 . Kansas State (Manhattan, Kan...... L 66-78 
Feb. 19 . Nebraska - --Lineoin, Neb. L 78-99 
Feb. 21 W 71-59 


sob 55-72 
Ww 69-63 
L 56-69 
W 61-54 
W 67-51 
W 60-58 
Linz 
170-91 

cL 2274 

ob 6871 
L 64-66 
W 67-58 


seBnsaseoe" 
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0 L 46-59 
3 L 66-67 
7. W 75-66, 
19. L 66-72 
4. L 59-62 
7 .t L 63-79 
‘March 3. L 58-60 
‘March 5: L 87-94 
L 65-89 

Leading Scorers 
ick Suttle (6-9 So. F) . 16.3" 
‘Dale Greenlee (6-2 So. 6) 90" 
‘Tom Kivisto (6-2 Jr.) .... 86" 
Danny Knight (6-10 So. C) 288 
‘Tommie Smith (6-4 So. F) 72 


1973-74 (23-7) | Big Eight (13-1, 1st) 


NCAA Tournament/Final Four 

Ranked #7 (AP), #10 (UPI) 

Dec. 1 .. .Murray State ...... Lawrence... . W103-71 
Kentucky . J 


SEPP RRR 
SPBBRRareete 


EE 


NCAA Tournament (Midwest Region) 
March 14 Creighton... Tulsa, Oa. W 55-54 
March 16 Oral Roberts... Tulsa, Oa... W'93-90" 


73-7 | AG EIGHT CHAMPIONS | NCAA MIDWEST REGION CHAMPIONS 
rr rom et orig: Pa ere, eben Sten, Dave Tryna Niro Samu Jack 
iis, Bo Emery, ommi Sh, om Hs, Ce Greene. Back ron fe rit: 
‘ean Nesmith (rae Ted Overs led enact, Roger Moist. Donnie Yon 
‘Woae Fick ute, Dry Ki, Nom Cook, ale Haven Duncan eld sistant 
conc) an Sam Mand att aac. not: ck Purdy frag. 


1974-75 (19-8) | Big Eight (11-3, 1st) 
NCAA Tournament 
‘Nov. 30 . .NE Missouri State... Lawrence. . 
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1975-76 (13-13) | Big Eight 
Now 29 . Murray State .......Lawrence........ 


T-4th) 
W 72-56, 
66-75 


Dallas, Texas. 


errrresctes-etrresee+ sree 
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148" 
11.0" 
108 
107" 
Paul Mokeski (7-1 Fr. C) aesieansteennsodOee 
1976-77 (18-10) | Big Eight (8-6, 4th) 
Now 27 . Montana State... Lawrence...........WiQ447 
Dec. 1... Murray State Lawrence | voW 81-66 
Dec. 4 Central Mo. Site... Lawrence soW 7462 
Dec. 6... Oral Roberts Lawrence. so W7969 
Dec. 9... Fordham «New York, NX... W 57-48 
Dec. 11 «Kentucky 5 L 6 
Dec. 17. Mankato State W 
Dec. 18 Arkansas .. sold 
Dec. 20 . Saint Louis (207) +e 
Dec. 28 ..OMahoma (OT) Wa 
Dec. 29 Kansas State W 
Dec. 30 Missouri... ok 
dan... Missouri... Ww 
dan, 12 . OMahoma Stats seW 
‘Jan. 15 - Olahoma.. L 
Jan. 18 . Jowa State . WwW 
Jan. 22 . Kansas State ves 
ddan 26 «Nebraska .. L 
dan, 29 . Colorado. Wi 
Feb. 2 ...Olahoma State :W 
Feb. 5... Oklahoma. . oW 
Feb. 9. Missouri... ee 
Feb. 12 . Kansas State mene 
Feb. 16 . lowa State (01) :W 
Feb. 19 . Nebraska .. W 
Feb. 23 . Colorado - L. 
Feb. 26. 
March 3. 
Leading Scorers 


1977-78 (24-5) | Big Eight (19-1, 1st) 


CAN Te Nrarra 
. Central Mo. State . 


EERSSF REFEREE 
eRBRess~eS8B 


1078-79 16-1) | Big Eight @-6, Tang) 


‘Murray State... 


Soudan ily 


FERRER ERE REE? 


& 


FEES ERORE EES Fath 
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‘Wilmore Fowler (6-1 So. 6) 
Tony Guy (6-5 Fr. 


oT 


1870-80 (15-14) | Big Eight (7- 


ci 
PE 


tH 


m 87-71 
Feb.2.. 72-61 
Feb. 5 56-61 
Feb.7 7781 
Feb. 9 65-88 
Feb. 13. 69-66 
Feb. 16 48-46 
Feb, 20. 728 
Feb. 23 BATA 
Feb. 26. W 75-65 
Feb, 28 . W.80-71 
March 1. ~L 58-79 
Leading Scorers 

‘Darnell Valentine (6-2 Jr. G) 16.5" 
Fick Ross (6-6 FG)... Wt 
Tony Guy (6-6 So. 6) 109" 
John Crawtord (6-8 Jr. F) ae 
‘Booty Neal (6-5 Jr. 6) 58 
1980-81 (24-8) | Big Eight (9-5, T-2nd) 
Big Eight Tournament Champions 
Ranked #19 (UPI) 


Reno, Nev... 
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ate 
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Feb. 4 73-76 
Feb. 7. 96-67 
Feb. 9 65-79 
Feb. 14. 51-49 
Feb. 18. 58-50 
Feb, 21 r 

Feb, 25 «1 

Feb. 28. 


if 


March 7. 


oSoe>2""" Year-by-Year Results 


1981-82 (13-14) | Big Eight (4-10, 7th) 
‘Nov. 28 . North Carolina Charlotte, N.C.......L 67-74 


N39 Box 


Dec. 2. 

Dec. 4 

Dec. 6... 

Dec. 11. 

Dec. 18 . 

Dec. 20 . 86 
Dec. 29 . 62-83 
Jan. 2. 61-64 
Jan. 6. 1-73 
an. 8. 9-54 
Jan. 15. 79-68 
an. 19. 72-95 
an. 22. 74-85 
Jan. 26. 63-76 
Jan. 29. 51-58 
Feb.2.. 75-69 
Feb. 5. 61-68 
Feb. 10. 14-75 
Feb. 12. 80-75 
Feb. 17. 6-74 
Feb. 19. 55-53 
Feb. 23. 74-60 
Feb. 26. 63-70 
March 2. 58-60 
March 5: 7463 


Year-by-Year Results 


LARRY 
BROWN 


5 SEASONS, 1983-88 


135-44, 754 


‘ Leading Scorers 
a Ron Kellogg (6-5 Jr. F) we 
1983-84 (22-10) | Big Eight (9-5, 2nd) pany taming 6-11 Fe. 146" 
NCAA Tournament Canin Thompson 65-6 J 6) 13r 
Dreling (7-1 Jc 131° 
Big Eight Tournament Champions piodirend ade Balt 
‘Nov, 26 . Houston. . 
Dec.1 
pate 1985-86 (35-4) | Big Eight (13-1, 1st) 
pe She NCAA Tournament/Final Four 
Dec. 17 Big Eight Tournament Champions 
Dec. 19. Ranked #2 (AP), #2 (UPI) 
Oe 22 Nov. 22 ...Pepperine. Demver, Clo. W 67-61 
Deo, 28 . Nov. 24 . Washington Demer, Clo. W 69-64 
Deo. 20. Nov. 29. Louisvile New York, NY. W 83-78 
Man.7 Dec. 1 ...Duke ‘New York, NY. L 86-92 
ant. Dec. 3... SU-Edwardsvile.... Lawrence W 86-71 
fossa Dec. 4 ...Westem Carolina .... Lawrence w101-79 
sen. 18 Dec. 7... .North Carolina State ..Greensboro, NC. ....W..71-56 
we.21 Dec. 9 .. South Alabama. .....Lawrence W 72-48 
Jan, 25, Dec. 14 . Kentucky Lawrence. W 83-66 
aes Dec. 21 . Arkansas Lawrence W 89-78 
ven. Dec. 23 . George Washington. . Lawrence W 94-71 
Feb.5 .. Dec. 27 . Louisiana Tech ..... .Kansas City, Mo......W .81-59 
Fob. 8 Dec. 28 . Wichita State Kansas Oty, Mo......W 81-56 
Feb. 11 Jan. 4... Memphis State (OT) . .Memphis, Tenn L 20-83 
Feb, 15 Jan.6 .. Detroit Detroit, Mich. W 60-51 
Feb, 18. Jan. 11. SMU. Lawrence | W 72-56 
Feb, 22 Jan. 15. Nebraska . . lincoln, Neb. ‘W 81-70 
Feb. 25 . dan. 18 . Oklahoma State .... Lawrence W 95-72 
Feb, 29 . Jan. 21 . Oklahoma, + Lawrence W 98-92 
March 3: Jan. 23. Missouri... Columbia, Mo. W.81-7 
Jan. 25 . Louisville «lawrence. W 71-69 
March 6. Jan. 27. Jowa State... Ames, wa 7477 
March 9. Feb. 1. Kansas State ...... Manhattan, Kan... ..W .64-50 
(March 10 Oklehoma. Feb.5 ...Colorado .......... Lawrence... W100-64 
Feb. 8 .. Oklahoma State ... . Stillwater, Okda. W 85-69 
March 16 Alcor State Feb. 11 = Missouri... Lawrence. W100-66 
March 18 Wake Forest Feb. 15. Nebraska... -.. Lawrence... W 79-61 
Feb. 19 . Colorado... . Boulder, Clo W 79-74 
Leading Scorers Feb. 22 . Kansas State... Lawrence... W 84-69 
Carl Henry (6-5 St. 6). 168" Feb. 24 . Oklahoma. Norman, Okia.. W 87-80 
Ney SORES 3s 114 Mac awa Stato Lawrence W.90-70 
Greg Dreiling 7-1 $0.0) ..--...eessceeeeccee 97° March 7. .Kansas State Kansas City, Ma,......W 74-51 
Fon Kellogg (6-5 $0.6) «0.2.60 eeeeeseeeeeee 6.7" March 8. .Oktahoma. . Kansas City, Mo......W .72-70 
‘March 9. Jlowa State Kansas City, Mo.. W73-71 
| 9 ig ( 3, ‘March 13 No. Carolina A&T Dayton, Ohio, W71-46 
‘March 15 Temple. Dayton, Ohio. W 65-43 
‘March 21 Michigan State (OT) . Kansas City, Mo.......W .96-86 
‘March 23 North Carolina State . .Kansas City, Mo......W .75-67 
NCAA Tournament (Final Four) 
‘March 29 Duke .... Dallas, Texas... . L 67-71 
Leading Scorers 
Danny Manning (6-11 So. F) 167" 
Ron Kellogg (6-5 Sx. F) o° 


Calvin Thompson (6-6 Sc 6) 
Greg Dreiing (7-1 SQ). 


eeeeeeee 
RBSSeo= 
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35-4 | BG BGHT CHAMPIONS | NCAA MIDWEST REGION CHAMPIONS 
Front fet right: rhe Maral ery Johson, Mark Plo, Dam Maning, 
Gre Dring, Rey Hu, Cris Pe, Cal Thonpson Back row eto ight: i 
Pope (manages, Kart er anape, etic Harte, Je Jean, on Keto, Nat 


Newton, Scar Bay, Mak Trgeon, Aton Cate, onl an fransge 
san. 8 .. Temple... W.87-64 
en. 11 W 66-63 
an. 15 sob 1476 
san. 17 - W 82-47 
an. 20 - W.71-70 
san, 22 + W 86-65 
Jan. 25 2 W74-60 
san. 27 7248 
an.31 W 62-58 
Feb.4. os ~W.80-75 
Feb.7 W 88-63 
Feb. a + W.7060 
Feb. 11 gareend L 60-63 
Feb. 14 4 W 86-84 
Feb. 17 . j 86-95, 
Feb. 19 toned W 84-67 
Feb. 21 pa W 62-60 
Feb. 25 coe Boulder, 56-66 
Feb. 28 ve. Linco, -L81-83 
Big Eight Conference Championship 
March 6. .Okahoma State... = W 67-58 
March 7. Oklahoma. W.82-77 
March 8. .Missour «L 65-67 
NCAA Tournament (Southeast Region) 
March 13 Houston . W 66-65 
March 15 Missouri Stale... Atlanta, Ga W 67-63 
March 20 Georgetown . . L 57-70 
Leading Scorers 
Danny Manning (6-11 JF). 
Cedric Hunter (6-0 Sx. 6) 
Kevin Pritchard (6-3 Fr. G) 
(Chris Piper (6-8 Jr. F) 


W 89-62 
~ L81-100 
<b 75-81 
-W 94-38 
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208 2016-17 
Feb. 24 . .Oktahoma. . . Norman, Oia... ‘L 87-95 
Feb. 27 . .Missouri. Columbia, Mo. W 82-77 
‘March 2. Colorado Boulder, Colo... W 85-64 
‘March 5. .Oktahoma State . . . . Lawrence W 75-57 
Big Eight Conference 
‘March 11 Oktahoma State Kansas City, Mo. W 74-58 
‘March 12 Kansas State ‘Kansas City, Mo. L 54-69 
NCAA Tournament (Midwest 
‘March 18 Xavier. at . Lincoln, Neb. W 85-72 
‘March 20 Murray State Lincoln, Neb. W 61-58 
‘March 25 Vanderbitt. . . Pontiac, Mich. .. W77-64 
‘March 27 Kansas State Pontiac, Mich. W.71-58 
NCAA Tournament (Final Four) 
‘April 2... Duke ‘Kansas City, Mo, W 66-59 
‘April 4... Oklahoma, ‘Kansas City, Mo. W 83-79 
Leading Scorers 
‘Danny Manning (6-11, Sr., F). . 24.8" 
‘Mit Newton (6-4 Je. F) . . 11.6" 
Kevin Pritchard (6-3 So. 6)... 10.6" 
‘Chris Piper (6-8 Sr. F) 5.1" 
Jeff Gueldner (6-5 So. G) 3s 
{988-89 (19-12) | Big Eight (6-8, 6th) 
W 9481 
ber ee Peay W 86-71 
‘Nov. 28 . .Seton Hall .. Anchorage, Alaska: L 81-92 
Dec, 1 ., Seattle Lawrence W 98-65 
‘Dec. 3 . . .Loyola-Chicago. ‘Lawrence W100-80_ 
Dec, 7 .. .Pacific Lutheran Lawrence W112-61 
Dec. 10. W 95-78 
Dec, 12 W109-59 
Dec. 21. W 81-80 
Dec. 29 . . W100-67, 
‘Dec, 30 WW 82-73 
Jan. 3  WI15-45, 
Jan. 7 W127-82 
Jan. 9 .  W 90-82 
Jan. 12. . L B6-87 
San 14 owas 
Jan, 18 « L96-123 
dan. 21 ce W B9-74 
Jan. 25,  W 86-66 
Jan, 28 L70-71 
Feb. 1 . L .66-91 
Feb. 4 Lb 70-74 
Feb. 8 . L 81-87 
Feb. 11 . J 80-93 
Feb. 15.  L 89-94 
Feb. 18 . +. L77-102 
Feb. 22 . . L 89-97 
Feb. 25 . . W111-83 
‘March 1 W 80-71 
‘March 4, W 79-78 
‘March 10 Kansas State . L .65-73 
Leading Scorers 
‘Milt Newton (6-4 Sr. F/G) wT 
‘Mark Randall (6-9 So. F) ... 16.0" 
‘Kevin Pritchard (6-3 Jr. G) 145" 
‘Mike Maddox (6-7 So.) o 10.9" 
Freeman West (6-5 Jr. F) os. 92 


Year-by-Year Results 


ROY 
WILLIAMS 


15 SEASONS, 1989-2003 
418-101, 805 


1989-90 (30-5) | Big Eight (11-3,T-2nd) 
NCAA Tournament 


Preseason NIT Champions 

Ranked #5 (AP), #5 (UPI) 

Now. 15, W109-83 
Noe 17 Loi Sis.” Ba ogi W848 
Now 22 --UNV “New York, NL. WS1-77 
Nov. 24 . .St. John's. ‘New York, N.Y. W 66-57 
‘Nov. 30 . .Idaho Lawrence | W 87-58 
Dec. 2... Md-Balimore Co... Lawrence W 26-67 
Dec. 4. Temnessee-Marin... Lawrence Wi03-48 
Dec. 6 .. SMU. Dalas, Teas. W 26-53 
Dec. 9. . Kentucky Lawrence W150-95, 
Dec. 16 . Pepperdine. Lawrence W 98-73 
Dec. 2 . Arizona State Lawrence W.90-67 
Dec, 29 -Teras-Pan American. Kansas Cty, Mo... W103-83 
Dec. 30 . .Stantord. ‘Kansas City, Mo. W 83-61 
Jan. 4 ...Wichita State Wichita, Kan. W 93-66 
Jan. 6 .. Winthrop Lawrence W 94-51 
Jan. 8 .. Nebraska Lincoln, Neb. W 96-93 
<n. 10 . Miami Fla) Miami, Fla. wi00-73 
dan. 13 . Oklahoma State... Lawrence W917 
dan, 18 - Blzabeth City State. . Lawrence 132-65 
Jan. 20 . Missouri. Columbia, Mo. L 87-95 
Jan. 27 . Kansas State Manhattan, Kan. W 85-57 
Jan. 31. .Colorado Lawrence W 90-69 
Feb. 3 .. .Oktahoma. Lawrence W 85-74 
Feb. 7 . , .Oklahoma State ‘Stitwater, Okfa. W 83-76 
Feb. 10 -Jowa State ‘Ames, lowa W 88-83 
Feb. 13 - Missouri Lawrence Uaq7 
Feb. 17 . Nebraska Lawrence W 94-87 
Feb. 21. Colorado Boulder, Colo wi03-71 

Lawrence 


1990-91 (27-8) | Big Eight (10-4, 
T-1st)NCAA Tournament/Final Four 


Ranked #12 (AP), #12 (UPI) 
Nov. 23 Tempe, Aciz. 


Now 24 Nr ita. Papel 
Dec.1 cose LaMONER. 
Dec. 4. Lawrence 
Dec. 8 “eager 
Dec. 15 

Des 22 Tos Sao Lames. 
Dec. 28 - Hawai-Loa Oahu, Hawaii 
an. 2. Peppertine..-.-.-- Malibu, Calf 
<dan.5 = North Carolina Stat . Lawrence 
n8 Norman, Oa. 
dn. 10 

an. 12 

tan. 16 

an. 19 

an. 23 

‘an. 26 


Feb. 2... lowa State ........ Ames, lowa W 85-78 
Feb. 6 .. Nebraska ‘Lawrence SW 85-77 
Feb... Oklahoma Stat... Lawrence W.79-69 
Feb. 12 . Missouri... Columbia, Mo. W.74-70 
Feb. 16 Kansas State Lawrence W 68-67 
Feb. 20 . Colorado . Boulder, Colo........ L.71-79 
Feb. 23 . Oklahoma. Lawrence +. W10987 
Feb. 26 . lowa State ‘Lawrence. W 88-57 
March 3. Nebraska Lincoln, Neb. L 75-85 
Big Eight Conference Championship 
March 8. .Colorado ......... Kansas City, Mo... . W .82-76 
March 9. ‘Nebraska ‘Kansas Cty, Mo,..... L 83-87 
NCAA Tournament (Southeast Region) 
March 14 New Orleans. Louisvil, Ky, W 54-49 
March 16 Pittsburgh, LLouisvile, Ky... .W.77-65 
March 21 Indiana, ‘Charlote, N.C... .W.83-65 
March 23 Arkansas ....-.... Charlot, N.C... W.93-81 
NCAA Tournament (Final Four) 
March 30 North Carolina .....Indianapots, ind... ...W 79-73 
Aptil 1 Duke Indianapolis. Ind... L 65-72 
Leading Scorers 


Terry Brown (6-2 Sr. 6) 16.0" 
Mark Randall (6-9 Se. C) seeteeees 160 
‘Adonis Jordan (5-11 $0. 6)... aeutaacesleet 
‘Alonzo Jamison (6-6 Jr.) 10.4 


1990-91 FINAL FOUR 
i 


27-8 | B1G EIGHT CO-CHAMPIONS 
NOAA SOUTHEAST REGION CHAMPIONS 
Frnt rom flog: See Fatnaon ssa coach, Ken Sings assistant 
‘ouch, Mart Tixgen estat coach) Hk Wagner, Mike Madr, Ty Brown, 
Mash Rae, Roy Witams fend can), Gren (ascot cnt, Mark 
‘Cais (rane, Back row: len Bor (rage, Dave Van Daf manage, Sean 
Til, Dau sn ex Wer, Acta Scat, Pac icy, Da ohamig, 
Maco Nas, Azo Jamison, Stew Wootbeny, Adonis Jon, Jy Price 
(ranages), Mat Wirgte (range), Amn Foner Frage 


1991-92 (27-5) | Big Eight (11-3, 1st) 
NCAA Tournament 


Bae 


SaNRENo 


PERSE PERUSE SEE RERRR ESS 
soe-BRess 


iin 


Year-by-Year Results Ed 


March 8. .Missourl..........lawrence..........W.9789 4993-94 ig Eight (9-5, 3rd) NCAA Tournament (Midwest Region) 
Big Eight Conference Championship ss (27-6) Big Eight March 16 Colgate... Dayton, Ohio,....... W 82-68 
March 13 Colorado ..........Kansas City, Mo......W.84-66 NCAA Te 16 March 18 Westem Kentucky . . Dayton, Ohio. ........W 75-70 
March 14 Oldahoma..-..-. Kansas Ci, Mo....:.W.85-57 Preseason NIT Champions March 24 Virginia........... Kansas Gity, Mo... L 58-67 
March 15 Oklahoma State... Kansas City, Mo... W 66-57 bol 
NCAA Tournament (Midwest Region) Ranked #13 (AP), #12 (Coaches) Leading Scorers 
March 20 Howard Oho... Now 17 . .Wesiem Michigan. Lawrence..........W.69-50 Jerod Haase (6-3 $0. &)........ a 150° 
March 22 UTEP Now. 19 . California .. Lawrence. W 73-56 Raef LaFreniz (6-11 FF). .......eeeecee cece MP 
New York, NY. W75-7t Scot Pollard (6-10 So. C). : “aoe 
Leading Scorers New York, N.Y W 86-75 Jacque Vaughn (6-1 So. 6).......... amepeee 
Rex Walters (6-4 Jr.) ........ stacsinages IO? «Lawrence | L 59-73 Sean Pearson (6-4 J. F).. fee eteeeeeee 96 
‘Adonis Jordan (6-11 Jc @) ss 128 Rosemont, W79-74 Greg Ostertag (7-28... 2. eee eh 
Pichard Soot (6-7 S0.F)..-..-0 2s ecccceseeseeces OM Lawrence W 82-68 
Ree eee ay See Waees 1995-96 (29-5) | Big Eight (12-2, 1st) 
wots Noe area Ee 
1992-93 (29-7) | Big Eight (11-3, 1st) W 8683 Rented $4 (AP), #5 (Coaches) 
W-73-60 Wiis socr cence 
w.84-64 Now 29. Virginia. - 
wo9o4g —Dec.1.. UCLA... : 
W 76-65 wong 08.7. Rice. 7: 
W749 W 9494 080.9... .San Diego 
W 91-56 L468 eC. 16. diana, - 
W 94-46 W7e71 Dec. 18. Pittsburg State : 
wi08-62 W626; 080-22. Temple (OT) : 
W 86-83 wa7s3 | !a.2...Comell.. : 
W 84-64 167-79 an 4 . ..East Tennessee State Lawrence... wi08-73 
W 93-85 w94e7 Ja... SMU... 4 
W 94-66 We556 81.8. .Oklahoma State... Stiwater, 76 
74-86 L963 48.17. Florda........... Gainesville, Fla...... W 69-54 
Wi03-54 tyes) imt5 ae 2 WB5-71 
W 78-71 L796 | an.20 3 “ W 80-78 
W 96-85 Wioe-c2  an.22 oss TW 72-68 
wiao-72 wa9779 3.28 se , W 88-73 
W 98-77 wae ant a 2 W 84-65 
W 71-65 Eight Conference Championship 4 - so W 72-62 
W 82-51 be W752 Feb.7 mene +-W 89-70 
L 49-64 Lpe69 — Feb.10 : seb TBT7 
W103-56 Fe i4 : 1 W 85-70 
W 86-69 7 —_ W.61-50 
L 64-68 Woeze  Feb.19 gasketed W817 
W 84-72 73 (Feb.24 a W 77-66 
W 67-63 Feb. 26. penned W 87-65 
77-80 March 2. Oklahoma... Norman, Okla... L 79-85 
W 77-64 Big Eight Conference Championship 
ane L 71-75 March 8 see» Kansas City, MO... W 86-55, 
¥ W 72-68 March 9. Kansas Stale... Kansas City, Mo... W 61-55 
3 W 94-83 March 10 lowa Stale... Kansas City, Mo... L 55-56 
a ; W 74-73 NCAA Tournament (West Region) 
Eight Conference Championship March 15 South Carolina State. Tempe, Az.........W 92-54 
7 W 82-65 March 17 Santa Ciara ....... Tempe, Az. ........W.76-51 
(Mo... L 67-74 March 22 Arizona... Denver Colo... W 83-80 
NCAA Tournament (Midwest Region) March 24 Syracuse... -... Denver, Colo, “L 57-60 
March 18 Ball Stale... L W 94-72 
March 20 Brigham Young... W 90-76 
March 25 California... W 93-76 
March 27 tndiana, : 3 2. W 8377 
NCAA Tournament (Final Four) Dec, 5 
‘April 3... .North Carolina ......New Orleans, La. .... L 68-78 Rea 
Leading Scorers Dec. 17 
Rex Walters (6-4 Sr. 6). 163° Dec. 20 
‘Adonis Jordan (8-11 Sr. 6) . air Dec. 22 
Eric Pauley (6-10 Sr. C). 11g Dec.31 
Richard Scott (6-7 Jt F) 10.6" ts 


‘Steve Woodberry (6-4 Je G-F). 


BRESSSRRS 
USBRNBABE 


Ra 


20-7 | BIG EIGHT CHAMPIONS | NCAA MIDWEST RESION CHAMPIONS 
Fron rom ft to igh: Dave Van Df fonage, Stee Reins bist conc), x e 
evn Salngs sistant conc rc Pa. dois aan, Rex Waters, oy Was Big Eight Conference 
(Dead crcl, Watt Dery att coach, Mark Cais rine). Gack owe Am = March 10 Kansas Stale ..... . .Kansas City, Mo......W 90-45 
Foner (manage), Michael Ses (manane, ep Gey Orin encock chard © March 11 lowa State (OT)... . Kansas City, Mo.. 
‘Sct, en Das (i ot play, Greg string, Pati ice, Sean Pearson, Sere 

Wooden, Clin Ral, my Dion manage ye Sih ana 
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11-70 
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Feb, 
Feb.9 . 
Feb. 12. 
Feb. 15 
Feb. 17 . 
Feb. 22. 
Feb. 24. Gonmaga....... W .80-66 
‘March 2. Now. 17 . PennsyWvania .......Phitadeiphia, Pa......W 61-56 
No 21. Fort Hays State... Lawrence W 91-67 
Now. 27 UNLV... Springfield, Mass... W 78-50 
Dec. 1... .Kentucky . ‘Chicago, lll. L 45-63 
Dec. 5. - Pepperine “Anaheim, Clif... W 62-55 
Dec. 8 . . low. Lawrence 181-85 Luke Axtell (6-10 Jc. G-F) 
Dec. 12 USC. ‘Lamence. wio7-78 
Dec. 17 - DePaul... Lamence W 74-66 
peat eas ~tawence iw W THEE 2000-04 (26-7) | Big 12 (12-4, T-2nd) 
Dec. 23 . Saint Louis, St Louis, Mo. L678 NCAA Tournament 
Jan. 2... Texas ASM, ‘Lawrence W 95-57 Champions 
Fae LaFrent 6-11 JF). ‘dan 6 | Baylor Waco, Teras Wase Coaches ve. Cancer Classic 
Paul Pierce (6-6 So. F). Jan. 9 .. Jowa State Lawrence w.7460 Ranked #12 (AP), #7 (Coaches) 
Jerod Haase (6-3 Sr. 6). Jan. 11 Missouri. Columbia, Mo. W.73-61 Nov.9 .. UCLA... ve New York, N.Y... W 99-98 
Scot Poa (6-11 S.C) ‘dan. 16 . Massachusetts... Amherst, Mass... L (60-64 Now 10 - Saint dns... New York, NY... W 82-74 
<acque Vaughn (6-1 Sc 6). Jen. 18 - Teras “Lawrence. W.7667 Nov. 17 - North Dakota veces W 92-81 
dan. 24 - Missouri Lawrence. . 63-71 Nov. 20 . Boise State. w101-61 
Jan. 27 . Nebraska Lincoln, Neb. L 69-84 Nov. 25 . Washburn. W 99-56 
1997-98 (35-4) | Big 12 (15-1, 1st) ‘dan. 30 Colorado ‘Lawrence W.77-74 Nov. 27 - Middle Temessee W 92-66 
NCAA Tournament Feb. 1... Kansas State Manhattan, Kan......W 69-46 Nov. 30 . Minos State W 80-61 
Big 12 Championship Champions Fa 7 Ska + Boulder, Cob. W600 Dec 7. Make Fret L 53-86 
10 . Nebraska Lamence L 5964 12. DePaul -W 75-69 
Preseason NIT Champions Feb. 13 - Texas Tech . «Lubbock, Texas. L 84-90 Dec, 16 . Tulsa W 92-69 
Feb. 17 . Kansas State... Lawrence. 62-47 Dec. 23. Ohio State W 69-68 
Renked #2 (AP).08 (Goeches) wego.7gFe0-20.Okihoma. °°. Noman, Oka. °° W.60-50 Dec. 30 Missouri State Cwirras 
Nov. 17. Rice. f APES W 88-61 Feb. 22 . Oklahoma State (OT). Lawrence. W 67-66 Jan. 6 . . .Texas Tech. WW 94-82 
Nov. 19. in Kentucky. : ters W 75-62 Feb. 28 . lowa State... Ames, towa L 50-52 Jan. 13 . Oklahoma. W 69-61 
‘ ihe te r Jan. 17. Nebraska.  W 84-62 
Nov. 21. UNLV... Lawrenee W 92-68 7753 20 Toca AA wi0070 
‘Nov. 26 . .Arizona State (OT). . . .New York, N.Y... ...W 90-88 ‘69-58 ‘ian. 22 C : a “W 85-75 
‘Nov. 28 . Florida State. . «New York, NY... W73-58 53-37 Jan.27 ‘ ‘State sini we 92-68 
Dec. 2 a «Chicago, ih... W 90-87 " oan wit 
Dec. 4 ‘Lawrence 2.22. W102-50 eu ae ee pera 
Dec. 7 Mashington,0.C. .... L 83-86 i mm nik? 
Dec, 8 Ww ao-71 88-92 Feb. 5 .. Jowa State ob 77-79 
Dec. 10 3 W737i Feb. 10 . Oklahoma State W77-61 
Dec. 13 wio3-68 Feb. 12 . Baylor 77-85 
Dec. 18 W 96-83 Feb. 17 . Jowa State L 71-79 
‘Dec. 20 W 94-78 Feb. 21 . Colorado W 91-79 
Dec. 23 W 74-69 Feb. 25 . Nebraska LW 78-74 
‘Dec. 28 W 69-56 Feb. 28 . Kansas State z W77-65 
Dec. 29 W.89-82 March 4. .Missouri.......... lawrence... W75-59 
ec. 30 L 65-76 ig 72 Codirenne Consens 
Jan. 3 W96-76 ‘March 9. .Kansas State... . . Kansas City, Mo. W 94-63 
an? witt-62 ‘March 10 Oklahoma. . Kansas City, Mo.. L 57-62 
Yan 10 wio2-72 NCAA ‘Tournament (Midwest Region) 
‘an. 14 W 83.65 baled 
‘an. 17, W 69-62 7 ate 
Janet L 73-74 anaes 
dan, 24° W 88-49 
Jan. 28 W 94-47 
Feb. 1 W 82-71 
Feb. 4 c 
Feb. 8. 
Feb. 14 
Feb. 16 
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Year-by-Year Results 


2001-02 (33-4) | Big 12 (16-0, 1st) 
NCAA Tournament/Final Four 


Ranked #2 (AP), #2 (Coaches) 
Nov. 19 . Ball State . . . Lahaina, Hawai'i. ....L .91-93 
‘Nov. 20 . .Houston Lahaina, Hawai'i... ..W 95-78 
‘Nov. 21 . Seton Hall. Lahaina, Hawai'i W 80-62 
Nov. 28 . Pitsburg State Lawrence. wi05-62 
‘Dec, 1 . . Arizona. zu Tueson, Ariz. W105-97 
‘Dec. 4 . . .Wake Forest. Lawrence. W 83-76 
‘Dec, 8 ...UMKC . . Lawrence . . . ..W79-68 
‘Dec, 12 . .Princeton Princeton, N.J. .. W78-62 
‘Dec. 15 . South Carolina State. Lawrence W106-73 
‘Dec, 22 . .North Dakota Grand Forks, N.D. ....W108-77 
Dec, 29 . Tulsa ‘Kansas City, Mo. W 93-85 
Jan. 2... Valparaiso Lawrence. W 81-73 
Jan. 5 . . Colorado ‘Boulder, Colo, W 97-85 
Jan. 9. . \Nebraska Lawrence W 96-57 
Jan. 12. UCLA. .Los Angeles, Calif 77-87 
Jan. 15 . Oklahoma State .. . . Stilwater, Okla. W 79-61 
Jan. 19 . Oklahoma. » «Lawrence W 74-67 
Jan. 23 . lowa State Ames, lowa ‘W 88-81 
Jan, 26 . .Texas ASM. College Station, Texas W 86-74 
Jan. 28. .Missouri. Lawrence W105-73 
Feb. 2... Colorado ‘Lawrence W100-73 
Feb. 4 .. Kansas State Manhattan, Kan. W 98-71 
Feb. 9 . . .Texas Tech ‘Lawrence 108-81 
Feb. 11 . Texas (07) Austin, Texas 110-103 
Feb. 16 . Baylor Lawrence W 87-72 
Feb. 18 . lowa State «Lawrence 102-66 
Feb, 24 . Nebraska Lincoln, Neb. W 88-87 
Feb. 27 . Kansas State Lawrence W103-68- 
‘March 3. .Missouri, Columbia, Mo. W 95-92 
Big 12 Conference Championship 
‘March 8. .Colorado ‘Kansas City, Mo. W102-73 
‘March 9. .Texas Tech | ‘Kansas City, Mo. W 90-50 
‘March 10 Oklahoma. ‘Kansas City, Mo. L 55-64 
NCAA Tournament (Midwest Region) 
‘March 14 Holy Cross ‘St. Louis, Mo. W 70-59 
‘March 16 Stantord. ‘St. Louis, Mo. W 86-63 
‘March 22 tinal: Madison, Wis, W 73-69 
‘March 24 Oregon. Madison, Wis. W104-86 
NCAA Tournament (Final Four) 
‘March 30 Maryland . Atlanta, Ga. ‘L .B8-97 
Leading Scorers 
‘Drew Gooden (6-10 Jr. F).. 19.8" 
‘Nick Collison (6-9 Jr. F). +. 15.6" 
Kirk Hinrich (6-3 Jr. 6). . 14.8" 
Jeff Boschee (6-1 Sr. G)... wee . 13.4" 
‘Wayne Simien (6-8 Fr. F). - « BT 
2001-02 FINAL FOUR 


‘39-4 BIG 12 CHAMPIONS 1 NOAA MIOWEST REGION CHAMPIONS 
Front row (et to igh Jonas Saban (eng coat), CB. Meath (dn 
‘citar en Miler sistant cacy, Nel Dougherty asta coach, Ki ich, 
‘Drew Gooden, et Cre Jet Bache, Nick Cals, Roy Wiliams ea cach, Joe 
Holaday asitant conc), erod Haase admin. asin, Mark Cais (rain) 
‘Back ow et igh: Jun Bauman frarege, Seman Onna anager Jet 
‘Hackl manage), Lewis Hrison, arn ies, Keith Lange, Bye Nash ye 
‘Sinem, odd Nappenam, is Zee, Michel Le, Bet Ell, Je Hankins, 

Steven Das jrarage, J Evert manager, Jesica doharen (rage. 


2002-03 (30-8) | Big 12 (14-2, 1st) 
NCAA Tournament/Final Four (Runner-Up) 
Ranked #6 (AP), #2 (Coaches) 


Preseason NIT 
Now. 19 «Hoty Coss Lawrence. W 81-57 
Now. 22 . UNC Greensboro. Lawrence 105-66 
Now. 27 . North Carolina .... New York, NY. L 56-67 
Now. 29 lida ‘New York, NY. 73-83 
Dec. 4 .. Central Mo. State... Lawrence W 97-70 
Dec. 7 --.Oregon. ‘Pontiand, Ore. 78-84 
Dec. 11 - Tusa Tidsa, Ota. W 89-80 
Dec. 14 . Emporia State... . Lawrence wi1361 
Dec. 21 UCLA Lawrence. W 87-70 
Dec. 28 ..Calfornia (Oakland, Cat W 80-87 
Jan. 2. UNC Asheville... Lawrence w102-50 
dan 4. .UMKC Kansas City, Mo... ..W100-46 
dan. 6 -. Jowa State “Aames, twa W 83-54 
dan. 11- «Nebraska Lawrence W 92-59 
dan. 15 — Wyoming ‘Lawrence W 98-70 
dan. 18 - Kansas State Lawrence. W 81-64 
dan. 22 . Colorado Bouider, Colo. 59-60 
dan. 25 — Arizona. ‘Lawrence. L749 
den.27 Texas. Lawrence W 90-87 
Feb. 1 Nebraska Lincoln, Neb. W 81-51 
Feb. 3. Missouri Lawrence W 76-70 
Feb. 8 .- Kansas State Manhattan, Kan... .W 82-64 
Feb. 11 . Baylor Waco, Texas W 79-58 
Feb. 16 — towa State ‘Lawrence. W 70-51 
Feb. 19 - Colorado Lawrence W 94-87 
Feb. 23 . Oklahoma, Norman, Oki. L 70-77 
Feb. 26 Texas A&M. “Lamence W 85-45 
March 1 Oklahoma State... Lawrence W 73-61 
March 3, Texas Tech “Lubbock, Texas... W 65-56 
March 9. . Missouri Cohumbia, Mo. W.79-74 
Big 12 Conference Championship 
March 14 lowa State Dalias, Texas. W 80-74 
March 15. Missour Datta, Texas. L 63-68 
NCAA Tournament (West Region) 
March 20 Utah State (Oklahoma City, Ota... W 64-61 
March 22 Arizona State COndahoma City, Oa... W108-76 
March 27 Duke “Anaheim, Cal... .W 69-65 
March 29 Arizona. ‘Anaheim, Call... W 78-75 
NCAA Tournament (Final Four) 
‘Agr 5... Marquette New Orleans, La. ....W 94-61 
Agri 7 .. Syracuse .. ‘New Orleans, La... L 78-81 
Leading Scorers 
Nick Calison (6-9 Sc. F) 185° 
Kirk Hinrich (6-3 Sr. 6) 173" 


308 | BIG 12 CHAMPIONS | NCAA WEST REGION 


Frnt ow fet to ight: Jen Hams (in. asian), Seve Reinan(etnt 
act, Je Hela etn coach, oy Wins fend coc. Arn Mle, Jet 
Graves, Nick Catsn, ik Herc, yar Nash Mh! Lae, en Mile (att 
act CB. Meath (ain. estar, Jos Saran feng cc, Mask 
(Chins (rane. Gack row fe Hatt: Jin Bauman franape}, San 
(Caner (manage, ra phn frnage), et Hanks, Crein Monty, Wayne 
‘Siren, Manlayehiang. Bret lan, Ket Langford, Sepen Vison, Sven Danis 
(rorage,Jesica harsen (manage, eg Tobey ara. 


BILL 
SELF 


13 SEASONS, 
2003-PRESENT 


385-83, .823 
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2003-04 (24-9) | Big 12 (12-4, T-2nd) 


NCAA Tournament/Elite Eight 
Ranked #16 (AP), #9 (Coaches) 

‘Nov. 21. .UT Chattanooga... . Lawrence W 90-76 
Now 25 Michigan State... Lawrence SW 81-74 
Dec. 1 ...TCU Ft Worth, Texas... W 85-66 
Dec. 6 . . .Stantord. Anaheim, Calit....... L 58-64 
Dec. 10. Fort Hays Sate... Lawrence. W 80-40 
Dec. 13 - Kansas Giy, Mo... W 77-67 
Dec. 20 . UC Santa Barbara... Reno, New W 72-52 
Dec. 21 . Nevada Reno, Nev. SL B75 
Dec, 29 . .Binghamton ‘Lawrence, Kan, W 78-46 
dan 2 .. Vllanova Lawrence, Kan.......W 86-79 
Jan. 5 .. .Colorado ‘Boulder, Colo. oe W762 
cian 14 «Kansas State Lawrence 1W 7367 
“ian 17. Texas ABM College Staton, Texas W 71-65 
Jan. 22 . Richmond, ‘Lawrence . « L .68-69 
Jan. 25 . .Colorado ‘Lawrence. . . W 78-57 
Jan. 28 . .Kansas State Manhattan, Kan. .W.78-70 
‘an. 31 - Jowa State Ames, lov L 61-68 
Feb. 2. . .Missouri Lawrence W 65-56 
Feb. 7 .. Texas Tech. Lawrence. W 96-77 
Feb. 9 . . .OMahoma State ‘Stitwater, Okta. L 60-80 
Feb. 15 - Nebraska ‘Lineoln, Neb, 55-74 
Feb. 18 . Baylor Lawrence W 7454 
Feb. 21 . Jowa State (01)... . Lawrence, “W 90-89 
Feb. 23 . .Texas. Austin, Texas: L 67-82 
Feb. 29 . Oklahoma. Lawrence W 79-58 
‘March 3. .Nebraska Lawrence | W 78-67 
‘March 7. Missouri. “ Columbia, Mo. WW B4-82 

Big 12 Conference Championship 
March 12 Missouri Dalas, Teas. W 94-69 
‘March 13 Texas. Dallas, Texas. L .60-64 
NCAA Tournament (St. Louis Region) 

‘March 19 Mlinais-Chicago . Kansas City, Mo. .W.78-53 
‘March 21 Pacific Kansas City, Mo. W 78-63 
‘March 26 UAB. ‘St. Louis, Mo. W100-74 
‘March 28 Georgia Tech ‘St. Louis, Mo. L 71-79 
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BS oS ss2""| Year-by-Year Results 


2004-05 (23-7) | Big 12 (12-4, T-1st) Leading Scorers ow State 

NCAA Te Bani AES FD seiscsons ead ‘ i 
Pussell Robinson 6-1 So. 6) 

Panked #12: AP} #15 (0 #15 (Coaches) rs J 


RE BYAR EYE YSABRBSsyaeE 


‘Sasha Kaun (6-11 So. ©). 


2006-07 (33-5) | Big 12 (14-2, 1st) 


Now. 23 
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Cvistan Moody (6-8 ae. 


2005-06 (25-8) | Big 12 (13-3, T-1st) 
NCAA Tournament 

Big 12 Tournament Champions 
Ranked #12 (AP), #22 (Coaches) 


‘Now. 18 
tout | vt 


W 94-43 66 
W 84-66 68 
W 63-43 
W 80-69 
~ W.70-54 
W 87-57 
W 68-64 
W 80-77 
L469 Sherron Coins (5-11 So, 6) 
W 82-56 
Wgzg 2008-09 (27-8) | Big 12 (14-2, 1st) 
“6649 NCAA Tournament/Sweet 16 
nee Ranked #14 (AP), #10 (Coaches) 
Now 16 
ea Now 18 
, Now 24 
we 
we 
w 
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Now 22 «J 

Nov. 23 

Dec. 1 

Dec. 3 

Dec. 6 . 

Dec. 10. 

Dec, 19. 

Dec. 22 . 

Dec. 29 

Jan. 4 

an. 72. 

Jan. 11 
Feb. 23 
March 1. 


w107-78 
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W 85-62 
W 73-56 
W 87-46 
W 73-46 
W 75-63 
L 55-59 
L 86-89 
W 96-54 
W 83-73 
W 95-85 
W 86-52 
W 59-58 
W 69-48 
W 88-75 
W 64-49 
W.79-46 
W 76-61 
L 55-80 
W 75-54 
W 66-52 
W 63-62 
W 79-65 
W 80-68 
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Year-by-Year Results Ei 


2009-10 (33-3) | Big 12 (15-1, 1st) 


NCAA Tournament 
Big 12 Tournament Champions 
Ranked #1 (AP), #6 (Coaches) 
Now. 13 ss ~~. 101-65 
‘Nov. 17. .Memphis ‘St. Louis, Mo. W 57-55 
‘Nov. 19 . .Central Arkansas ‘Lawrence W 94-44 
Now. 25 . Oakland ‘Lawrence W 89-59 
‘Nov. 27 . .Tennessee Tech Lawrence . W112-75 
‘Dec, 2 . . .Alcom State Lawrence W 98-31 
Dec. 6. . UCLA. Los Angeles, Cali, ...W 73-61 
Dec, 9 . . Radford .. . Lawrence W 99-64 
Deo, 12 . La Salle ‘Kansas City, Mo... ...W 90-65. 
‘Dec. 19 . .Michigan Lawrence W 75-64 
Dec. 22 . .Califomia Lawrence W 84-69 
ec. 29 . Belmont Lawrence. W 81-51 
dan. 2... Temple. W 84-52 
‘an. 6 - Comet W 71-66 
can. 10 . Tennessee 68-76 
dan. 13 . Nebraska «Linea, Neb. W 84-72 
Jan. 16 . .Texas Tech ... Lawrence W 89-63 
Jan. 20 . .Baylor Lawrence W 81-75 
Jan. 23 . .Jowa State Anes, lowa: W 84-61 
dan. 25. Misour Lawrence W 84-65 
Jan. 30 . .Kansas State (07)... . Manhattan, Kan. W 81-79 
Feb. 3 Colorado (07)... ... Boulder, Coo W 72.66 
Feb. 6 Nebraska Lawrence W 75-64 
Feb. 8. Taras... “Austin, Texas W 80-68 
Feb, 13 . Jowa State +» Lawrence W 73-69, 
Feb. 15 . Texas A&M College Staton, Texas. W 59-54 
Feb, 20 . .Colorado ‘Lawrence W 94-74 
Feb. 22 . Oklahoma. Lawrence W 81-68 
Feb. 27 -OMahoma State... .Silwater, Oka... L 77-85 
‘March 3. .Kansas State Lawrence | W 82-65 
March 6. Missour. (Columbia, Mo. W 77-56 
Big 12 Conference Championship 
‘March 11 Texas Tech. ‘Kansas City, Mo. W 80-68 
‘March 12 Texas A&M. ‘Kansas City, Mo. W 79-66 
‘March 13 Kansas State ‘Kansas City, Mo.. W 72-64 
NCAA Tournament (Midwest 
‘March 18 Lehigh . . . Oklahoma City, Okla... W 90-74 
‘March 20 Northern lowa. Oklahoma City, Okla... L .67-69 
Leading Scorers 
‘Sherron Collins (5-11 Se. G).. 155° 
‘Xavier Henry (6-6 Fr. 6). 13.4" 
‘Marcus Moris (6-8 So. F 128" 
Cole Aldrich (6-11 J.C) . . . woe ND 
T shawn Taylor (6-3 $0.6)... Tee 
2010-11 (35-3) | Big 12 (14-2, 1st) 
NCAA Tournament/Elite Eight 
Big 12 Tournament Champions 
Faoked p82 (API, #2{Coaches) 
Now 12 113-75, 
Nov. 15 . 79-44 
Now. 19. 93-60 
Now. 23 


88 


BRRSaseehB 
geee=-eee2eeeee=2==2==2== 
8B 


ee 


PPSTESESSSSSE RR RRR PSS 


Feb. 14 Kansas State .......Manhattan, Kan, 
Feb. 19 . Colorado... Lawrence: 
Feb. 21 . Oklahoma Stale .... Lawrence. 


Feb. 26 ..Oklehoma. “Noman, Ok. 
March 2. Texas ABM. Lawrence: 
March 5. Missouri Columbia, Mo. 

Big 12 Conference Championship 


March 10 Okiahoma State ..... Kansas City, Mo. 


March 11 Colorado Kansas Gi, Mo. 
March 12 Teras........... Kansas City, Mo. 

NCAA Tournament (Southwest Region) 
March 18 Boston University. ...Tusa, Okla. 
March 20 blinois Tidsa, Okt. 
March 25 Richmond. ‘San Antonio, Texas 
March 27 VCU ‘San Antonio, Texas 
Leading Scorers 
Marcus Mortis (6-9 J. F) we 
Markiett Moris (6-10 Jc)... 136° 
Tyrel Reed (6-3 S-. 6) a7 
Tyshawn Taylor (6-3 J. 6). 9s 
Brady Moringstar (6-3 Se. 6) mW 


2011-12 (32-7) | Big 12 (16-2, 1st) 
NCAA Tournament/Final Four (Runner-Up) 


; 


Now. 1 Towson W100-54 
Nov. 15 «Kentucky New York, NY. L 65-75 
Nov. 21. Georgetown Maui, Hawai W 67-63 
Nov. 22 . UCLA. Maui, Hawa W 72-56 
Nov. 23 . Duke Maui, Hawai L 61-68 
Nov. 30 . rida Afantic «Lawrence W 77-54 
Dec. 3. ..South Florida Lavence | W 70-42 
Dec. 6 ...Long Beach State... Lawrence W 88-80 
Dec. 10 . Ohio State Lawrence W 78-67 
Dec. 19 . Davidson Kansas City, Mo...... L 74-80 
Dec. 22 . USC Los Angeles, Calif... W .63-47 
Dec. 29 . Howard Lawrence W 89-34 
Dec. 31 . North Dakota Lawrence | W 84-58 
dan. 4. Kansas State Lawrence | W 67-89 
Jan.7 . ..Okdahoma. Norman, Oka. W.72-61 
dan. 11”. Texas Tech Lubbock, Texas. ......W 81-86 
dan. 14. Jowa State Lawrence W 82-73 
Jan. 16 . .Bayor Lawrence W 92-74 
dan.21 Teas... ‘Austin, Texas W 69-66 
dan. 23 . Texas ABM. Lawrence | W 64-54 
san. 28 « towa State . ‘Ames, low L 74-92 
Feb.1 Oklahoma, Lawrence . W 84-62 
Feb. 4 «Missouri + Columbia, Mo. L774 
Feb. 8. Baylor 2... Waco, Texas W 68-54 
Feb. 11 . Oklahoma State .... Lawrence W 81-66 
Feb. 13 . Kansas State Manhattan, Kan........W 59-53 
Feb. 18 . Tecas Tech Lawrence W 83-60 
Feb. 22 . Texas ABM. College Station, Texas W .66-58 
Feb. 25 - Missouri (7) Lawrence W 87-86 
Feb. 27 . Oklahoma State .... Siwate, OMa.......W 70-58 
March 3. Teras............ Lawrence... W 73-63 
Big 12 Conference Championship 
March 8. Texas ABM. Kansas Gi, Mo......W 83-66 
March 9 Baylor ....2...... Kansas City Mo... L 72-81 
NCAA Tournament (Midwest 
March 16 Detroit Omaha, Neb. W 65-50 
March 18 Purdue. ........... Omaha, Neb. W 63-60 
March 23 North Carolina State ..St. Louis, Mo. W 60-57 
March 25 North Carolina ..... St. Louis, Mo. W 80-67 
NCAA Tournament (Final Four) 
March 31 Ohio State ........ New Onleans, La... .64-62 
April. Kentucky New Orleans, La. .... L 59-67 
Scorers 
Thomas Robinson (6-10 Jc). wr 
Tyshawn Taylor (6-3 Sr.G)......... 166° 
Eljah Johnson (6-4 J 6) 102" 
Jeff Withey (7-0 dO). 2-90" 
Travis Releford (6-6 Jc @) 85" 


2011-12 FINAL FOUR 


32-7 | BIG 12 CHAMPIONS | NCAA MIDWEST REGION CHAMPIONS 
ack ow (10 Head Scent Nanay James Ca, Niko Feber, Eph Jonson, 
‘Merv Lindsay Jamar ror, ThonssFebitson, Jet With Jus Wes, Kevin 
Yung, en McLemore, isan Gare, ade Thape an Video Coonatr Jet! 
Fores. Font Row fw Ri: Astart Director of Men's Basketball Opeanons 
‘reman Bechart,Aesocte Deer or Sports Medicine 6 Compl, Direc of 
‘Mes Basel Operations Bary Hinson, sistant Coach Kurs Townsend, ras 
efor, Hysham Tif Hed Coach Set, Come Teatan Joan Junerann, 
‘stant Cnach Joe Done, Assistant Couch Dany Mamning and Assistant 
‘Alcs Decor Sports eromance Aen Hy 


2012-13 (31-6) | Big 12 (14-4, T-1st) 


Now. 20 
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March 14 Texas Tech. -Kansas Cty, Mo. 
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2013-14 (25-10) | Big 12 (14-4, 1st) 
NCAA Tournament/Third Round 
Ranked #10 (AP), #14 (Coaches) 
‘Nov. 8 . . .Louisiana at Monroe . Lawrence . . W 80-63 
Now. 12. W 94-83 
Now 19 W 86-66 
Now, 22 . W 88-58 
Now. 28 . W 87-78 
No. 29. L 59-63 
Now 30. W 57-63 
Dec. 7 L72-75 
Dec, 10. L 61-67 
Dec, 14. W 80-63 
Deo, 21. W 86-64 
ec. 30 W 93-83 
dan 5. L 57-61 
san. 8 ~-W. 90-83 
Jan. 11. W 86-60 
san 13. SW 77-70 
‘an. 18 « W 80-78 
‘an. 20 « W 78-68 
dan. 25 W 91-69 
san, 29, W 92-81 
Feb.1 L 69-81 
Feb. 4 W 69-52 
Feb, 8 .-W 83-69 
Feb. 10. L 82-85 
Feb, 15, WW 95-65, 
Feb. 18. W 64-63 
Feb, W 85-54 
Feb. W 83-75 
L 65-72 
W 82-57 
L 86-92 
W770 
L 83-94 
W 80-69 
L 57-60 
ant 


Joel Embiid (7-0 Fr.) 
Wayne Selden, Jr. (6-5 Fr. 6). 
‘Naadir Tharpe (6-11 Jr. 6) 


2014-15 (27-9) | Big 12 (13-5, ist) 
NCAA Tournament/Third Round 


Ranked #10 (AP), 

‘Now. 14 . UC Santa Barbara... 
‘Now. 18... 
Now 24 . 
Now. 27 . 
Now. 28 . 1 
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Perry Ellis (6-8 J. F). . = * weesaee, . 138" 
Frank Mason ill (5-11, So. G)...... wee 126 
Wayne Selden Jc (6-5 So. G22 
Kelly Oubre Jc (6-7, Fr, 6) Z sepa | 
Cliff Alexander (6-8, Fr., F). . . watenen, weeeecseedl 
2015-16 (33-5) | Big 12 (15-3, 1st) 
NCAA Tournament/Elite Eight 
Ranked #1 (AP), #3 (Coaches) 
Now 4 Lawrence, Kan.......W 89-66 
Now 10 “Lawrence, Kan... W 95-59 
Nov. 13 “Lawrence, Kan... W109-72 
Now. 17, Chicago, i L 73-79 
Nov. 23 ‘Maui, Hawaii Wi23-72 
Now 24 ‘Maui, Hawai W 92-73 
Nov. 25, Maui, Hawai'i W 70-63 
Dec. 1 “Lawrence, Kan... W 94-16 
Dec. 5 .. Lawrence, Kan... W.75-69 
‘Dec. 9. Lawrence, Kan. W 92-59 
Dec. 12 . Kansas City, Mo. W 82-67 
Dec. 19. “Lawrence, Kan... W 88-46 
Dec, 22 San Diego, Cait. W 70-57 
Dec. 29 Lawrence, Kan. W 78-53 
Jan. 2 Lawrence, Kan... W102-74 
dnd. Lawrence, Kan... W109-108 
Jan. 9 Lubbock, Texas. 
Jan. 12 Morgantown, W.Va... L 63-74 
Jan. 16 Lawrence, Kan. W 70-63 
Jan.19 ~ . Stiwater, Oda. L 67-86 
Jan. 23 . Lawrence, Kan. W 76-67 
Jan. 25 Ames, lowa .... L 72-85 
Jan. 30 Lawrence, Kan. W 90-84 
Feb.3 «Lawrence, Kan... W 77-59 
Feb.6 .. .. Fort Worth, Texas W 75-56 
Feb.9 Lawrence, Kan... 75-65 
Feb. 13 . Norman, Olda.. 76-72 
Feb. 15 . Lawrence, Kan... 94-67 
Feb. 20 Manhattan, Kan. 72-63 
Feb. 23 . Waco, Texas... . 66-60 
Feb. 27 . . Lawrence, Kan. 67-58 
Feb. 29. «Austin, Texas 86-56 
March 5. . Lawrence, Kan. 85-78 
85-63 
70-66 
81-71 
105-79 
73-61 
79-63 
59-64 


‘Wayne Selden J (6-5, J, 6) 
Frank Mason il (11 Jc, 6). 
Devonte’ Graham (6-2, So, 6). 
Landen Lucas (6-10, 


* Denotes starter in leading scorer stings 


KANSAS EXHIBITION 


GAME HISTORY 
(77-9; H: 55-4; A: 5-3; N: 13-2) 


1117/81 . China. 
111582, 
111683. 
11/5/84. Chia. 
1/ARRS....Crechosiovaia. 


67 Results/Exhibition 


11/1986... 
nye 
11978. 
11/980... 
111680. 
11981. 
16a 
11992. 
112782. 
1116493... Marathon AAU 
11/2983 9 

11104. 
174 
111085. 
11/2085. 
127275. 5 
1272775. 
12/2895, 
11/1696 
11896. 
TBAT... 
110897. 
178... 
11088 
169... 
111388 
1NAO... 
14/00 
17M. 
1301 
11ane2... 
122... 
11403. 
11103 
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‘Lawrence, Kan. 
Lawrence, Kan 
Lawrence, Kan 
‘Lawrence, Kan. . 
Lawrence, Kan. 
Lawrence, Kan. . 
Lawrence, Kan. 
Lawrence, Kan 
‘Switz. 
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-Kansas City, Mo. 
Kansas City, Mo. 

«= - Gwaju, Korea 

- Gwanju, Korea 

‘Gwanju, Korea 

wari, Korea 

 Gwanju, Korea 

Gwar, Korea 

-.Gemany Gwar, Korea 
TWAOAS...Fort Hays State... Lawrence, Kan . 
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‘Thank you to all of the 
Williams Education 
Fund donors who help 


‘support our 500-plus 
student-athletes. 
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INFRASTRUCTURE & REAL ESTATE 


A We 


CONSTRUCTION McCownGordon 


Need more information? 
Email us at: kip3@edgemoor.com 
= a 


PREPARE FOR 


LaFTOFPF! ssw 


INTERNATIONAL SciE> CENTER 
“@'sPACE MUSEUM 


EXPLORE a world-cl I Nd ts ttt e tte e eee eeee 
Russiar e art t the ompell 1100 North Plum St. 
Hutchinson, Kansas 

67501-1499 


h state-of-the- elle | dor = @ 620.662.2305 
| "| t @ www.cosmo.org 


and inspire your journey. COSMOSPHERE 
CORPORATE PARTNERS: 


moway kmoroRs 


HUTCHINSON, KS : COSMO.ORG 


KANSAS CITY 


Structural Steel 
Steel for good. 


TIM OLAH 

President 
tim.olah@kcstructural.com 
Office: 816-924-0977 

Cell: 816-985-2308 

3801 Raystown Road 
Kansas City, MO 64129 
www.kcstructuralsteel.com 


fZegacy 
sey Flooring Gallery 


Tile - Stone - Hardwood - Carpet - LVT - Custom Showers 
Commercial - New Construction - Residential Replacement 
Showroom Open To The Public - 913-780-6060 


www.Legacyflooring1.com 


NING 


CONFLUENCE 


LOCATED IN KC'S HISTORIC RIVER MARKET 
417 DELAWARE KCMO 64105 
816.531.7227 
www.thinkconfluence.com 


“THINKING BEYOND THE SCOPE” SINCE 1998 


PLAN! 


URBAN DESIGN 


KANSAS CITY DES MOINES SIOUXFALLS CEDARRAPIDS MINNEAPOLIS 


CennriMank 6 


NEOSHO GARDENS 


601 N UNION | COUNCIL GROVE, KS 66846 
620-767-6920 | www.neoshogardens.com 


LI us COLORS 


George Fields 
Branch Manager IV 
GENERAL RENTAL 


tel: 785 838 4110 


United Rentals cell: 402 618 8915 
930 E 30th St fax: 785 838 4472 
Lawrence, KS 66046 gfields1@ur.com 


GSA Contract Holder unitedrentals.com 


EXPEC 
Today | Tomorrow | Together 


MECHANICAL | ELECTRICAL (STRUCTURAL { CIVIL ENGINEERS 
‘wore peel com 


PROFESSIONAL ENGINEERING CONSULTANTS ra 


the structural alliance 


TRL JRAL ENGINEERS 


GeoSouRce 


Your Source for Geotechnical and Materials Engineering 
Axel S. Novion, P.E. 
Principal 
anovion@geosourceeng.com 
John J. Zey, P.E. 

Principal 
jzey@geosourceeng.com 


14705 W. 114th St. 
Lenexa, KS 66215 
913-283-9990 


1605 SW 41st St. 
Topeka, KS 66609 
785-272-7200 


Kansas Secured Title 


Title and Closing Services Throughout Kansas 
Service Beyond Expectation 


www. ksidouglas.com 


Woodworking 


Specialties, Ine, 


CONTRACTORS BUILDING FOR THE FUTURE OF KANSA 


Mechanical Contractors 


ESIGN 


Mechanical, Inc. 


Mechanical Service ¢ Mechanical Construction 
913-281-7200 ° Kansas City, KS 
Visit us on the web at www.dmi-kc.com 


MSPASTAR-S 
<MSCASIA8 = 


your assuronce of quolity ond valve 


JR Bessette 


Vice PRESIDENT 


jrbessette@midwestcabinet.com 
Tel: 785-242-8181 
| Fax: 785-242-8183 
| 
' 
| Midwest Cabinet 
1674 Industrial Avenue 
Ottawa, KS 66067 


www.midwestcabinet.com 


Howard Stultz Construction Co. 
Howard Stultz 
983 E. 1700 Rd. * Baldwin, Kansas 66006 
Phone: 785-842-4796 + Fax: 785-842-4798 + Cell: 785-766-9081 


Commercial: 
Metal Studs~Drywall~Acoustical Ceilings 


M C M Midwest Concrete 
Materials, Inc. 
3645 E 23rd St, Lawrence, KS 66046 


(785) 843-1688 Toll Free (888) 244-2082 
www.4mem.com 


1705 N 1399 RD 
LAWRENCE, KS 66046 
785-842-9100 
FAX 785-842-9113 


core 
RD JOHNSON 


EXCAVATING COMPANY 


The Professionals in Electrical Contracting 
Proudy Serving the KU Campus 


816.472.9500 * www.capitalelectric.com 


CARROLL 712009 
p 816-471-2929 
: -? NCES #SCH! eSERVIC 816-471-3001 

“Sit Down and Cheer We've Protected your Rear” 
10 Lincoln St. 


+ Stadium/Fixed Auditorium Seating 
+ Bleachers/Grandstands 

+ Laminate/Wood/Metal Cabinetry 

+ Lockers 

+ GymvAthletic Equipment 


Kansas City, KS 66103, 


www.carrollsolutionsco.com 


+ Residential 
- Commer co 
+ Industrial sf 
* Srna OS JAYHAWKS! 
Cabling 
GLASS CURRENT ELECTRICAL CO., INC. 
730 NEW JERSEY * P.O. BOX 681 Saab oe 
Phone (785) 834-4416 » Fax (785) 843-6 Design / Build pe 785-267-2108 


Earthwork & Utilities 
Deep Foundations 
Structural Concrete 


KISSICK 


CONSTRUCTION 


816-363-5530 
www.kissickco.com 


DAVID L. FALLEY 


1416 S.W. Auburn Road 
Topeka, KS 66615-1503 
phone 785-478-9538 


RESTORATION & cell 785-640-6506 
WATERPROOFING fax 785-478-9572 
CONTRACTORS, dfalley@nwctopeka.com 


INC www.restoration-waterproof.com 


MECHANICAL CONTRACTOR 
INCE 1893 — 


= 


www.usengineering.com 


Here when you need us. 


We've provided comprehensive solutions for 
homes and businesses for over 65 years 
Call us-we're here 24/7. 


MSElroy's 


PLUMBING - HEATING - AIR CONDITIONING 


785-266-4870 mcelroys.com 


apps dee faite 


Noel Wallcovering 


8620 East 83rd Street 
Raytown, MO 64138 
(913) 208-2866 
noelwallcovering@yahoo.com 

Eric Ferrerour 


fedecolf. 


GfEAT PLAINS 
DIILLING SES 


Underpinning, Pier and Caisson Dring 


13638 Oak * Kansas City, MO 64145 
Phone: 816-942-7484 » Fax: 816-941-3359 


A viaviond 


ROOFING 
CONTRACTORS 


1556 LECOMPTON ROAD 
PERRY, KS 66073 
785-843-3433 
FAX 785-843-3445 


www.diamondeverley.com 
MARK GWALTTNEY 


COUNTERTOPS-SINKS-FURNITURE-FEATURES AND MUCH MORE... 


CONCRETE DESIGNS 
FUNCTIONAL. CONCRETE. ART. 


12112 WEST 88TH STREET 
LENEXA, KS 66215 


CONCRETESETH@GMAIL.COM 
CONCRETETOPSKC.COM 


Image Flooring 


14720 W. |OSTH STREET 
LENEXA, KANSAS 66215 


SCOTT RICE 


cic 


1201 WAKARUSA DR. #B1 
LAWRENCE, KANSAS 66049 


SCOTTRICE.COM 


SSS ROB GRESS 
— Regional Manager KC, Springfield & Wictuta 
= ToTAL ELEVATOR SOLUTIONS 

oa SERVICE -REPAR MODERMCATION-WSTALATION Phone: 816.221.3778 
tine" Cell: 913.915.1256 


Fax: 816.221.4254 
rob.gress@meielevatorsolutions.com 


KANSAS OFFICE 


10800 Lakeview Avenue 
Lenexa, KS 66219 


913-281-2700 
913-281-2705 (FAX) 
www.lithko,com 


PRUING Inc. 
1457 N 1823 Road @ Lawrence, KS GE044 
785.856.4590 @ Fax 785.856.4594 


REX H. MUSTAIN 
President 

For more info, visit us a 
‘.com 


Associated Air Products, Inc. 
14900 West 107th 
Lenexa, KS 66215 


GO HAWKS! 
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Jayhawk IMG Sports Marketing EJ ; 


Jayhawk Sports Marketing 
Jayhawk Radio Network 

123 West 8th Street, Suite 303 
Lawrence, KS 66044 


Office... . (785) 312-7555 
FR netics ed (785) 312-7557 


JAYHAWK IMG RADIO NETWORK 

University of Kansas men's basketball will be heard exclusively during the season on the 
Jayhawk IMG Radio Network. Brian Hanni and Greg Gurley form the broadcast team. David 
‘Lawrence and Josh Kiingler will handle the “Crimson and Blue Show”, which airs before each 
KU game and the “Jayhawk Locker Room Show” following each contest. Gurley replaced Chris 
Piper before the 2012-13 season, who replaced longtime broadcaster Max Falkenstien after 60 
years of broadcasting Kansas Athletics following the 2005-06 season. Hanni replaced Bob Davis 
‘who called KU football and men's basketball for 32 years from 1984-85 until his retirement in 
2016. 


The Jayhawk IMG Radio Network is operated by Jayhawk IMG Sports Markating, a division of 
IMG College with offices in Lawrence. Marc Tuttle serves as general managenof the Kansas 
property. 


‘Hanni was named the play-by-play voice of Kansas Jayhawk football and men's basketball 
‘on the Jayhawk/IMG Radio Network on June 21, 2016. 


Hanni also hosts "Hawk Talk," the weekly radio shows of Bill Self and football coach David 
Beaty, and perform other duties as assigned by Kansas Athletics. 


AA Topeka, Kansas native, Hanni graduated from the University of Kansas in 2002 with a 
broadcast management degree with an emphasis on sports broadcasting and media sales. 
Hanni created the dally show “Rock Chalk Sports Talk” on KUN Radio in Lawrence in the 
summer of 2002 and hosted it until 2012. The Jayhawk IMG Sports Network aired the show 
from 2008 until 2015. Hanni did radio broadcasts of KU baseball games for more than a 
decade, and spent eight years on the radio broadcast team for KU women's basketball. He 
also served occasionally on KU men’s basketball and football broadcasts for eight years. 


Hanni left Lawrence in 2012 to become the voice of Texas Tech men's basketball and 
baseball on the Texas Tech Sports Radio Network. He also did a weekday radio show, “The 
Bottom Line.” 


‘Hanni has won more than 25 awards from the Kansas Association of Broadcasters. in 2015 
‘he was inducted into the Topeka West High School Sports Hall of Fame for his efforts in 
sportscasting. 


Hanni is well-known in the Lawrence community, not only for his broadcasting talent 
but also for his charity work. In 2009 he founded (and stil organizes) an annul celebrity 
basketball game, “The Rock Chalk Roundball Classic,” which raises money for local 
families fighting cancer. He is an active participant in other youth-related organizations 
within the community as well. 


Gurley was a four-year letterwinner at KU from 1992-95 and was part of three Big Eight 
Conference tiles. His sophomore season, 1993, KU went to the Final Four. Gurley was hired in 
the summer of 2011 as the Director of Development for the Wiliams Education Fund at KU. 


Lawrence isin his 23rd season with the Jayhawk IMG Radio Network. He serves as host ofthe 
basketball network pre-game “Crimson and Blue Show” and past-game “Jayhawk Locker Room 
Show’. Lawrence has worked 13 seasons as football sideline reporter and nine seasons as 
football color analyst. 


Klingler has been part ofthe Jayhawk IMG Radio Network since 2006 hosting the pregame and 
pstgame shows for Kansas football and men’s basketball.A morning show hast for 610 Sports 
Radio in Kansas City, Klinger also isthe KU football “Crimson & Biue Show” hast and sideline 
reporter 


Bob Newton, who handles broadcast operations, isin hs 33rd year as producer-engineer of the 
Jayhawk IMG Radio Network. A former president of the KAB, and former station manager of 
KLWN & KLZR in Lawrence, Newton in 2013 received the KAB Distinguished Service Award and 
‘as inducted into the KAB Hall of Fame. He also provides technical support to KU's student radio 
station and is @ duty officer and public information officer for Douglas County Emergency 
‘Management. 


JAYHAWK NETWORK AFFILIATES: 


Abilene/Salina 


KSAJ-98.5 FM 


KMDO-1600 AM 


‘affiliates subject to change, check local 
listings 


The Jayhawk IMG Television Network (JTV) wil telecast six University of Kansas basketball 
games this season. Veteran broadcasters Dave Armstrong (play-by-play) and Chris Piper 
(analyst) wil call the KU action. 


‘Armstrong was te frst television play-by-play man for Jayhawk TV in 1991. After a hiatus with 
the Colorado Rockies television network, Armstrong rejoined JTV in 2001, He has called Big 

12 basketball since 1988 and has also worked with the Kansas City Royals TV 
network. Armstrong cals cllege fotball for ESPNU in the fal 


‘four-year letterwinner at Kansas, Piper played on the Jayhawks’ 1988 National Championship 
and 1986 Final Four teams. Besides his five seasons with the Jayhawk IMG Radio Network 
(2007-11), he served as an analyst for Jayhawk Television Network broadcasts for 15 years and 
for ESPN-Plus Big 12 telecasts for seven years. Piper i an owner of Grandstand Sportswear and 
Glassware in Lawrence, which produces licensed collegiate merchandise. 


Jerry Bailey (pbp, 1969-74) 

Gary Bender (pbp, 1969-70) 

‘A\ Correll (cc, late 1970s) 

Bob Davis (pbp, 1984-2016) 

Max Falkenstien (pbp, 1947-51 WREN; pbp, 1952 State Farm Network; pbp, 1953-83 
WIBW; cc, 1984-2006 Jayhawk Network) 

Bob Fromme (cc, 1948-73) 

Bill Grigsby (pbp, 1956-58) 

Greg Gurtey (cc, 2013-present) 

Brian Hanni (pp, 2016-present) 

Merle Harman (pbp, 1953-55) 

Kevin Harlan (pbp, cc, 1984) 

“Tom Hedrick (pbp, 1961-67; 1975-83) 

Dan Kahler (cc, 1969-74) 

Monte Moore (pbp, 1959-60) 


Steve Southerland (pbp, 1969-74 WREN, 1975-81) 
Jerry Waugh (cc, late 1970s) 
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Media Information 


GAME NOTES 

Approximately two days prior to games, a complete set of game notes previewing the 
upcoming game and reviewing the season will be available on KUAthietis.com. The release 
will also be emailed to media requesting this service. 


WEEKLY PRESS CONFERENCE 
Bill Self will conduct press conferences throughout the season. Media members should 
Contact the communications office for accurate dates and times. KU players will be available 
prior to practice on the same day. Following the press conference, quotes will be transcribed 
and videos posted at www KUALhietics.com. 


Coach Self will also be available on the weekly Big 12 Teleconference on Mondays at 10 a.m. 
Central. Information on specific dates and how to take part in the teleconference is available 
through the Big 12 Conference office or the KU communications office. 


INTERVIEWS 

Other than postgame, contact the communications office for all player or coach interview 
requests. To request players and coaches media should contact Chris Theisen (theisen@ 
‘ku.edu) or Brian Karst (brian.karst@ku.edu) of the communications staff. 


Out-of-town media wishing to interview Kansas players should also contact the 
‘communications office. 


Cell phone numbers for players will not be provided and players have been instructed not 
to accept calls from media without prior notice from the communications office. Please do 
‘not contact a player or coach without scheduling the interview through the communications 
office. 


COVERING HOME GAMES 


CREDENTIALS 

‘Al credential requests must be made online. Contact the communications office for 
information on how to access the page. Season credentials will be granted only to outlets that 
cover KU basketball on a dally basis and the requests must be submitted by Oct. 20. Single- 
(game credentials must be requested at least 48 hours prior to game day. Criteria for those 
ho receive credentials will be on the online application. 


GETTING TO ALLEN FIELDHOUSE & MEDIA PARKING 

Most media parking s located in Lot 90 which is south and east of Allen Fieldhouse. From 
Kansas City (Kansas Cy International Airport), take I-29 North to -435 South toward Topeka. 
Merge onto I-70 West to Topeka. Use exit 202 (west exit in Lawrence and drive south to 15th 
Street, which is also Bob Bilings. Take a let (east) on 15th Street into campus. After about 
a half mile, tum right (south) on Burdick Drive then in one block tur left (east) on ving Hi 
Road. Go past Allen Fieldhouse and take a right atthe three-way stop then your next right on 
‘Naismith Drive (with Allen Fieldhouse on your right). 


MEDIA WILL CALL & PRESS ROOM LOCATIONS 

Media will call for men’s basketball is located at the south end of Allen Fieldhouse, west 
side (by the TV trucks). If media is granted a parking, they can drive up to media will call, 
pick up their credentials, then drive to their parking location. The working press room, 
‘here postgame interviews will occur, is located on the first floor at the north end of Allen 
Fieldhouse, west side. 


PRESS ROW SEATING & PHOTOGRAPHERS 

‘There are two locations for press row seating, on the floor and in 13A. Overflow media will 
have space in the media press room. A seating chart will be posted in the media room and 
(on the floor prior to every game. Only still photographers and the originating TV cameras are 
allowed on the floor with one pool camera allowed during games. A pool camera schedule wil 
bbe made prior to the season, 


PRESS ROOM SERVICES & WIRELESS INTERNET 

Packets with pregame information will be available at KUAthletics.com and in the press room 
on the day of the game. Halftime, final statistics, game books and coaches and player quote 
sheets are all regular services on game day. In-game statistics are available via the internet at 
Statbroadcast. com. Complimentary access to wireless intermetis available at Allen Fieldhouse 
and information about how to access it will be available in the press room. 


‘TELEPHONES 

\Writers wanting phone lines at their seat locations should contact the KU Telecommunications 
Office at (785) 864-9300 regarding installation. For specific line location, please list Chris 
‘Theisen as the contact. Allow at least two weeks natice prior to the game. 


POSTGAME 
Kansas’ locker room is closed for home and road games. For home games, fllowing a cooling 
off period, the opponent coach and student-athletes have been requested to come tothe Allen 
Fieldhouse press room. Following the opponent interviews, select KU players will come to the 
room then Bill Self Other requests need to be made through Chris Theisen or Brian Karst of 
the communications staf. 
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